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FOREWORD 


The  GENEALOGY  of  AARON  KNAPP  is  as  complete  and  as  accurate  as  I  am 
able  to  make  it  at  the  present  time.  We  know  it  contains  many  errors  and  prc'o- 
lems,  but  I  am  not  now  able  to  solve  them. 

When  these  records  are  made  public  and  the  errors  brought  into  the  open. 

I  trust  they  will  be  corrected  by  some  of  the  readers.  Only  when  brought  to 
the  attention  of  the  public  will  they  be  recognized  and  corrected.  The  proba~ 
ble  sons  of  Seth,  Paul  and  perhaps  William,  (or  a  grandson?)  have  presented  or.d 
of  the  greatest  problems  in  the  book,  and  these  records  concerning  them  are 
particularly  uncertain. 

When  a  name  is  underscored,  it  means  that  person  is  carried  forward  in  thel 
next  generation  as  the  head  of  a  family.  The  number  over  a  name  indicates  the 
generation  to  which  the  person  belongs.  The  children  of  Knapp  daughters  are 
carried  one  generation  beyond  the  name  of  Knapp,  when  known.  An  index  anoears 
at  the  end  of  the  text,  and  it  is  followed  by  an  appendix  and  another  index 
for  the  appendix. 

GR  indicates  "grave  record" .  Other  abbreviations  are  customary  and  easily 
understood. 

Manuscript  records  compiled  by  this  author  ,  covering  William  Knapp, of 
Watertown  and  Roger  Knapp,  of  New  Haven,  will  be  found  in  this  library. 
Jul7,19S3.  A.A.K. 
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In  1939,  Oswald  Greenwaye  Knapp,  of  England,  author  of  "A  History  of 
the  Chief  English  Families  Bearing  the  Name  of  Knapp"  was  asked  to  give  us 
his  latest  conclusions  concerning  the  English  origin  of  our  New  England  Knapp 
ancestors.  He  has  this  to  say  &f  Aaron. 

uAaron,  like  Roger,  is  a  very  uncommon  Knapp  name,  at  any  rate  in  England, 
where  it  is  only  known  to  occur  in  one  family,  that  of  Lytchott  kinster, County 
Dcrsett,  where  three  Aarons  are  found  in  the  Registers.  The  date  of  the  first, 
baptised  in  1622,  would  correspond  fairly  well  with  that  of  the  emigrant,  but 
he  never  left  England.  Kis  son  William  was  baptised  at  Lytchett  in  1653*  and 
he  was  probably  dead  in  1656,  when  "Aaron,  the  son  of  the  widow  Knapp"  was ^bur¬ 
ied.  The  third  Aaron,  the  son  of  William  just  mentioned,  was  baptised  in  1695. 
All  this  Aaron's  children  were  baptised  by  the  Congregational  Kinistcr  at  •.are- 
ham,  so  the  family  had  evidently  left  the  Church,  and  it  is  quite  likely  that 
the  first  Aaron  may  have  had  a  cousin  who,  for  this  reason,  or  because  some  of 
the  family  had  migrated  to  Poole  or  elsewhere,  is  not  to  be  found  in  the  Lyt¬ 
chett  Registers. 

The  name  of  this  family  appears  in  the  Register  from  its  commencement  in 
in  1555 .  Its  earlier  members  were  Yeomen  or  Husbandmen,  (tenant  farmers,)  one 
of  them  being  a  tenant  in  Capite,  i.e,  holding  his  land  direct  from  the  Crown. 
But  they  seem  to  have  fallen  somewhat  in  the  social  scale,  and  to  have  died  exit 
at  Lytchett  after  1700,  though  representatives  of  the  name  are  still  to  be 
found  at  Warebam  and  elsewhere  in  the  neighborhood.  I  suspect  that  they  were 
originally  an  offshoot  of  the  North  Curry  family  in  the  adjoining  County  of 
Somerset. 

There  is  no  evidence  to  support  the  tradition  that  'Will lam  and  Nicholas 
were  brothers,  though  it  is  very  probable  that  they  were  kinsmen.  The  fact 
that  they  bore  the  same  name  and  came  in  the  same  fleet  would  account  for  the 
conjecture.  The  conjecture,  after  being  repeated  for  a  few  times,  would  come  to 
be  accepted  as  a  fact.  RGger  certainly  belonged  to  quite  a  different  stoclq^ 
being  no  doubt  sprung  from  that  In  which  the  surname  first  became  hereditary, 
in  the  first  half  of  the  Thirteenth  Century.  Its  earliest  recorded  member, 

Hugh  de  Cnappe,of  Cnappe,  or  la  Knappe,(now  Knapp,)  in  North  Curry,  was  dead  ir 
12lii|.,  when  his  son,  Thomas  Knappe,  of  la  Knapp e ,  claimed  to  be  his  heir.  ±  sus¬ 
pect  that  this  was  the  source  from  which  sprung  the  Knapps  found  in  the  Six¬ 
teenth  Century  in  Berks,  Oxen  and  Hilts.  Aaron  again  belongs  to  a  family  which 
has  no  proved  connection  with  any  of  the  others,  but  it  may  very  well  be  sprung 
,  as  I  have  suggested,  from  the  same  Somersetshire  stock. 

This  is  the  state  of  the  problem  today.  I  make  no  claim  to  finality  or  cer¬ 
tainty  for  my  conclusions,  but  a  life-long  experience  in  such  investigations 
does  tend  to  give  one  a  certain  flare  for  the  lines  along  which  a  solution  is 
most  likely  to  be  reached,  even  though  it  may  be  impossible  to  say  with  assura* 
ranee  what  that  solution  may  turn  out  to  be." 


■ 


' 
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AARON  KNAPP,  of  Taunton, Mass.  Probably  arrived  in  America  with  the  Second 

Plymouth  Colony  about  I638.  He  was  able  to  bear  arms  in  1643  for  which 
he  received  an  allottment  of  land  at  Taunton, Mass .  where  he  then  lived. 

B.in  England. 

D.at  Taunton, Mass. in  l6?4-His  will  was  dated  June  15, 1674. Administered  Oct. 
24,1674. Proved  Nov. 2, 1674* 

M.in  England, Elizabeth  _ _.She  m.2nd  Jan. 17, 1702, John  Hoskins, of  Taunton 

or  Dighton,Mass • , as  his  2nd  wife. He  d.in  1715  at  Dighton. 

2 

2.  Aaron, b.  1645, Taunton. d.!724>Hehoboth.m. Rachel  Burt. 

2 

3.  John, b. c a. 1650, Taunton. d. 1715, Taunt on. m. Sarah  Austin. 

2 

4 . S amu e 1 , b . T aun t o n . d . c  a . 1 7 1 9 . m . E 1 i z ab  e th  C o bb . 

**  2  ' 

5  .Mo  s  e  s  lrTaunt  o  n .  d .  1 685 ,  T  aunt  o  n .  m .  Pho  eb  e _ . 

2  N 

6. Joseph ,b .Taunton. d. 1676  in  King  Philip's  War. 

2 

7  .Mary  ,b  .Taunt  on  .Bap  t  .1659, 9th  month, 20th  day.  (or  Nov. 2  or  20,lo59,Roxbury,Ma.cs., 
2 

8. Elizabeth,b. 1653, Taunton. d.ca. 1690 .m. Feb .17,1673/74, (or  June  or  Sept. 17  or  11. 
-  1673/74.), at  Taunton, Nicholas  Stoughton  (or  Staughton  or  S to ton) .He  m.2nd 

Sarah  Richmond, widow  of  Rev. James  Walker , be tween  Feb .25,1690, the  date  01 
death  of  her  husband,  and  Aug. 6,1691, the  date  of  her  will. He  m.3rd  Feb. 25, 
1692, Sarah  Hoar,dau.of  Hezekiah  Hoar, of  Taunton.  The  Hartford  Times, Kay  30, 
1942  says  Nicholas  Stoughton, of  Stoughton,Mass. ,m.K.  1674, Elizabeth  Knapp 
and  had  children  Elizabeth  and  Mary .twins ,b .Dorchester ,1676/77 *  Hannah, b. 
July  4, 1679, Taunton.  Samuel, b. Oct. 28,1690, Taunton.  Nicholas  and  Sarah  Hoar 
had:  Rebecca, b .Boston  in  1694*  Abigail  who  lived  in  Bridgewater ,m. in  1714, 
Jonathan  V/  ill  is  and  d.in  1737. 

1, Aar on  took  the  Oath  of  Fidelity  in  1657*  Was  made  FroemanJune  7, 1659. He  was 

! 

on  the  Jury  to  investigate  the  death  of  James  Wyatt , July  5,1664.  Was  one  of  13 

i 

I  persons  to  view  the  body  of  Thomas  Bradley , found  dead  on  the  highway, July  24, 

| 16^3 .  A  History  of  Taunton, Mass ., by  Samuel  Hopkins  Emory, D. D. , published  in  189&; 

states  that  Aaron  was  in  the  1st  Train  Band  at  Plymouth  in  1622 .  ( ?Doubtful )  He 

i  and  his  son,  Aar  on,  were  listed  with  the  2nd  landing  at  Plymouth.  (? )  Taunton  ^^as 
[was  known  by  its  Indian  name  of  "Cohannet"  until  1639.  Horton  was  incorporated 


with  Taunton  in  1711.  A  deed  was  appointed  to  be  recorded, dated  Aug. 27, 1666, 
A.D.betweon  Aaron  Knap, of  Taunton, and  John  Eedey,both  of  Plymouth.  Aaron  receiv¬ 
ed  his  division  of  land  Dec.28,l659  -  Aaron  Knap, pounds  0, shillings  7, pence  9.- 
2  heads, 32  acres. These  lands  had  been  previously  granted  by  the  Court, June  6, 
1668  (16^8?)  to  those  to  whom  the  North  Purchase  had  been  granted-Aaron  Knap. 

In  Aug. 1689  the  following  names  appear  in  the  Confirmation  Grant  of  William 
Bradford, either  as  proprietors  of  Taunton  or  Cohannet,lts  Northern  Purchase, its 
South  Purchase , As sonet  Neck  -  the  sons  of  Aaron  Knap, deceased.  Aaron  Knapp  was 
a  Constable  in  1673. (See  Boston  Thanscript, Dec. 1,1932, for  Cobb-Knapp-Hoskins 
records.)  The  Mayflower  Descendant ,Vol .33 • ,page  160/161  gives  his  will, from 
Plymouth  Colony  Wills  and  Inventories,  Vol.3,page  129.  The  will  of  Aaron  Knapp, 
Sr., made  June  l5,l67lj-,v;as  presented  to  the  Court  Nov. 2, 1674  on  the  oath  of  Sam¬ 
uel  Smith  and  Thomas  Linkolne.  Bequests  were  as  follows:  To  my  wife  Elizabeth, 
all  my  cattle, cow  cattle, horses  and  swine, except  it  be  ray  gray  horse  which  I  £/L 
give  to  ray  son  Aaron, and  one  red  heifer  of  three  years  old  which  I  give  to  my  p. 


f  daughter , Mary , and  one  heifer  yearling  which  I  give  to  ray  daughter  Elizabeth. 

I  give  to  Elizabeth, my  wife, Dry  dwelling  house  and  all  my  planting  land  and  pas¬ 
ture  I  leave  to  her  disposing, so  long  as  she  remains  a  widow, and  after, to  reiwra 
turn  to  ray  son, Aaron, that  is  to  say, the  dwelling  house  and  planting  land  2nd  so 
much  of  my  pasture  as  doth  lie  between  the  X4/X4/ XXXX/XX/  planting 

land  and  the  branch  of  the  small  brook  that  doth  take  in  the  swale  land, as  we 

call  it.  To  ray  son, Aaron, so  much  of  my  home  lot  as  will  make  up  the  said  plant- 

1 

ing  land  and  pas ture, twenty  acres  woodland  measure  lying  on  the  east  southeast 
side  of  the  lot.  To  my  son  John  and  my  son  Samuel, the  other  part  of  my  home  lot 

1 

which  is  twenty  acres, to  bo  equally  divided  between  them  two, and  to  be  divided 

by  those  that  are  appointed  upon  my  will.  To  my  son  Moses  and  to  ray  son  Joseph, 

twenty  acres  of  land  lying  at  a  place  called  Browne’s  Parra, equally  divided  be- 
^tween  them  two  by  those  as  appointed,-*-::-#  and  my  two  acres  of  meadow  which  be¬ 
longs  to  the  aforesaid  twenty  acres  of  land,  and  my  meadow  at  a  place  called 

l 

i  Boujar’s  Holes, equally  to  be  divided  between  these  two.  To  my  son  Aaron  and  ray 
son  Samuel, my  meadow  at  a  place  called  Seeding  More, the  said  meadow  to  be  equal* 


.  . . 3  ••  •  i 

ly . and  Aaron  to  take  his  choice.  To  icy  son  John  three  acres  of  swamp  lying  at  a 
place  called  Pics  Hole.  To  my  son  Aaron  forty  acres  of  land  which  is  part  of  my 
^ share  of  the  last  purchase  lying  below  Three  Mile  River, and  the  rest  of  my  share 
of  land  in  the  Purchase  I  give  to  my  four  other  sons  above  mentioned, to  be  equal 
ly  divided  between  them.  As  for  my  right  in  the  land  that  is  yet  undivided  that 
doth  belong  to  the  Town  of  Taunton  aforesaid, my  will  is  that  my  son  Moses  and 
my  son  Joseph, shall  have  thirty  acres  of  land  off  the  first  that  is  divided, and 
equally  divided  between  them  two, and  the  rest  of  the  Right  in  that  land  undivid¬ 
ed  aforesaid, I  give  to  my  five  sons  before  mentioned.  And  my  desire  is  that  John 
Tisdale, Sr .and  Samuel  Smith  shall  divide  the  aforesaid  land,yhich  is  to  be  cun-- 
ded  among  my  sons.  The  will  of  Aaron  Knapp  was  signed  by  a  mark.  It  was  witness¬ 
ed  by  Samuel  Smith  and  Thomas  Linkolne , Jr . ,by  a  mark.  The  will  was  administered 
by  the  widow  Elizabeth.  The  Inventory  of  Aaron  Knapp, late  of  Taunton, deceased, 
was  exhibited  to  the  Court  at  Plymouth, Oct .29*l87lj* on  the  oath  of  Elizabeth 
Knapp , widow .  The  real  estate  was  a  house  and  sixty  acres  of  land,Ij.O  pounds. Six 

P  ..  | 

acres  of  meadow, six  pounds .More  land  recently  purchased  below  Three  Mile  River. 
Th©  total  amount  of  Inventory  was  113  pounds, 10  shillings.  Qct  .15,1674- .Estimatoc 
by  James  Walker  and  Samuel  Smith. 

!  ( 

It  has  been  said  that  Aaron  came  from  Yorkshire  and  that  he  was  a  nephew  of 

William  and  Nicholas  Knapp. Both  statements  are  extremely  doubtful .Settler s  from 
England  settled  Taunton  in  1638/39.  Oswald  Greenwaye  Knapp  writes : "Aaron, like 

i 

Roger, is  a  very  uncommon  name  of  a  Knapp , at  any  rate, in  Engl and, where  it  is 
only  known  to  o c cur  In  one  family, that  of  Lytchett  Minster , County  Dorset, where 

throe  Aarons  are  to  be  found  in  the  Registry.  The  date  of  the  first  baptism  Is 

1  s 

}  7 

1622, which  would  correspond  fairly  well  with  that  of  the  ercmi grant , but  he  never 
left  England, His  son  William, was  bapt.at  Lytchett  in  1659  and  Aaron  probably 

•« 

died  in  1656  when  "Aaron, the  son  of  widow  Knapp"  was  buried. The  third  Aaron, 
y  son  of  William  just  mentioned, was  bapt.In  1695*A11  this  Aaron’s  children  were 

baptised  by  the  Congregational  Minister  at  Warcham,so  the  family  had  evidently  • 

t 

i  left  the  church.lt  is  quitfc  likely  that  the  first  Aaron  may  have  had  a  cousin 


who  for  this  reason  and  because  some  of  the  family  had  migrated  to  Poole  or 
elsewhere, is  yet  to  be  found  in  the  Lytchett  Registers.  The  name  of  this  family 
appears  in  the  Register  from  its  commencement  in  l555>‘I'ts  earliest  members  were  ' 
Yeomen  or  Husbandmen. (Tenant  farmers). One  of  them  being  Tenant  Capita, i .e .Hold¬ 
ing  land  direct  from  the  Crown. But  they  seem  to  have  fallen  in  the  social  scale 
and  to  have  died  out  at  Lytchett  after  1789, though  representatives  of  the  name 
are  still  to  be  found  at  Wareham  and  elsewhere  in  the  neighborhood.  I  suspect 
that  they  were  originally  an  offshoot  of  the  North  Curry  family  in  the  adjoin¬ 
ing  County  of  Somersett." 


2  1 
2 .AARON  KNAPP,  (Aaron.) 

B.ca.  l6ii.5,  Taunton,  Mass. 

D.1724, Rahdboth, Mass  .Will  dated  Apr  .11, 172)4. Proved  June  16,172)4. Son, Eben- 
ezer , Administrator . 

M. Dec .8, 1686, Rachel  Burt , dau.of  James  &  Ann ( _ )  Burt. She  b.l665*  James 

Burt  was  b  .in  England  in  1622. Sailed  from  London  Apr  .1)4,1635 .Was  in  New/. 

port, R. I. in  1639  but  his  home  seems  to  have  been  Taunton. He  d.  inl680» 

His  wif e , Ann, d. Aug. 17, 1665. (Boston  Transcript, July  15,1935.) 

3 

9.  Aaron,  b.Taunton.m. Dec. 20, 1?26, Rebecca  Pinch. 

3 

10 . Nathaniel ,b. Taunton. d.  176Il .in. Rachel  Cobb  and  Mehitablo  Briggs. 

3 

11.  Benjamin, b. Taunton. d.  1765. m.Mehi table  Eddy  and  Sarah  Baker. 

3 

12. Ebenezer ,b . Taunton. d. after  1768 ,m. Elizabeth  Cobb, 

3 

1 3 . Hannah , b . Taunton . 

1)4. Gladden, b .Taunton. Living  in  1790  census. 

2. Aaron  was  made  a  Freeman  in  I67O .Constable  in  1673 .Lived  in  Swansea  in 
1686. Inspector  of  tho  Ordinary  Inn  at  Taunton, June  5,1671. Inventory  in  172)4 
listed:  one  saw  mill,  &s  wearing  apparei,  2  iron  ciltelis,  1  small  iron  pot, 

1  bugle,  1  feather  bed  and  bedding,  an  old  carpet  to  lie  on  bed,  all  valued  at 
370  pounds, 3  shillings 


\ 

M 

l 


i 


i 


' 
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2  1 
3. JOHN  KNAPP, (Aaron) 

B.ca.l650, Taunton, Mass. 

D.l?l5, Taunton. Will  made  1715  .Sister  Elizabeth, executor . Capt .  John  Andreas, 

guardian  of  the  children. 

M.Oct. 7,l685»Sarah  Austin, b .Nov. 4, 1665. d. before  17l5.dau.of  Joseph  Austin, 

Jr. 

3 

15. Moses,b . ca .1687, Taunton.  Living  at  Taunton  in  1712. 

,  3 

16.  Ruth, b. Taunton. m. Nov. 18, 1734/35, Philip  Mason, of  Taunton. (Taunton  Vital.) 

3 

17 .  John, b .Taunton. d. before  Feb. 18,1728 .m.Mary _ . 


2  1 
4 r SAMUEL  KNAPP .  (Aaron) 

B. Taunton, Mass « 

er ) 

D. Taunton. Will  made  May  11 ,1715 .Proved  Apr. 6,1719. A  shoemaker . (172 7/29. Bub L 
Will  witnessed  by  John  Crossman  and  William  Briggs. 

M .May  26,168?, Elizabeth  Cobb, b. Feb.  10, 1670 .d. Dec .20,1762, Taunton. "old.  moth¬ 
er  of  Se th" , dau. of  Edward  &  Mary  (Hoskins)  Cobb. Mary  Hoskins  was  dau.of 

William  &  Ann  (Hinde)  Hoskins. 

3 

18. Sarah, b . 1689, Taunton. d. Aug. 1770, Taunton. 

3 

19 .Joseph, b« Taunton. d. 1747. Taunton. m. Dec . ,1736, Mehi table  Stacy. 

20 .Samuel ,b .ca .1^88 .d. before  1760,n.  Sarah  Austin  or  Hannah  .or  both. 

. 3  - - 

^1 » Na  in  an  1  e  1 ,  b  .Taunton.m.Mch.  11 ,1742>Mehitable  Perry . 

3 

22. Seth, b. Taunton. d. after  1770 .m. Hannah  or  Bethiah  or  both. 

3  ™  - 

23  »Bethi{h,b  .Taunton, 

3 

2ij..Elizabeth,b  .Taunton. 

►  .  3 

25 . Abigail , b . Taunton .m . Philip  Walker  and  had  a  son  Philip  Walker , Jr .who  had 

a  son  Sullivan  Walker  who  m.Nabby  Knapp, dau. of  Aaron  &  Abigail  (Gurnsey) 
Knapp, at  Woodstock, Conn. Feb .23,1800. 

26 . Mary , b , Taunton . 

: 4. Samuel  Knapp  had  a  grant  of  9  acres  of  land  dated  Mch. 5,1688 .And  another  of 


;two  acres  dated  Dec. 17, 1689.  The  Boston  Transcript  of  Oct. 26, 1932  and  Dec. 9, 

1 

1932, states :IIani*y  Cobb, of  Barnstable, had  (l)Edward,m.Nov.28,l660  or  l666,Mary 
Hoskins, dau. of  William  Hoskins  and  his  second  wife, Ann  Hinde. Edward  d. 1675 .Mary 


' 


6 

in. 2nd  _  Phillips  .Edward  and  Mary  jad  s.  son, Edward, perhaps  others .  (2)  John, 

111.1676,  Jane  Woodward, and  had  John, and  others  .  (3  )Gershon, of  Swansea, killed  in 
King  Philip's  War  In  1675.  Which  of  these  was  father  of  Elizabeth  Cobb  who  re. 
Samuel  Knapp?  The  Boston  Transcript  of  June  27,1938  and  May  25,194-0  says  that 
Elizabeth  Cobb  who  m. Samuel  Knapp  was  dau.of  Augustine  or  Augustus  Cobb, of  Taun¬ 
ton, who  came  to  Taunton  in  I67O  and  d.ca.l717»P erhaps  Augustine  was  bro.of  Henr; 
Elizabeth  was  b .1670/71 • (Plymouth  Co. Vital.)  Other  data  about  these  and  Knapp 
families  can  ba  found  in  Vital  Records  of  Taunton  Marriages, Vol. II .and  private 
records  of  marriages  in  an  account  book  of  Thomas  Leonard,  168)|_  to  1713  In  pos¬ 
session  of  Old  Colony  Hist  .Society, of  Taunton. See  Kew  England  Register, Vol .13 • 

2  1 

5 .MOSES  KNAPP,  (Aaron) 

B.Taunton,Mass . 

B. 1685, Taunton. Killed  in  military  service  by  accident. 

M. Phoebe  _ . 

.  3 

f  27 . Moses, b. Taunton. d.l 755. m. Patience  Pratt. 

Perhaps  others. 

5.  Moses  was  In  military  service  at  Mt. Hop®, Mass. in  June  and  July,l6?5«  Land 
was  granted  to  him  May  25,1680  and  Oct., 1682. 

2  1 

6.  JOSEPH  KNAPP,  (Aaron) 

B. Taunton, Mass. 

D.I676  in  King  Philip's  War  or  ca  1690/91  after  his  return  from  a  military 
expedition  to  Canada. Possibly  the  father  and  son  are  confused  together. 

M. Hannah 

3 

28 . Joseph.  (Perhaps  the  son  m. Hannah  . ) 

6. Joseph  Knapp, father  or  son, was  a  Cap t. of  a  Company  in  Taunton.  Page  83,  In 
Book  of  Wills  states: "On  March  17,1690/91, before  the  County  Court  at  Plimouth, 
Stephen  Bryant, aged  about  34-  years, and  Kehi table, his  wife, testified  and  saith 
that  he  proposed  to  Joseph  Knapp, late  resident  of  Plimouth, before  going  out  on 
the  expedition  to  Canada, whether  It  was  not  best  for  him  to  dispose  of  his  es- 


■ 
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tate,or  to  disclose  how  he  would  have  it  disposed  of  if  he  did  not  return  again, 
and  ho  said  Knapp  replied  that  he  would  have  mo  to  deliver  the  heiffer  of  his 
^  that  was  in  my  land, if  he  did  not  return^again.unto  his  brother  Samuel  Knapp, 
and  that  all  his  concerns  he  had  left  with  his  brother  Samuel, and  that  he  would 
have  him  to  have  all  that  he  had.---::-”-  and  further  these  deponents  testified  that 
after  the  return  of  John  Bright  from  Canady, he  being  at  our  house, showed  a  writ¬ 
ing  which  he  said  was  the  will  of  Joseph  Knapp  and  we  hearing  of  it  redd  to  the 
best  of  our  rememberance  that  writing  said  that  he  had  given  the  heiffer  at  our 
house  to  Elizabeth  Knap, the  dau.of  Noses  Knap, and  I, the  said  Mehl table, said  to 
ye  said.  John  Bright,  that  I  thought  it  strange  that  ho  had  altered  his  mind  so 
much.  The  said  Bright  then  said  that  Joseph  Knapp  did  give  a  hole  of  meadow  unto 
his  brother  Samuel  Knap  and  his  wages  to  his  mother (Mayflower  Descendants, Vol . 
30»page  IJ4.2.)  Page  88 . Inventories  .Will  of  Joseph  Knap, continued.  "An  inventory  of 
the  estate  of  Joseph  Knap, late  resident  of  Plimouth,who  dyed  at  his  return  from 
the  expedition  to  Canada, was  sworn  to  at  Plymouth  1?  March, 1 6 90/91  by  Moses  Knap  ; 
^of  Taunton, elde st  brother  of  Joseph  Knap, and  said  Moses  Knap, was  appointed  admin 
istrator.His  wages  due  for  his  services  on  said  expedition  was  5  pounds, 13  shil- 
lings.l  pence.  The  said  estate  was  1  acre  and  of  meadow  at  Browns  Farms,  15> 
pounds.  One  fifth  part  of  a  purchase  right  at  Taunton  Farms, 1$  shillings.  One 
fifth  part  of  a  purchase  right  at  Taunton, 10  shillings." 


3  2  1 

9 •AARON  KNAPP,  (Aaron.  Aaron.) 


B .Taunton, Mass .  At  Rehoboth  at  marriage, 

D. 

M. Dec. 20, 1726, Rebecca  F inch, of Swansea, Mas s . Intentions  published  at  Rehoboth 
Nov. 1^,1726.  (Evidently  somo  error  in  these  marriage  dates.  All  children 
born  earlier.) 


•+ 

29»Bethiah,b.ca. 173.0, Rehoboth, Mass. She  was  appointed  guardian  of  the  youngei*  ft/± 


children  of  her  uncle  Nathaniel. 


3Q»Asyon,b«ca.l713 .m. Abigail  Garnsey . 


33  -Zslei:,b.ca.  1715. d.l80l}..m. Anna  Cook. 
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9.  Aaron  Knapp  w»3  on  the  muster  rollof  the  Company  in  His  Majesty's  Service 
under  Jeremiah  Moulton. He  was  a  Capt.from  Jan.l8,to  May  11,1725. 

3  2  1 

10 . NATHANIEL  KNAPP,  (Aaron. Aaron.  ) 

B. Taunton, Mass .  Was  living  there  in  1690. 

D. 17/4.6, Tauntoii.^Or,Nathani^e^Cnapp, Sr. d. Sept .31,  (?)  1766. Taunton  Vital?) 
M.lich.l9>1729,Rebeccah/ Cobb  .  (or  Webb?) She  d. before  1735, Taunton. 

2nd  Mch. 1|,  1 735 jl'^ehi table  Briggs. She  d.in  1766. 

4 

32.  Ephraim ,b  .Taunton. d. 1824/2^' .m.Ahign-n  _ . 

33 . Nathaniel , 

34 . Jonathan, d . 1 793 .m .Mehitable  Tucker . 

4 

35 . Abiather,b. 1760 .m.Meriba  Clemmons. 

4 

3o.hary,m.Apr.l7,1766,Peletiah  Day. 

4 

37 -Mehi table, b. 1751. 

e  4  . 

38 . Daniel, b .Kay  6 , 1753, * d. Apr .21 , 1836 .m. Hannah  Lyon. 

4  ,-J^  (^L  jchw-  & '*#/*%*'  /  r—  T&J-AjjT-. 

39.  Aaron, b. 1746. ' ' 

4  .  ,  „ 

40  .Jacob.  Settled  in  North  Carolina  • 

4" 

4l .Hoses , b .1748  >  Taunton . 


10. At-  Nathaniel's  death  all  his  children  were  minors.  Jonathan  Cobb,  El  ip  alias 
Harlow  and  John  Hoed  were  appointed  guardians  for  the  oldest  four  children, and 
Be thiah  Knapp  and  Thomas  French  were  guardians  for  the  rest, of  the  children..^ 

3  2  1 

11.  BENJAMIN  KNAPP,  (Aaron.  Aaron.) 

B. Taunton, Mass. 

D. Feb. 15, 1765, Taunton.  Called  "Old  Benjamin"  in  Taunton  Vital, 
h.lst  Feb. 17, 1731/32, Mehitable  Eddy, d .before  1 735 > Taunton . dau  of  John  &  Sa¬ 
rah  (otacy) Eddy .She  was  mentioned  in  her  grandfather's  will  and  was  of 
&g,o  In  1731  when  she  sold  land* 

* 

^  2nd  Jan.l5,1735,Sarah  Baker  who  d.in  1776.  GR, Taunt on. She  m.2nd  Platt. 

^ P.-3 > D *173 7/4  0 •  d .Mch . 22 , 1 812  .m. Susannah  Packard. 

Perhaps  others.? 


9 


> 


3  2  1 

12.EBENEZER  KNAPP,  (Aaron.  Aaron.) 

B.ca. 1700, Taunton, Hass . 

D. Living  in  Taunton  in  1768. 

H .  July  25, 1728, Elizabeth  Cobb, of  Norton, Mass .  ,b  .1709. d.  July  14,1770  .Harri 

by  Rev. Joseph  Avory. 

43.  Eduard, b.ca. 1730. d. 1758. m. Esther 

4 

44. Ebenezer,b. July  14, 1736, Taunton, Hass . 

,  4 

45.  John,b.Mch.l5  or  25,1740. 

4 

46.  Lois ,b .June  16,1742. 

4 

47.  Rachel, b.June  20,1744. 

4 

48.  Hannah, b .Aug. 3, 1747* 

49. Adonizah,b .1728. d. 1758, in  French  &  Indian  War. 

i/f-l~  ZLlydfrfl'-' Jr-  iSa-nSk 

12.Ebenezer  was  Executor  of  his  father's  estate.  He  was  on  an  expedition  to 
Cuba  about  this  time .Re turned  and  was  living  at  Taunton  as  late  as  1768 . 


|  ,  3  2  1 

"  14. GLADDEN  KNAPP,  (Aaron.  Aaron.) 

B .Taunton, Hass. 

D. Living  in  1790, Census  of  Bristol  Co. 

M. 

50 . Jabez,b.l755>Taunton,Mass.d.  1826 .m. Hannah  Ball.  . 

„  h 

51  .David, b .Apr .27 , 1803 .tti .Pebecca  W .Harwood . 

4 

52 . Lewi s,b. Jan. 29, 1794, Springfield, Vt . 

4 

53.  Charles, b. Jan. 24, 1796, Springfield, Vt. 

■  4 

54 ‘Gladden, Jr .  Sold  land  to  Nathan  Canfield, Nov. 3, 1874, Arlington, Vt, 


3  2  1 

17. JOHN  KNAPP,  (John.  Aaron.) 

B. Taunton, Mas 3 . 

D. Before  Feb. 18,1728. 


M  .Mary 

4 


55*Moses, b.ca. 1687, Taunton. Living  there  in  1712. 
56  .Jonathan. 


£7. Ruth. 
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19. JOSEPH  KIIAPP,  (Samuel.  Aaron.) 

3  .///////  t  Taunton,  Mas  s . 

7i|  0 /\\.  7 ,  T  aun  t  on . 


4 


> 


M.Dec ,30,1736,Mehitable  Stacy. (Taunton  Vital.) 

k 

58.  Joseph,  Jr .  ,b .1737* Taunton. 

.  ^ 

59.  Abijah, b  .ca.l7ii-0. m. 1777, wife  unknown. He  was  a  Revolutionary  soldier  from 

Taunton  and  Bristol  Co., in  Col  .A.  Mitchell  *  s  Regt.in  1780. He  deeded  land  £si 

July  31,1775.  Prom  Mass. Soldiers  &  Sailors  in  the  Revolution, Vol . IX .page 

327/28.  Abijah  Knap , Taunton, private  Capt .Francis  Liscomb *  s  Company ,////// 

roll 

////////////////  .Col. Timothy  Watkins  Regt.  Muster/dated  Aug. 1,1775. Enlisted 
Aug‘3>1775. Service  3  mo., 5  da.  Also  Company  return  dated  Oct. 5, 1775.  Also, 
order  for  bounty  coat  or  its  equivalent  in  money  dated  Roxbury , Nov. 27, 1775. 
Also, order  dated  Camp  of  Hull, July  16,1778, signed  by  said  Knapp  and  others, 
for  advance  pay  for  ?, travel  allowances, etc ., payable  to  Capt. Mathew  Ran¬ 
dall  .Capt  .Matthew  Randall's  order  on  Daniel  Jeffries , Paymaster  General, dat¬ 
ed  Castle  Island, July  19, 1776, payable  to  the  Quartermaster  of  Col .Marshall ' : 
Regt. appears  on  reverse  side  of  Company  order .Also, Corporal  Matthew  Randall* 
Comp any, Col. Thomas  Marshall's  Regt.  Engaged  June  27,1776, service  to  Kov.l,/ 
1776, service  //////^  1  mo .2, da. , including  travel  home .Also, Capt .Robert  Crosr 
man's  Company,  Col,  Geo  .'william*  s  Regt, engaged  Dec. 8, 1776. Discharged  Dec.2C, 
1776. service  days, including  travel  from  Howland's  Ferry  to  Taunton. Compa¬ 
ny  marched  from  Taunton  to  Warren, R .1 .via  Rehobo th, Dec . 8, 1776, on  an  alarm. 
Also, Sergt. Capt. Simeon  Cobb's  Company, 3rd  Regt Gen. Godfrey ' s  Brigade, engag¬ 
ed  Aug. Ih., 1779. Service  1  mo. 2  da.  Company  detatched  from  Militia  to  serve 
at  Rhode  Island  for  four  weeks  in  a  Regt. under  Capt. Samuel  Fisher .Also, Capt . 
^’©hemxah  Pratt's  Co . ,  Col  .Mitchell '  s  Regt. ,  commanded  by  Lieut  .Williams  ,Brig . 
Gen. Geo .Godfrey ' s  (Bristol  Co. ) Brigade .Served  8  days. Company  marched  to  Ti¬ 
verton, R. I  .on  the  alarm  of  Aug. 2,1780 .Also, receipt  dated  Taunton, Feb .17,1781 
for  bounty  paid  said  Knapp  by  Nehemiah  Pratt, chairman  of  a  class  of  the  Towr 
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of  Taunton, to  serve  with  the  Continental  Army  as  attested  by  James  Williams 
Supt.for  said  County .Also , descriptive  list  of  men  raised  agreoable  to  re- 
}  solve  of  Dec .2,1780, returned  as  recoived  of  James  Williams, Supt .of  Bristol 

County, by  Joshua  Wilbore,at  Taunton, Mass. Mch. 21 .1781, to  be  conducted  to 
Springfield  and  delivered  to  Col .Shepherd, 1st  Co., 3rd  Regt.  Age  25, stature 
6  ft. , complexion  light, hair  light, eyes  blue, occupation, cooper, residence 
Taunton, engaged  for  Town  of  Taunton, term  3  yrs. 


3  2  1 

20. SAMUEL  KNAPP,  (Samuel.  Aaron.) 

B ,ca .1688, Taunton, Mass . 

D. Before  Sept.  7,17^0 .  (Bubier)  or  Nov  ,1762,  Taunton. '(I 
M . Sarah  Austin.  A  Sarah  Austin  d. Aug., 1770. 


think'.'  (Geo  .Godfrey'  s 
book . ) 


2nd  Hannah 


h- 

60 . George ,b .1701/ o7 .d. Apr .3,1766/ 67 .m. Sarah  Atherton. 

61.  Jonathan, b. Oct. 20. 17 35 . d. after  1755«m.Abia  Thrasher. 

I  ^ 

"  62. Samuel, m. Hannah  *?.  ^ 

20. Sarah  Austin  was  dau.of  Joseph^  Austin, of  Taunton, who  was  b .Aug. 17,1667 . d . 
ca. 1775. ro.Apr. 20, 1692, Tamson  Linkon. (Lincoln)  She  b. Oct. 27,1667.  Joseph  Austin 
was  son  of  Jonah  Austin, of  Taunton, who  d.May  10,1676, wife  unknown.  Jonah  Austin 
was  son  of  Jonah  Austin, d. July  30,1683 .m. Constant  who  d.Apr .22,1667 . 

Tamson  Linkon  was  dau.of  Samuel  Linkon, bapt  .Feb  .l639,m. Katherine _ .  Samuel  // 

Linkon  was  son  of  Thomas  Linkon  of  High  am  and  Taunton, b.ca.l603.d.l6G3. 

Miss  Madeleine  M. Bubier  gives  us  the  following  records:  Prom  Register  of  Deeds, 

¥ 

Taunton, Bristol  Co. , Mass. , Book  Ijij., page  357»"I, Georg©  Knap, of  R ay nham, for  5 
pounds, 6  shillings  paid  by  my  mother , Hannah  Knap, of  Taunton, give , grant , ate. 
unto  my  mother, my  right  in  real  estate  and  personal  property  of  my  father, Sam- 
usl  Knap, of  Taunton, deceased, as  I  was  one  of  the  children  of  said  father. 

Sept. 7,1760.  George  X  Knap 

*  ,  .  mark 

Book  45.  page  191. 

|  Know  aH  men  by  these  presents  that  we, Hannah  Knap  and  Samuel  Knap, both  of  Taun- 


ton,-: 


.  -  -  •  -  12 

in  consideration  of  5  shillings , paid  by  my  son, Samuel , above  named, 

do  surrender  my  right  of  dower  and  thirds, in  the  easterly  half  of  my  late  hus- 
y»  band, Samuel  Knap's  Homestead 

•  j.  ,,  her  his 

oept. 14,1,61.  Hannah  X  Knap.  Samuel  X  Knap. 

mark  mark 


3  2  1 

21 . RATHANIEL  KNAPP,  (Sanuel.  Aaron.) 

B .Taunton, Mass . 

D. 

M.Mch.  12, 17^2/43, Mehi table  Perry, of  Rehoboth,Kass .  (or  date  of  intentions.!) 

63 . Edward, of  Providence, R. I. ,m. Oct. 25  or  2J,1764,Molly  Bowen, of  Rehobo th, Mass . 

64. Eliab,b.ca.l758.m.in  Halif ax, Mch. 12,1781, Lois  Thompson, b. Apr .12,1758. 


3  2l 

22. SETH  KNAPP,  (Samuel.  Aaron.) 


B.ca.l732/33i Taunton,Mass. Moved  to  Rehoboth, Mass .before  1768. 

D. June  25,1813  in  his  80th  year, at  Rehoboth. (see  Providence  Gazette, Peb .25, 
1813.)  Inventory  taken  in  1813-Real  estate, 513  pounds. 


M.lst  Hannah _ ,of  Taunton, v;ho  d."? 

2nd  Bethlah, of  Rehoboth, a  widow  with  three  children, in  l?60.She  d.Mch.10, 

.  1826, Rehoboth, age  67  yrs.Nice  inventory . (Rehoboth  Journal, Kch. 12,1826 . ) 

65. Job, b. 1745, (GR)  or  1739/40, Taunton  or  Rehoboth. d. 1 785/86 .m. Ruth  Reed. 

88 « jjg >h,  Jr .  ,b.ca.l 74-6 , 

4 

6 7 ‘Peter, b ap t .Mch .1,1 740/41  .ra .  1 763 , Martha  Clark . 

4 

,  68 .Paul ,b  .1742 .d .  July  8,1794*m»I‘a-rtha  Liscomb. 

4 

6 9. Esther  or  Hester ,b .Apr .5, 1740, Warwick,Kent  Go. ,R . I .m. Sept .6,1761, William  Fran- 


c is, both  of  Rehoboth,Mass. Intentions  published  Peb . 7,1761 .He  b.May  7,1737, 
Cr ans ton, R.-m  (There  has  been  some  doubt  about  this  child. )  William  Francis 
was  son  of  Thomas  &  Lediah  (Leah)  (Kelley )Francis .Thomas  Francis, of  Swansea, 
ja.May  11,1728, at  Dighton,  Mass  .Leah  Kelley  .Thomas  d.at  Swansea. His  will  dated 
1762. Proved  Oct .5,1762 .His  wife  d. first.  William  Francis  was  a  private  in 
j  Capt. Ephraim  Hathaway's  Company , Col .Pope3  Regt, Bristol  Co.  Service  of  8  aay- 
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in  the  alarm  of  R.I.of  Dec .8,1776 .The  Company  marched  to  camp  at  Bristol, R. I. 

and  thence  to  Holcomb  Perry, (Roll  dated  at  Dighton. )William  and  Esther  went  to 

|  Bristol , Ontario  Co.N.Y.in  1800. Some  of  their  children  remained  in  Pass. and  oth- 
F  6 
ers  went  to  Bristol  with  them. Their  youngest  child, Betsey ,b .Apr .29, 1789, m. Elias 

n  5  k  3  2  'l 

Jackson, b. 1781, New  Milford,  son  of  Uri ,  David,  Henry,  Samuel,  Henry  <Jackson.  An- 
othe^son  of  William  and  Esther  Francis  was  William, b .Apr .20, 1775.ro. Feb .5, 1800, 
Sally  Brown, b. Oct. 23, 1780. d. Feb. 19,1850.  William  Francis  Jackson, son  of  Elias 

and  Betsey  (Francis)  Jackson, came  to  Illinois  in  l837,m.Lucretia  Gooding  in 

o,  k  3  2  "l 

3.8I|.l  .Lucretia  was  descended  from  Sergt .Ebenezer  Andrews,  (Samuel ,  John,  ?  ) 

who  m.as  his  2nd  wife, Mary  Francis, dau. of  Thomas  &  Lediah  (Kelley)  Francis. 

70. William, b  .ca. 171-1-2 .m. Patty  (Martha)  Liscomb. 

N 

71 . Stephen, b. July  19, 1761/66. d. Sept. 6,1837. (or  1807) 

k 

72.  Robert  Follet,b .1805, Rehoboth, Mass . (or  1?65) 

73. //////  Jcidith,  b.  1809, Rehoboth. 

22. Seth  was  in  the  French  and  Indian  War , Jan. 3, 175 9  in  Capt. Philip  Walker1 s  0 
)  Company. In  1757  he  was  engaged  in  the  1st  Foot  Company  of  Taunton/Train  Band, 
under  the  List  and  Alarm  List. Also  said  to  have  been  in  the  Revolutionary  War . 
Seth  deeded  land  to  Job  Knapp, Jan. Ip, 1770. "Seth  Knapp, of  Rehoboth, County  Bristol 
in  Province  of  Mass. Bay, New  England, Yeoman. "In  the  deed  John  Reed, Nathaniel  m 
Knapp, Joseph  Knapp  and  Peter  Knapp  are  mentioned.  Probably  Seth  m.lst  Hannah, who 
d. Dec. 20, 1762, at  Taunton. He  m.2nd  Bethia,a  widow  with  3  children.  Some  think 
that  Stephen, Robert  Follett  and  Judith  were  these  three  stepchildren, but  no 
proof  either  way .These  three  children  were  found  later  by  Ezra  Fred  Knapp, with 
this  notation. "Stephen, Robert  Follett  and  Judith  -  James  Blandin,  Knapp  Bullock 
and  Caleb  Cushing  were  appointed  guardians  of  these  three  heirs, who  are  describ¬ 
ed  as.  Non  CompPs  Mentis."  Robert  Follett* s  share  was  assigned  to  Joseph  Lake, 
Sept. 8, 1826. 

I  3  2  1 

27 .MOSES  KNAPP,  (Moses.  Aaron.) 

•  •.  m- 

B.ca. 1713, Taunton, Mass.  Moved  to  Norton, Mass. 


. 
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D.ca.  1755. Norton.tiass. Accidentally  killed  lnMllitary  service. Was  In  ser¬ 
vice  at  Mount  Hope  in  June  and  July, 1675.  (Or  d.Feb  .27,1303,Mansfield,Kass  .in 
his  90th  year.) 

M.Jan.2, 1734, Patience  Pratt, both  of  Taunton, dau. of  Samuel, (1670-1728)  & 

k  Patienoe  (Chard)  Pratt. (See  Pratt  Genealogy)  (His  wife  also  called  Phebe! 

74»Betty ,b .Nov .11 ,1738 .  (Norton  Vital) 
h 

/3  *j^hn>b  . Dec  .8,1 7^1-1  .m .  Jane  Poster . 

76 . hoses, b. Dec. 20,  (or  9)  1?^3 .d.Nov. ?,l809.m.Margaret  Tiffany. 

7 7 « Samuel , b . July  5, 17lj-7.d. Aug. ^,l827.ra. Rachel  Grover. 

76 ♦Oliver, b.  1753. <3 .Jan. 31, 1861. m. Abigail  Allard. 

79. Randall, b. Mansfield, Conn.  Res .Eddington. Church  member  in  1800. 

27. Patience, widovtfof  Moses  Knapp ,m. 2nd  Dec 4,1756, John  Thayer,  or  Moses  &  Pa¬ 
tience  had  a  dau., Patience  who  m.Dec4,l 756, John  Thayer .Perhaps  Moses  &  Patience 
had  a  dau .Nancy, of  Mansfield, Mass .who  m.John  Pratt, Jr . ,b .June  19,17U  and  had: 
John, b. July  21, 1788 .m. Rebecca  Washburn. -Herbert, b. Feb .20, 1790. -Cullen, b .Apr .20, 
^1792.  -Nancy ,  b .  Feb  4, 1 7  94 .  -Mill  a ,  b .  July  12, 1796. -Albert, b  .Oct.  6  798  .-Aurelius  ,b. 

Mch. 21;,  1800. -Louisa, b .Peb. 23, 1802. -Maria, b .Sept .22,l80i(..  It  is  said  ?9.Randal 

was  a  dau. b .ca .1750, of  Eddington, Maine, member  of  a  churvh  there  and  single. 

k  3  2  1 

30. AARON  KNAPP,  (Aaron.  Aaron.  Aaron.) 

B.ca. 1713, Taunton, Mass.  Lived  at  Rehoboth,Mass. 

Ds 

M .Abigail  Garnzey  (or  Gurnsey ) ,both  of  Rehobo th,Mass. Intentions  published 

Aug.  1,17)4.1 .  (or  Garnsey) 

5 

8°.Aaron,b,ca.l7l).O.m.Mary  Hicks. 

5 

8l  .Hannah, b  .ca.l7l4-2,Rehoboth, Mass .  m.1767 . 

82 .Abial , b .Nov .29, 1743 .  Rehoboth. 
o  5 

83  .Seth, b  .ca  .17i;6, Rehoboth. 

^  udith>b*ca*17iJ-8‘d.July  5>l?91.m. Dec. 3,1767, Ephraim  Lee, both  of  Rehoboth, by 
Rev. Robert  Rogerson.  Intentions  published  Kch. 6,1767. 


V 


■ 


I 


> 


85 .Mary ,  m. Oct . 18,1772, Capt. Aaron  Wheeler , Jr both  of  Reheboth,by  Rev. Elder 
Joshua  Hix.  Capt. Aaron  Wheeler , Jr .was  b.July  29, 1752, Rehoboth, a  Mayflower 
Descendant . 


5 

86. Peter,  b.1744* 

5 

Gy.Brobably  Stephen. 

5 

88. Molly, July  19*1766, or  Apr .17*1766. (Rehoboth  Vital. )m.May  15*1788, Robert  Fol- 
lett,both  of  Rehoboth, by  Rev .Rogerson. Intentions  published  Oct. 28*1787. 

5 

89»Nabby,of  Woodstock, Conn. m.Feb . 23 ,1800, Sullivan  Walker, of  Rehoboth, at  Wood- 
stock, by  Rev .William  Graves. Had  6  children. He  b.Sept.20,1777»d.l824,a  stone 
mason  and  Garpenter , son  of  Philip  &  Abigail  (Knapp)  Walker, of  Chenango  X^XX' 
Falls, N.Y.  About  1831  they  removed  from  Roxbury,H.Y.to  Westchester , Butler  X 
Co. ,  X//. Ohio, where  he  died. 

5 

90. Esther,  m.Feb . 7*  1761  ,V/illiam  Frances  Thomas. 


i 

3©«An  Aaron  Knapp, age  50,b .Freetown, Mass .1721 , a  drummer  in  list  of  soldiers 

1 

to  go  on  an  expedition  to  Cape  Breton.  Apr .1790 .Dismissed  at  own  request, he  be¬ 
ing  lame  -  Capt  .Perkins  Co., Maine.  In  l?45*at  Taunton, was  an  Aaron  Knapp,  as/ed 

50, b. Freetown, a  Louisburg  soldier, in  Maj. Joseph  Hodges  Co., of  Norton. Freetown, 

'  I 

in  Bristol  Co., was  incorporated  July, 1683. Its  Indian  name  was  Assonet .Taunton 

was  incorporated  Sept. 3*1639.  Officers  of  a  cavalry  Company  raised  at  large  in 
the  Colony, Taunton  Company  names  commissioned  off icers, Capt .William  Poole., Non¬ 
commissioned  officers  and  privates, Aaron  Knapp.  Aaron  Knapp  was  a  corporal  in 
the  Louisburg  Expedition.  In  a  military  list  of  1682  are  Aaron  Knapp, 

Moses  Knapp  and  John  Knapp.  Aaron  Knapp  appears  on  list  of  purchasers  in  third? 

i 

on  South  Purchase  of  Taunton  in  1672 . (See  "Ministers  of  Taunton"  by  Emery, page 

.  i 

39.)  Taunton  Town  Records  very  incomplete  because  of  fire  destruction.  Rated  2 

persons  -  allotted  32  acres  ife.  1858.  Head  of  family  in  1675 . 


► 
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31. PETER  KNAPP,  (Aaron.  Aaron.  Aaron.) 


B.  17l5*Beboboth,Mass . 

D.  1804, Hanover , Mass . 

M.Feb .15, 1739, Anna  Cook, Marblehead, Mass . 


'  -TjjCv  ■  vw**T-r- * 


. 


5  •  ‘  •  .  '  .16 

91 .  Peter ,b .1741 . d  .Dec .  13 , 3:P0^ *ra •  Huldah  Fuller. and  Jerusha  (Owens)  Mason 

92 .  David, b.  1744.  d.  1810. m.  1763,  Deborah. _ . 

■5 

93. Obadiah^b. Aug. 24, 1759. d. Dec. 6,1839.113. Sally  Willson. 

15 

94 •Daniel,  was  a  Revolutionary  soldier. 

5 

95.  Ezra,  was  a  Revolutionary  soldier. 

5 

96.  George, b.ca. 1755*  Was  a  Revolutionary  soldier. 

'  97* Anna,  bapt.July  22,1744* (Marblehead  Vital . ) 

5 

98. -(obert,  bapt .Apr .17, 174$ •  (Marblehead  Vital.) 

5 

99. ‘->arali,  bapt .Feb. 16,1745/46*  (Marblehead  Vital.) 

5 

100. framuel,  This  Samuel  was  listed  by  someone  as  a  eon  of  31. Peter  .My  belief  is 

that  he  was  a  brother  of  31*Peter  and  a  son  of  9*Aaron.Both  Aaron  and  Sam¬ 
uel  served  in  the  English  Army  and  both  31. Peter  and  100. Samuel  are  named  as 
parents  of  93*Obadiah.  But  100. Samuel  will  be  carried  forward  as  son  of 
31* Peter .  Samuel  d.l 762. m.Mehi table  Baldwin. 

31* Peter  probably  had  3  sons  in  the  Revolution  who  moved  to  Berkshire  Comity 
j^and  died  in  service. No  record  of  families. 

4  3  2  1 

32. EPHRAiM  KNAPP-,  (Nathaniel.  Aaron.  Aaron.) 

B.  Taunton, Mass . 

D.  ca. 1824/25.  Will  made  oa .1824, Taunton . d . Nov . 6 , 1825, aged  77  yrs. 

M^  Abigail. - d.Taunton,ca.l824/25^lbigail  Wilbur.) 

101  .Ephraim , Jr . ,b .  1 795 •  d . of  f,dr op Sy  i' July  12,l824,aged  29  yrs .  ,Taunton,Maas . 

102.  Abigail,  d.1789. 

5 

103. Betnia,of  Taunton, d. Nov. 19,1869, aged  69  yrs., a  widow.  m. Nov. 28,1839, at  Taun¬ 

ton,  Joseph  Borden, of  Taunton, by  Lemuel  Morse, Esq. (Taunton  Vital.) 

104* Peggy, 

5 

105 .Mary . 

32. Ephraim  was  a  Revolutionary  soldier  in  1776, private  from  Norton,Mass .in  Col. 
^J. Daggett’s  Regt. 


■  'U4b£o&  Wdft  6  •  '"R'  i  l 
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33. NATHANIEL  KNAPP,  (Nathaniel.  Aaron. Aaron. ) 


B.at  Taunton,Mass.  and  lived  there. 
D. 


M. 

5 


106 . Nathaniel .  m. Polly  Ball. 

. 5 

107.  Joshua. m. Oct. 25, 1763, BethiA  Briggs , Taunton. A  widow  Bethia  Knaop  a. Feb. 5, 

5  1797 .An  unnamed  son  of  Joshua  Knapp  d. Oct. 11, 1770. (Taunton  Vital) 

106. Bethia. 

5 

109* Elizabeth . 

5 

110 .Elijah. 

5 

111  .Ephraim,  ( some  error  here  ~  the  same  man  as  32  .Ephraim,  which  see.) 

5 

112 .Abiather ,b . ca .1775/1780 .m.Anrm  Hall. 

113*Mary . 


33»Nathaniel  was  called  "2nd" .This  estate  to  be  appraised  Nov. 8, 1762. This  pro* 
perty  abounded  Seth  Knapp, -the  widow  Hannah  Knapp , -Ichabod  Simkins  and  Paul 
Pratt's  land  Nathaniel, 3rd  said  the  property  was  too  small  to  divide  and  bought 
^ out  the  other  heirs  for  9  pounds  each. Nathan  Cobb  was  guardian  for  Abiather. 


,  k  3  2  1 

34. JONATHAN  KNAPP,  (Nathaniel.  Aaron.  Aaron.) 


B.1709, Taunton, Mass . 


D. Nov. 3, 1793 , Norton, Mass ., age  85  yrs.Will  made  and  recorded  Apr .2,1781).. 


M.Feb.l9#l  73^-/35>Malii  table  Tuckop^b  *1708  ,Norton,by  Rev, Joseph  Avery,  dau.  •  of 


Roland  &  Kahi table  Tucker.  She  d. Apr. 22, 1795,9-go  88  yrs., Norton.  b.Oct. 
21,1707. (Perhaps  Robard  or  Robert  or  Roland  &  Mehitable_ _ _  Tucker.) 


H^j-. Jonathan, b. Dec. 30. 1785. d. 1810 .m .Mercy  Cook. 

5 

115 .Mehitable ,  (or  Mahidablef)  b. Dec. 11, 17^0, Norton. d.l809.m.Mch. 20, 176I|.,Ebenezer 


Titus, son  of  Silas  &  Mary  (Hedges)  Titus  .Ebenezer  b.sept.26,17l).2,Nortcn,d. 
June  17, 1822, Norton. Mehitable  d. Dec. 5,1809. They  had  Silas  and  Fanna. (or  m. 

.*-**-.  .  A. .  g'.  ... 


■ » — naa  onas  ana  ranna.vor  m. 


Abial  - v, - 

11^. Abial, b .Sept .3  or  9,1733  or  1738. d. May  25,1832. in. Keziah  Cheney  &  Chloe  Smith 
5 


1 


117. Bethiah,b. Nov. 26, 17^.6 ,(or  Sept.3,(or  Mch.26jLm.Sept. 9, 1762, David  Hedges, by  Rev. 
Palmer , Norton. He  son  of  Eliphalet  Hedges,  b .  June  30,17^2,  Nor  ton. 


■ 
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118 ♦Paul  .b  .174° > Norton, Mass  . 

119 » Daniel  ,b .Sept .  7 ,174-3  .d.Nov.l6 ,1832 .m. Mary  Field. 

5 

.  120 .Atherton, probably  b. 1750. A  Revolutionary  soldier. 

i  5 

121. Abel, in  Revolutionary  War. d. on  board  brig, "Freedom" .Not  mentioned  in  fathe*- 


er's  will  of  Apr .2,1781+. 

122. Amassa,A  Revolutionary  soldier. 

123. Lathrop,a  Revolutionary  soldier.  All  three  probably  d.on  board  "Freedom" 


and  are  not  mentioned  in  father’s  will  of  Apr . 2 , 1 78ip . 

34-* Jonathan  was  admitted  to  the  church  at  Norton  in  171+7. His  wife  was  admitted 
in  1757. 


f 
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35.ABXATHER  KNAPP,  (Nathaniel.  Aaron.  Aaron. ) 


B .1760, Taunton, Mass .  Age  11+,/j^tf//#  in  1774-. 
D. 


M. Aug. 1, 1782, Meriba  Clemans  or  Clemmons, Digh ton, Mas s . 

k  5 

P  12i+.Abiather,b. Nov. 23,1 783 .m.J’one  1+,1809, Hannah  ’Woodward. 


o  4  3  2  1 

38. DANIEL  KNAPP,  (Nathaniel.  Aaron.  Aaron.) 


B.May  6 , 1753 > Taunton,Kas s . 


D. Apr .21, 1836, aged  83  yrs. 

M^Hannah  Lyon,b. Apr .11, 1757. d. Dec. 15,1838, aged  8l  yrs. 

125.  Daniel ,b .Cct .9.1787 .m. Elizabeth  . 

5 

126.  Aaron, b. Sept. 19, 1778.  m. Sally  _ . 

5 

127.  Laura,  m.  Collins. 

5 


128. Betsey ,b.Mch. 18, 1783.m. 

5 


Cowle  s . 


129.Mehitable,  of  Osage  Co.,N.Y.  m. 

5 


Blanchard. 


13Q.Ebenezer  W. ,b. Jan. 23 .1781 .  m. Rachel  Twist. 

^  38. Daniel  lived  at  West  Stockbrigge,Nass  and  Oxford, N.Y.  Was  a  Revolutionary 


soldier  from  Pittsfield, Mass.  Some  of  the  family  moved  to  Delaware  ^/.,0hio. 
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Ip.  .MOSES  KNAPP,  (Nathaniel.  Aaron.  Aaron.) 

B.  1748, Taunton, Mass. 

D. 

M. 

5 

131. Moscs, Jr . ,b .1783 .d. May  3P879  or  l88l,age  98  yrs.m. Laura  Elliott. 

5 

132.  Jacob . 

5 

133 «Edward. 

5 

134* Jo anna. 

135*Arabella, b. 1783 •d.Kch. 15, 1867, age  84  yrs . ,Mecoalem, Turnbull  Co., Ohio. 


in. 


Starks , 


ip  .Moses  probably  had  other  sons. He  moved  to  West  Stockbridge,Mass .  Then  sold 
his  holdings  and  moved  to  Schoharie  Co . ,N.Y .where  he  bought  500  acres.  He  and  )i 
his  wife  died  there. This  land  was  bought  Aug. 6,1787  from  Moses  Root.  Moses  Knapp 
was  an  expert  marksman. 


b  .  4  3  2  1 

P  42. JOSEPH  KNAPP,  (Benjamin.  Aaron.  Aaron.) 

B.1740jscituate, (or  Taunton)Mass .  (or  1737.) 

D. Leeds, Maine, Oct. 16, l8ll, aged  74  yrs. (or  d.Keh. 22,1812  . )  Buried  ink'/ 
Riverside  Cemetery. 

M. Aug. 28, 1760, Susannah  Packard, Bridgewater , Mass . ,b.l743 .dP040 > dau.of  Samuel 
Susanna  (Kingsley)  Packard, by  Rev. Jonathan  Willis . (Norton  Vital.) 

136.  Joseph, Jr . ,b. June  9,1?63 . d. Aug. 7, 1839. m. Eunice  Carver. 

5  . 

137 .  Matilda, bap t .Apr .19, 1767, N. Bridgewater , Mas s »m. Thomas  Willett, Leeds, Maine . 

5 

138 ‘Elijah, bap t .Apr .19,1772 .m .Patience  Gould. 

5 

139. Ziba,bapt .Nov .5, 1769 *m. Be tsey  Baisey . 

p~” 

140 . Rhoda,b  .Mch.19,1775 .Bapt  .Mch. 26, 1775* d. Dec .21, l8f?0, Wayne, Maine  .m. William 

Gott  as  his  2nd  wife. He  b.Sept .20, 1772. d. Jan. 10, i860 .He  was  from  Green, Me. 

and  lived  at  Wayne, Me . (See  History  of  Wayne . )Had: (1 ) William, b .Greene, Me . 

Oct. 6, 1795 .m.Ruth  Gould, of  Livermore, Me. Later  settled  at  Leeds, Me .Had  Elizs 

Malinda, Louisa, Joseph.  (2)Eli jah,b .Greene, Me .Feb .1,1797 .m. Polly  Stinch- 
f ield, of  Leeds. Had  Elvira  and  Mary  Arm.  (3)Sarah,b. Greene, Oct. 5, 1798. m. 


■ 

. 
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Stephen  Knapp, her  cousin, of  Leeds. Had  a  large  family, b. at  Lreds.(4)Mehit- 
ablejb.GreeneSept .12, 1800. m. Daniel  Harvey. Had  son  Harrison.  (5 )  Jared, b 
|  Greene, 1802. d. young. (6)Anson,b. Greene. A  twin. Settled  in  Turner ,Ke . (6 )Matil> 

da, b. Greene  May  27,l80l|..A  twin.m. Roland  Maxim. Settled  in  Wayne, Me. Had  son 
Martin  and  several  daughters . (8)Charles,b .Greene  July  l,l806.m. Jane  Foss. 
Settled  in  Wayne, Me .Had: Gardiner  G., -Charles  S. , -Eli j ah. -William. -Howard  G 
He  m. 2nd, Annie  Wood, of  Mercer , Me .and  had  John  W., -George  H.,-John  M., -Jen¬ 
nie  M.  ( 9 ) Susan ,b .Wayne ,Me  .  July  21, l808.m.  Jared  Knapp, her  cousin,  son  of 
Eli jah. ($0)Mary,b. Wayne, m. Thomas  Wing, of  Fayette  Me. Had  Charles  Wing,M.D. 
(11  )Harrison,b. 1813. d. young.  (12)  Jane, b .Wayne , May  2, l8l5.ro. Loring  Foss, Leeds., 
no  children. (13 )Alfreda,b. Wayne  July  12, 1817 .m.Otis  Howard. No  children. (lij} 

Aurelia, b. Wayne  Jan. 15, 1821  .m. Nathan  Coffin, Leeds .Had  Manley . -Edith. 

5 

!i}J..Asa,b. Jan. 21, 1763. d. Sept. 29, l807.m. Mary  Wright. 
llj.2 .  Julia. 


42. Joseph  served  as  a  private  under  Capt. Soper  and  Cap t. Pratt  and  Col, Mar shall 
r  and  Col .Williams, from  Norton. He  was  a  pensioner. In  the  spring  of  1793,he  and  hi: 
family  moved  from  Bridgewater, Mass. to  Leeds , Maine . (See  History  of  Leeds, Maine) 
Joseph  Knapp  aind  Susannah  Packard  had  a  Mayflower  ancestry  through  (5) Samuel 

Packard  &  Susanna  Kingsley. (4) Samuel  Kingsley  &  Mary  Washburn. (3 ) John  Washburn 

1 

&  Elizabeth  Mitchell . (2)Experience  Mitchell  &  Jane  Cooke. (l)Francis  Cooke, of 
the  Mayflower . 
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43 • EDWARD  KNAPP,  (Ebenezer.  Aaron.  Aaron.) 

B.ca.1730 .Taunton, Mass . 


D. 1758. Killed  in  French  and  Indian  War.  Wife  appointed  administrator  in  I76C 

Esther -  ,ca.!755«d.a  widow,  Nov.  1781,  Taunton.  (Taunton  Vital.) 

143 .Edward, b . July  22,1757-d.Mch .1,183^/Susannah  Jones. 

5 

(  l44»Atherton,b.ca.3f/5^  1?55  •  d,Raynham,Mass .  U,  no,  4$,  $±j). 


1|.  3  ■  2  ■  1 

50.JABEZ  KNAPP,  (Gladden.  Aaron.  Aaron.) 

B .Taunt on, Mass . 

D. Estate  administered  by  son  Joseph^  Jan. i+, 1826 , Woodford, Vt . 

M. Hannah  Ball, Boston, Mass . 

5 

145  •  Will  iam,b  .1781,  Taunton,  Mass .  d.l88l ,  Woodford.  Vt . 

5 

146.  Joseph, b .1784«d. 1854. Patty 

147 .  Jabez,b. 1786. d. 1869. m. Be thiah  Knapp . 

148. Enos  ,b  .1788  .^fTaunton.d.l861|jBrattleboro,Vt . 
ll(.9.  John,  b.  1790.  d.  I8I4.9  • 

150 » El 1 J ah , b . 1 792 . m . Dor o thy  Crawford  or  Craulf ord,l8l0 . 

5 

151  .Charles  ,b  .1794»ln.Nancy  Crawford  or  Craulf or d .Moved  to  Ohio  and  disappeared. 
13"2. Cyrus, b.l 792, Taunton. Killed  by  a  falling  tree .m. Phoebe  Whipple . 

5 

153 . Daniel, b .1799. ? .Taun ton. d.l 796. ? . 


r 
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51. DAVID  KNAPP,  (Gladden.  Aaron.  Aaron.) 

B.Apr. 27, 1803, Springfield, Vt.  (Brookfield, Mass .Vital  aays  b.1802.) 

M.Apr  .3, 1832,  Rebecca  V^.Harwood,  N.Brookf  ield.Mass  .b  .1806,  Brookfield  Vital . 

r-'i 

l54*RasselasA,b.  Jan. 29, 1833.  d.  Aug.  29, 1833,  N. Brookfield, Mass. 

155 »Julia  EVfb . June  2,l83l+  mu ’July  17,1862  , David  W.Heywood, of  Barre 
9  A  / 

156.  Abel  Henry, b  .0ct.2,l836.m  .^Ell  en  Saunders  . 

S,  -A 

157.  Sarah  Ann, b. June  27,1814.0.  (or  181+1®  Vital )d. Aug.  12,1867. 

A.  -2-/231. 1  8-/Z-/&-6  7- 


i 


*  ] 

r- 

I 
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60.GEQRGE  KNAPP,  (Samuel  .Samuel  •  Aaron.) 

B. 1701/07. Taunton, Mass .  Lived  at  Rayriham,Mass . 

D. Apr. 3, 17^/67* age  66  yrs. 

M.Apr. 1,174.5, Sarah  Atherton, of  R ay nh am , b ap t . July  1727, d. June  12,1801, age 
Y? s * 5  dau.of  Joshua  &  Elizabeth  (Leonard)  Atherton. 

158.  George ,  Jr .  ,m.Dec . 8,l?69,Tabatha  Peter s, of  N. Bridgewater, Mass . 

159.  Phil in. b. May  12,1755. 

,  5 

160 . Atherton, b. 1755. d.Raynham, Mas s .m. Mary  Haywood. 


I 

i 

1 

b 

1 


i 
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6l. JONATHAN  KNAPP,  (Samuel .Samuel .  Aaron.) 


> 


B. Taunton, Hass. ,ca. Oct .20,1735.  Living  at  Lyman, N.H.  in  1776/77. 

D.at  Easton, Mass. , aged  100  yrs. 

M.17ii9,Abia  Thrasher, b. July  2i;,1722/25.d.l8l9/22, aged  97  yrs., dau.of  Chris¬ 
topher  Thrasher, b. 1689. d. 1728. 


161 .  Elijah, b . Jan.25,1742  »d .1810 .m. Hester  Flint . 

162.  Jonathan, b .Apr  .ll,1752.d.I>ec.20,l838.m.Persis  Melvin. 

163 . Abi jah,b .  1762 .d .Nov . 23 , 1033 .m .Lydia.  Austin. 

16[|_.  Althea. 

5 

l65. Samuel ,b . ca .1770 . d.  1840 .m. Hannah  Meni jon. 


- 

\ 


6l. Some  think  Jonathan  also  ra.Mary  Clark  -  doubtful.  He  was  under  21  in  1745 

3  2 

Christopher  Thrasher  was  son  of  John  Thrasher, who  was  b  .Ta|mton,Dec  . 8,1653 . d. ca . 


1733 *m. at  Taunton  Jan. 26, 168 7, Mary  Crossman  who  was  b.Mch. 20,1669/70, dau.of  Rob¬ 
ert  &  Sarah  (Kingsbury)  Grossman, of  Taunton. John  Thrasher  was  son  of  Christopher 


Thrasher, immigrant  to  Taunton  before  1 643. Will  dated  July  13,1678 .Proved  June  3, 
|  I679, names  Israel .-Samuel .-John. -Hannah  and  Sarah. Wife, Katherine. 


k  3  2  1 

64.ELIAB  KNAPP,  (Nathaniel.  Samuel.  Aaron.) 


B.ca.1758.  Lived  at  Raynham,Mass . 

B. 

M.Mch. 12, 1781, Lois  Thompson,at  Halifax, b. Apr. 12, 1758, dau.of  Thomas  &  Mary 
(Loring)  Thompson. 


l66.Eliab, Jr . ,m. Oct .6,1814, Mary  Atwood. 


65* JOB  KNAPP ,  (Seth.  Samuel.  Aaron.) 


B .  1 745 . ( GR )  or  1740. (GR)  Taunton  or  Douglas, Mass . 

D.May  26, 1786, Douglas, Mass. , age  I4.6  yrs. (or  May  12,1785.) 

M. 1763/04, Ruth  Reed, (or  Reid,) of  Taunton,b. Nov. 20, 1747. d. Oct. 11,1811, at  Doug 
las, Mass. , dau.of  John  &  Dorothy  (Pinneo)  Reed. 


I 


t 


167 .Job ,b .1763/66 . d.Feb . 26 ,1822 .m .Sarah  Wilson. 


■ 


5 

168. Cvrus ,b. Dec .8, 1769. m. Thankful  Stearns . 

5 

169.  Rufus, b. Apr. 1, 1773. d. July  22, 1819. m. Mary  Baylies. 

|  170. Ruth,  m. James  Whitney.  She  b. 17923  Douglas, Mass, (or  b,1766.d.May  25»1793*) 

•  5 

171*Sally,  (Sarah)  ,b.l79it, Douglas, Mass. 

5 

172.  Dorothy, b .Sept .2, 1776, Douglas .Age  22  at  marriage Otis  Preston, b . July 

23  or  25»1797>(or  intentions  then)  son  of  Amarieh  &  Susanna  (Wood)Preston. 
Otis  b. Oct. 22, 1772. d. Apr .17,l838,Roxbury,N.Y.He  was  a  Maj.Gen.in  the  N.Y. 
State  Militia. Dorothy  d.  Jan. 2L)., 1828, Roxbury, N.Y . 

5 

173 . Abigail ,b.l 781, Taunton. d. Oct .10,181)2, Rehobo th, Mass ,m. Sullivan  Walker. 

5 

1 74.  Zilpha,b. Feb  .18, 1793#  Dover,  Vt. 

65".  Job  lived  at  East  Douglas , Mass  .His  house  still  stands  in  the  lower  village. 
Job  moved  to  Douglas  where  he  enlisted  in  Nathaniel  Tyler’s  Regt.in  1780.He  was 
Lieut. in  Capt .Seagraves 'Co .in  1775 .Made  a  Capt. under  Col. Job  Cushing.  His  will 
was  dated  Oct. 23, 1781)., mentions  above  children  and  mother  Hannah.  Some  think  Dor 
othy  m.2nd  Esquire  Whitney  and  moved  to  Uxbridge, 

► 
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66. SETH  KNAPP,  (Seth.  Samuel.  Aaron.) 

B.ca.  17)4-6, Taunton  or  Rehoboth.  Moved  to  Cranston, Mass .  in  1768/70. 

D.  A  Seth  Knapp  lived  on  Crawford  Co., Pa.  in  1839. 

M. 

5 

175* Stephen, b .July  19,l?6l . d. Sept .9>1837, Rehoboth, Mass . 

l?6.Molly,b.Apr .17,l?66.m.May  15, 1788, Robert  Follott, moved  to  Harford, Pa. and 
Nine  Partners, Susquehanna  Co., Pa. 

-  5 

177* Judith, b .Sept .8,1778 .m.Dec . 2,1787>Ephraim  Lee . 
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67. PETER  KNAPP,  (Seth.  Samuel.  Aaron.) 

. 

B,  bapt.Mch.  1,1 7)4- O/41, . 


I 


D. 

M»  Dec. 15, 1763, Martha  Clark. 

178. Samuel  Goldsmith, bap t .^ct .!5,1769.d.Nov.l5,l8l8 .m. Grace  Girdler . 


■ 


2b 


179. 8.  Jan.  21,1768  or  July  15,1769  or  ca.  1771  .m. Sarah  Girdler. 

/tn  -pv  ,  rr  •  6a-o~£*,  3'^ 

7.  eter  Knapp, of  Ilarblehead, Essex  Co ., Mass ., private  in  Col. John  Glover's 


^  Regt. (21st ) .Receipt  for  advanced  pay  signed  by  said  Knapp  and  others, dated  Cam¬ 


bridge  , Mass  .June  27, 1775 -Muster  Roll  dated  Aug. 1,1775. Enlisted  June  12,1775.Ser. 
vice  for  1  month  22  days .  (Also, Company  return, probably  Oct .1775")A1so , order  for 
bounty  coat  or  its  equivalent  in  money, dated  Dec .25, 1775, Cambridge . (See  Sol¬ 
diers  and  Sailors  of  the  American  Revolution. ) 
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63.  PAUL  KNAPP ,  (Seth.  Samuel.  Aaron.) 


B .  1 7i|2 ,  Taunt  on.  Mas  s . 

D • July  8, I? 94, More town, Vt .Buried  in  Pair  Mount  Cemetery , More town. Age  52  yrs 
M. Nov. ,1762, at  Taunton, the  first  marriage  in  Taunton  church, Martha  Liscomb, 
b.  Jan.  27,1 7iil|,.d.  Apr  .9, 18)|.3,  More  town,  age  98  yrs.,dau.of  Richard  Liscomb. 


l8°.Killian,b.Nov.29,176[j..d.Aug.6,l81].6.m.Panna  Temple. 

181  8. ca.  1765/70. d. Nov.  10, 1858  .m . Pri-s^Lla?  Edwards. 

3 


1 ®2 .Robert , b . ?  m. Nov. 7, 1812, Bet  sey  Perry. 

3 

I83. Seth  W., 

5 

18k .Martha, b.ca. 1773. d. Dec. 23, 1857.W. Joseph  Hazel tine, b . July  l,1759,Lunnenburg, 


J.  ,  . Mass,, d. Apr. 10, 1828. He  was  a  Revolutionary  soldier, son  of  Amos  &  Eunice-^-- 
(Gleason)  Basel tine .Had: (1 )Fhila,b. Nov. 11,1797. More town, Vt. Single .  (2) Jo¬ 
seph,  b.Mch. 9,1800. Single.  (3 )Hartha,b .May  22,1803 ,Moretown,Vt .d.May  2,1878. 
m. Samuel  Edwards  Knapp. She  also  called  "Patty."  (4)Bathsheba,m. John  Adans 


Warner, had  Martha.  (5) Jerusha,m. Andrew  Davis  and  had  Fannie  and  Phila. 

1 85. Nathan, b.ca. 1775 .Res. In  1835, Marathon, Cortland  Co.,N.Y.He  also  lived  on  a 


lot  of  20  acres  at  Lisle, N.Y. 

186. Abigail, b. 1778. d. Sept. 2, 1857.m.Ebenezer  Hazeltine, b. Sept . 19,1764, d. Jan. 25,/ 


% 


1843, buried  in  Fairmount  Cemetery, son  of  Amos  &  Eunice  (Gleason)  Haseltine. 
He  came  from  Lunenbur gh, Ma s s . , to  More town  in  1790 .First  Town  Meeting, of 
More town  was  held  at  his  house  in  1792 -Had: (l)Carrie,b. July  24,1796. (2) Judy, 

b. Sept. 10, 1799. (3 )Abigail, b.Mch. 9, 1802. (4)Ebenezer, Jr .b. July  22,1813 .d.Apr . 
23,190|..m.Lydia  Marshall »b. Oct. 22, 1823. d. July  15.1883.Had  Adeline  V.-Eva.- : 


t* 
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Jessie .  -Howard. -Helen. -Annett.  -  Jerry  .-Wal ter .  -Holden.  -  (5>  )Gil  son,b  .Feb . 

l5,l805.m.Alzina  Smalley  and  Emily  Simmons .Nine  children. (6)Eunice,b .July 

26,l807*m.Eli jah  Smalley, son  of  Capt. Raphael  &  Anne  (Waterman)  Smalley. 

_  ?) 

(7)Wealthy ,b . Jan.l5 ,1810 .d.Nov .13 ,1873 • (Emeline . ( 9 ) Seraph. (10 ) Adeline . 

5  * 

l87»Judith, b. 1780. d. Aug, Ilf., 1876, age  96  yrs.(GR)  m .Abram  Haseltine ,b .Oct .15,1775 « 
d .Sept. 23, 1839. Had  two  children.  "Three  Knapp  girls  married  three  Haseltire 
brothers  and  lived  in  a  row."  / 

5 

188 . Liscomb, b  . Dec. 16,1786. d.Mch. 2 7, 1845. m. Lucinda  Gay. 

T 

189.  Francis  Liscomb ,b .May  5»1789*d. July  4,l860.m.Rebeckah  Eaton. 

V 

68 .According  to  tradition, Paul  Knapp  was  a  member  of  the  "Boston  Tea  Party", 

! 

a  group  of  Masons , disguised  as  Indians, who  dumped  the  tea  overboard  that  had 
been  shipped  in  on  the  "Polly", a  result  of  the  tax  quarrel  between  the  Colon3.es 
and  England  which  finally  led  to  the  Revolution. His  son  William  found  the  India: 
suit  in  the  attic .His  father  was  very  much  disturbed  because  of  it, and  strictly 

I  I 

cautioned  William  never  to  tell  that  he  found  it. Paul  then  burned  the  suit. Paul  - 

fl 

lived  at  Cranston, Mass . in  1767*Was  listed  in  the  1790  census  at  Epson, N.H .He 

i 

was  one  of  the  grantees  of  Johnson's  Gore, Feb .23, 1782, by  Thomas  Chittenden. The 

it 

lots  were  drawn  Sept. 19, 1782  and  Paul  Knapp  drew  Lot  13.  Paul  was  one  of  the 

f  j 

founders  and  organizers  of  Moretown,Vt . in  1792. It  is  also  said  that  Paul  was 


killed  by  a  falling  tree  or  by  a  fall  from  9.  tree, and  that  he  was  buried  at  Wa- 

3 

terbury ,Mass .  The  Hartford  Times, Feb .3,1940  states :Francis  Liscomb .m. Elizabeth 

2  1 

Crossman, dau. of  Robert, (Robert) , Grossman, and  his  wife, Hannah  Brooks. (See  Emery’; 


History  of  Taunton, page  86)  Richard  Liscomb, son  of  Francis ,m. 1739  at  Taunton, 
Martha  Lincoln. They  were  probably  parents  of  Martha  Liscomb, b .  174^4-, who  m.Paul 


Knapp. Paul  Knapp  and  wife  lived  at  Cranston, removed  to  Mendon, Mass . and  finally 


settled  at  Moretown,Vt .Copy  of  a  paper  my  grandfather  wrote  and  left  in  the  Bi- 


l 


. 

ble:"Judy  and  Fanny  Martha  Liscomb,mother  of  this  family, had  three  brothers  - 
Robert , Richard  and  Franc isknd  three  girls, Basheby, Molly  and  Silence  Liscomb. Fur¬ 
thermore,  she  m.Paul  Knapp  and  brought  up  Liddy  Liscomb, and  she  was  the  dau. of 
Robert  Liscomb. She  married  and  lived  in  N.Y.the  last  known  of  her.  This  is  told 

me  by  Aunt  Judy  -  she  is  a  sister  of  your  father .Robert , father  of  Liddy  | 

- .  . .  .  __  _ -Jz 


. 
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usod  to  live  in  Taunton, after  in  Hew  York. Richard  and  Francis  Liscomb  lived  in 
Taunton  the  last  known. Robert  L i sc oxnb, brother  of  Martha, lived  in  Cherry  Valley, 
N.Y.  Family  tradition  and  local  tradition  has  alx^ays  held  that  Paul  Knapp  was  a 
soldier  in  the  Revolution  and  his  grave  has  always  been  marked  thus, but  no  re¬ 
cords  have  ever  been  found  to  prove  //.this  service. Amo3  Canfield, M.D. writes: 
"Paul  Knapp. We  have  Bible, cemetery  and  other  records  to  show  dates  of  birth, 
death  and  marriage, where  he  lived  and  records  of  his  children, but  so  far  as  I 
know, there  are  no  records  showing  his  parentage. He  was  around  Taunton, Mass .  in 
early  life, married  there  and  it  is  a  good  guess  that  he  was  a  descendant  from 
Aaron  and  a  son  of  Seth, but  I  do  not  believe  we  have  any  real  proof  of  it." 
Martha  Liscomb  is  also  called  Patty  Liscomb  and  Patty  Martha  Liscomb .There  is 
also  confusion  concerning  Paul  and  his  son, William  and  their  chil dr en.Mrs .Bes¬ 
sie  Bingham  thinks  Paul  may  have  been  known  as  Paul  William  or  William  Paul  or 
that  Paul  had  a  brother  William, and  it  was  this  William  who  was  in  the  Boston 
Tea  Party.  The  official  or  published  list  of  the  members  of  the  Boston  Tea 
Party  does  not  contain  a  Knapp  nor  a  ship  "Folly" 

M/mMii/iw/iM/m/w/mmmmtt/MMt/ttmmtf  ■  p ° s = a,  i7  &  s , 

Bingham  has  some  data  from  the  William  line  mixed  with  this  Aaron  line. I  cannot 
solve  the  problem. 
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70. WILLIAM  KNAPP,  (Seth.  Samuel.  Aaron.) 


B.ca.l7it2»  Taunton, Mas  3. 

D. Killed  by  a  falling  tree. 


3  2 

K.  Patty  Liscomb,  b  .  Jan.  27, 1 7^4-7  •  d  after  William  was  born,dau.of  Richard. -Fran* 
1 

.  cis. -Robert  Liscomb. 


a.  2nd,. 


Lee, a  niece  or  sister  of  "Light  Horse"Harry  Lee, of  Va.She  b.  17.3 6 


$ 


d.1818. 


190«WiIliam,b.ll-29-1761i.d.Aug.6.l8)i6 .m.Farma  Temple . 


LI 


u 


i| 


191*. Paul*  b. 1765 .m. Martha  Edwards. 

5 


192 • Robert, b • 1768 .m.Be t sey  Perry • 
193 .Francis ,b .1789 .m. Rebecca  Eaton . 
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19i4  .Liscom,a  Unitarian  minister  .Moved  to  Michigan. 

5 

195.Seth.b.ca.l7?5>« 

$ 

196. Patty  (Martha)  b.1773* 

5 

197.Sabra. 

5 

198 *Nathan  or  Nathaniel. 

5 

199.  Abigail .b .1778 .m.Ebenezer  Easel ton. 

5 

200.  Judy, b. 1780.  m. Abraham  Haselton. 

70. This  William  record  is  so  confusing  that  none  of  its  names  will  be  carried 
forward  as  they  are  already  so  designated*in  other  records .William  was  b.at 
Taunton, lived  at  Raynham, moved  to  the  Onion  River  District ,Vt. Said  to  have  xn.ca. 
l80(^a  Miss  Lee, of  Jerico,Vt.,a  relative  of  Gen. Harry  Lee. He  is  spoken  of  as 
William, of  Knapp  Hill ,Lynden,Vt .  It  is  said  that  his  hired  man  was  in  the  Bosta 
ton  Tea  Party.  Said  to  have  had  20  children. A  merchant  in  Bos ton. Lived  in  Poult* 
ney,Vt.and  Springfield, Otsego  Co.,N.Y.In  Census  of  1790^ at  Orwell, Vt. Thomas 
Yates, Waverly,N.Y. said  in  1913:William  Knapp  lived  in  Boston. When  a  boy, he  fount 
an  Indian  suit  in  the  attic  and  called  his  father's  attention  to  it. His  father 
said  he  must  never  mention  it  aloud  to  anyone  if  he  did  not  want  his  father 
hung. He  instructed  the  servant  to  destroy  the  suit, but  he  did  not. The  suit  was 
one  he  was  dressed  in  when  he  threw  tea  overboard  at  the  Boston  Tea  Party. This 
William  Knapp  lost  the  greater  part  of  his  property  during  the  Revolutionary 
War  by  helping  the  Colonies  and  accepting  receipts  whlclibecame  worthless,  so 
much  so  that  they  were  used  to  paper  the  walls  of  their  farm  home  to  keep  out  ^ 
the  cold  In  winter . 
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71. STEPHEN  KNAPP,  (Seth#  Samuel.  Aaron.) 

B . July  19,1761. 

D.  Sept .6 ,1837 • 

M. 

$ 

201#Seth,b.ca.l785»Rehoboth,Mass . 


. 


28 


4  3  2  1 

75* JOHN  KNAPP,  (Moses.  Moses.  Aaron.) 

B.  Dec. 8, 17)4-1,  Norton, Mass. 

D. 

I 

M. Nov. 28, (or  25)  1765,Jane  Poster, of  Attleboro, Bristol  Co., Mass. ,dau.of 
Alexander  &  Susanna  (_ _ )  Poster, by  Rev. Roland  Green.  She  b.July  2,1746. 

5 

202.  Elias, b. Nov. 15, 1766, Mansf ield, Mas s.d. Sept .19,1775. 

5 

203 . Melzar,b. Aug. 28, 1768, Norton, Mass.  d. Jan. 16,1771. 

5 

204.  Kancy,b. Aug. 2, 1770. d. Woods took, Vt .m. John  Pratt, of  Mansf ield, b. 1774. d. 1824. 

3  2  1 

Son  of  Josiah, -Samuel, -Matthew  &  Tibitha  (Smith)  Pratt. (See  Pratt  Geneal¬ 
ogy*)  They  had  (l) John,b. July  21,1788. (2)Herbert,b . Feb. 20,1790. (3)Allen 
or  Ciaien,b. Apr .20,1792. (4)Nancy ,b. Feb. 4, 1794* ( 5 )Milla, b.July  12,1796. (6) 
Albert, b. June  5, 1798 . ( 7 )Aurelius  B. ,b.Mch. 24,1800. (8)Louisa,b.Feb.23,l802  . 

( 9 )Maria,b. Sept .22,1804. 

205*Millea,  b.June  10,177)4-* 

206. John, b.Mch. 16, I776. 

k  £ 

I  207. Jean, b.Mch. 26, 1779. 

*  2-?  S’ 

4-321 

76. (Major)  MOSES  KNAPP,  (Moses.  Moses.  Aaron.) 

B. Dec. 20, 1743* (Bible  Record) (or  Dec . 9,1743? )Franklin,Mass *  (Mansf ield, Conn. ?  ) 

D. Nov, 7, I0O9, Franklin, Mass . (Providence  Gazette , Dec . 9, 1809. ) 

1  >- 
M. Nov. 1,1785, "both  of  Mansf ield, Mass ." (Date  also  given  as  1772  and  as  1777.) 

Married  Margaret  (Peggy)  Tiffany, b. 0ct. 12, 1758. d. Aug. (or  Apr.)6,l640. 

208 .  Hiram, b. Apr. 18, 1787. d. Aug. 18, I865*m. Lois  Clark. 

5 

209.  Peggy, b. Apr. 11, 1789, Franklin,Mass.d. Dec. 15, 1820 .m. June  25,l807,Abi jah  Clark, 

Jr. , at  Franklin. 

5 

*Al£E®^>b .Oct .6,1791  *m. July  4>l8l6, Eleanor  Hawes. 
211»H|iZillljb*P)ec.24,1793.d.Feb.21,l855.m.Nov.30,l8l5,C5arissa  Pond. 

212. Polly, b.Kch'18, 1796, Franklin, Mass.  m£*jtLuJ  Holbrook z7'/577' 
213*George_Wa4h,ington,b.Dec.29.1799.m.Sept.PJlflP3JSiflri3sa  Snow. 


76.l:aJor  Moses  Knapp  was  a  Revolutionary  soldier, a  Sergeant  in  Col.J.Dag- 
getoc's  Reg. in  1775, was  in  the  Lexington  Alarm, Apr. 1775, a  Capt.in  Ool. Joseph 
Reed's  Regt. .May  to  Deo. 1775,  a  Capt.in  13th  Continental  infantry, Jan. 1st  to 

'  Deo. 31, 1776, Capt.in  4th  Hass. Inf . Jan. 1,1777,  Major  in  11th  Mass. Inf .Hov .5, 1778, 
transferred  Jan.l,178l  to  10th  Mass. Inf .,  Jan.  1,1783  to  5th  Mass. Inf .,  served  till 
June  12,1783.Ke  served  in  Gen. Sullivan’s  Rhode  Island  Campaign  in  1778. Was  a 
Charter  Member  of  the  Mass.  Sons  of  Cincinnati. He  and  his  brother  and  Associate' 
formed  a  Company  in  1784  and  purchased  a  large  tract  of  land  in  Maine  which  in¬ 
cluded  the  future  towns  of  Orrington,Brewer,Holden,Bradley  and  perhaps  others. 

Ho  lived  at  Cronet.Me. ,for  a  time.  His  will  was  made  Dec .5,l809,his  estate  going 
to  his  wife  and  children.His  wife  was  guardian  of  the  children. 

^  3  2  1 

77. SAMUEL  K1JAFP,  (Moses.  Moses.  Aaron.) 

B .  June  21^,17^7, Mansfield  or  Norton,Mass  .  (Norton  Vital)  or  July  5, 17L.7  .  (Ban¬ 
gor  Historic  Magazine.)  He  was  a  Minute  Man  at  the  Lexington  Alarm,  Cor- 

poral  and  Sergeant  under  different  commanders,  as  Col. Isaac  Dean, Col. J. 

Daggatte . 

D. Aug. 5, 1827 , Bradley , Maine . 

M. Jan. 17, I769, Rachel  Grover, by  Rev.Roland  Green,  b.Jan.21,1746, Mansfield, 

Mass. d.Oct. 29, 1837, Bradley, Maine. She  was  a  sister  of  Dr. Gideon  Grover, a 

^  Surgeon  in  the  Revolutionary  army. 

214 'Sylvia, b .Dec .11, 1769, Mansfield, Mass. d .Dec .9,1786, at  Plumb  Island.Frose  to 
'  |eath»with  12  others  when  shipwrecked.  Single. 

215. Rachel, b. June  3, 1771. d. June  7,1771. 

?l6.Sabara,b.0ct .12, 1772, Mansfield .m. Jan. 18, 1793, Thomas  Campbell, of  Brewer,Haine . 


Moved  to  Charleston. Had  nine  children. He  d.May  3 , 18Il9  j.sJ^U-‘hv-j7/c  / 

36 1/  S  GY  .  V)  -  TJniy  Pi  1  79I.  j  v _  r  / 


?17.Betsey,b.Nov.21,1774.d.Kov.6,1861.m.Aug.19, (or  8, )l795,Robert  Campbell.of 

Bangor, Me .Moved  to  Corinth.Had  seven  children. 

Iia.gideo SU2^,b.Koh.19,1777.d.Feb.,1803.m.MCh.16,1802,Rache1  (Sarah)  Mann. 

9* Rachel  Pratt, b. May  22, 1779, Mansfield. d. July  ll,1869.m. Hov. 17,1796, William 

Eddy,  Jr.  ,of  Eddy  town, Me 


30 


220 .Hepsibah, b .Apr .or  July,  17, 1781 ,Mansfieid.d. Kay  29,181^.8 .m. Aug. 20, 1800, 


Bradley  Blackman, of  Bradley, Me. 

5 

221.  F.oxana,b.  June  10,1783  .m.  Samuel  Osgood, of  Exeter, Me. in  I803. 
222 » loses  ,b  .F  eb  .21,1787  •  d  .Aug  .27, 1872. in.  Sept  •  8 , 1810  ,  Abigail  Eddy . 

223. Samuel, b.  Dec.il.,  1789.  d.  Sept.  19, 1796, Bradley, Maine. 


77. Samuel  and  his  brother  Moses, received  a  large  grant  of  land  near  Oving- 
ton, Maine,  and  he  removed  there  Dec  .16, 1785. He  -was  an  original  proprietor  and  a 
town  officer .He  removed  to  what  is  now  Bradley  after  Kch.3,1800 .Also  lived  in 
Penobscot .Bought  land  near  Ovington  about  Jan. 17,1769. 
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78. OLIVER  KNAPP,  (Moses.  Moses.  Aaron.) 


5 


B. 1753, Mansfield, Mass .or  Conn. 

D.Peb. 15, 1827, Franconia, N.H  . 

M.-f  eb.  3, 1779,  Abigail  Allard,  Sturbridge,  Mass.  All  children  b. there. 


224. Mary, b. July  29,1731. 

^  225. Allis, (Alice) ,b. Sept. 19, 1783. 

5 

226 .Oliver ,b . Apr .10 ,1786 . d. Sturbridge ,Mass .m.l8l3, Betsey  Sargent . 

22 7 .  Abigail, b.Mch. 19, 1788 . 

228.  James, b .  Jan.  10, 1790/91  .m.Rhoda  Howland. 

5 

229. Rebecca,b.May  2  or  5,1792/93 . (or  Kch. 2, 1793. )Franconia, N.H. d. Jan. 29,1836. 

8  5  I4.  3  2  ] 

m» Jan. 1, 1813, Job .Poore . ? son  of  Samuel . -Deacon  Joseph. -Samuel .-Henry.- John. 


Job  b . July  22, 1739 * d. Feb . 7 , 1871 • (See  Poore  Genealogy.) 

230. Clark, b. Feb. 15, 1795. m. Oct. 2i|, 1821;, Betsey  Norton,  b  .Apr  .16,1 795 .  He  was  a  mem¬ 


ber  of  the  State  Legislature  for  six  years, 

5 

231. George, b. Apr .8, 1797. m. Fanny  Chandler. She  d.Mch.1876. 


78. A  child  of  Oliver's  d. Jan. 20,1780, probably  their  first. He  was  Surveyor  cf 
Hignways  in  1790.  Mrs. Faith  Kent, 2k  N.Main  St ., Lancaster , N.H  .writes  Oct  .30,19ipL  ; 

"Recently  in  the  Town  Office  at  Lisbon, N.H ., the  Town  Clerk  showed  me  a  box  of  // 
cards  which  had  been  prepared  some  years  ago  by  the  local  Chap ter, D. A .R .  ,on  ear¬ 
ly  families  in  the  vicinity .There  was  a  Knapp  record  which  treated  of  the  family 
of  Oliver  Knapp, as  follows: 


i 


' 
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■OLIVER  KNAPP, 

B.1766. 

r  D. Jan. 31, l06l, Lyman, N. II., aged  95  yrs.  He  came  from  Smithf ield,R .1 . to  Lisbon 
in  1792. m.Mch. 21,179)4-, Ruth  Young. 

M.Mch. 21,1791;, Ruth  Young, dau. of  John  Young. She  b .Nov.l6,1765«Liv  cd  in  Lis¬ 
bon  and  Franconia, N.H. Had  children  as  follows, no  dates  given. 

1 . Alice ,m. David  Aldrich. 

2 ,  Tab itha,m. Thomas  Knight. 

3*Rebecca,m. Job  Poore. 

1;. Lucy, m. Isaac  Hall. 

5  .oiive  ■ 


1 


6 . Polly ,m . Jan.5,l80l;, Thomas  Colby. 

7.  George . 

8.  Clark. 

9- James, m.Rhoda  Howland. 

Early  Lisbon  records  show  this  marriage  of  Polly  Knapp , of  Franconia  and  Thomas 
Colby, of  Concord  (Lisbon  was  formerly  knovm  as  Concord)  on  Jan. 5,180);. Ezra 
Stearns  in  his  Genealogies  of  N.H .mentions  this  family  saying  that  Thomas  Colby 
was  b . in  Maine  in  1777, d. in  Franconia, N.H .Mch. 39,1855, that  his  wife  was  Polly 
Knapp, b .Saul sbury, now  Franklin, N.H ., in  1798, (this  is  obviously  an  error)  d.in  / 
Franconia  in  1826  and  that  some  of  their  children  were  b.in  Franconia  and  oth¬ 
ers  were  b.in  Belgrade , Maine . " 

These  two  families  are  so  similar  both  are  included. 
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80. AARON  KNAPP,  (Aaron.  Aaron.  Aaron.  Aaron.) 

B.  17i(.0, Rehobo th  or  Taunton, Mass  . 

D. 

K.Mch. 29, 1770, (or  1775)  Mary  Hix  or  Hicks, of  Rehoboth,by  Rev. Robert  Roger- 
son.  Intentions  published  Jan. 17, 1770. 

6 

232.Marion,  b. ca. 1770, Rehoboth, Mass. m. Aug. 11, 1782, Henry  Nance  or  Mance. 
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233 .Peter,  b.ca.1771,  Rehob oth, Mass . 

6 

234. Samuel, b.ca. 1773 »Rehoboth.d. Nov. 15,1880, in  Salem  Harbor, Mass. 

6 

I  235. Aaron, b.  1 775>.d.lSIi- 3  .m. Mary  _ . 

236 . Clara, b .Aug, 8,1 783, Taunton, Mass. 

80 .Aaron  v;as  a  Revolutionary  soldier, in  Col .G. William' s  Regt.  in  1776  and 
in  Col . J. Daggett ’ s  Regt.  in  1778. 
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91.  PETER  KNAPP,  (Peter.  Aaron.  Aaron.  Aaron.) 

B  .Nov  .3, 1741  ,Relioboth,  Mass  .Lived  at  Willington,  Conn. Hanover,  Vt  .Pine  Plains, 
N  .Y . ,  came  to  Palenville, Green  Co.,N.Y.in  1790. Was  a  private  from  Marble¬ 
head, Mass. in  Col . J. Glover ’ s  Regt. Rose  to  rank  of  Captain. 

D. Dec. 21  or  13 , I804. Hanover ,N .H . 

M.lst  Oct.l7,1765,Huldah  Fuller, by  Rev. Robert  Rogerson,both  of  Rehoboth.She 
b. 1 745?A shf or d, Conn. d. July  23 ,1776 .Marriage  intentions  published  Sept. 9, 

1765. 


I  if  /jt 

•  2nd  Jan. 15, 1777,  Jerusha  (Owen)  Mason, widow  of  David  I\ason,at  Willington, 

Conn. She  b .1745, Ashford, Conn.d.l804- 

6 

237 . Peter ,b . July  26, 1766.d. after  1832 .m. Priscilla  Owens. 

o 

238 .  Asa , b . Jan • 21 , 1 768 . d .Dec . 9, 1852 .m .Be t sey  Chevelier  and  Mrs. Phoebe  Gray. 

o 

239 . Abel ,b .July  15,1769* d.Mch.l ,1845 .m .Miriam  Hawks. 

240 . Fbene^zer^b. Jan.5, 1776. d. Oct .6, 1849. m. Irene  Curtis  Wright. 

o 

241.  Huldah,b. Apr .7, 1771, Millington, Conn. m.Asa  Wright. Had  son  Abel,b.l789. 

6 

242 .  Hannah  Maria , b .Mch .26,1773, Willington, Conn . d . Nov .21,1851, Willington .m .Men . 

29,1801,  Joel  ’Warren, 'Willington, Conn. 

6 

243 • David, b. July  10,1783 .d.Aug. 1,1864. m.Mch. 31,1807, Prudence  Nye . 

6 

244 « Mason, b  .Feb .  2 ,1785  *d.0ct.l7,l871«m.l808,  ^abby  Try  on . 

6 

245.  Jerusha, b. Dec. 31, 1777, Willington, Conn. d. Dec. 30, 1824. m. 1803, Asa  Dewey, son  of 

William  Dewey. (See  Dewey  Genealogy.)  He  b.Feb.l8,1775.d.Mch.l2,l850 .He  m.2nd 

May  27, 1825, Anna  Brewer, b. Apr .10, 1793* d. Jan. 7,1877. 

6 

246 .  Nathan, b. 1 7 91. d. Nor thfield,Vt.m. Louise  Grirmell. 

D 

247 • Judith, b .Sept . 8, 1788 , Willington, Conn. (or  1778-Rehobo th  Vital.)  * 
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92.  DAVID  KNAPP,  (Peter.  Aaron.  Aaron.  Aaron.) 


D .  17l}lj., Rehobo th, lias s .  Res  .Providence  ,R  .1 . 
D .1810, Providence ,R  .1 . 


* 

¥ 


M. 1 783 , Deborah 

6  ]ll.  2^  - 


2ij.8. George ,b . No v. 22.1 770. d. Apr . 9.l8Ii.3.m.Mary  Rathbun. 

6 

2L(.9 .  Joseph, b  .Providence  ,R  .1 . 

6 

250. Deborah, b .Providence, R .1 . 

6  H 


/ 


V 


25 1  .Moses ,  a  half  brother, b  ..1780 , Providence ,R  .1 . d. Sept .2,1793 

£>  *  Sc-ci.  tZy-***'*~  Stints,  /M*) 


,  J ohns  ton ,  F. .  I . 


* 


eas  Moore  1 s  Company, Col .Ep hr aim  Dolittle!s  Regt *1775* as  a  minute  man. 
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93-03ADIAH  KNAPP,  (Peter.  Aaron.  Aaron.  Aaron. 


B. Aug. 21^,1759, Taunton, Mass .  (Richmond, Mass . , Vital . ) 

D. Dec. 6, 1839, Delaware  Co., Ohio. 

M. Sally  Willson. Intentions  published  Oct .10,17314-. Both  were  of  West  Stock- 
bridge  ,  Ma  s  s .  She  b. Oct. 17, 1761,  Rehobo  th ,  Mas  s .  d .  June  15, 1324,  Phelps  ,11.  Y. , 
dau.of  Nathaniel  &  Jemima  (Turner)  Willson. Jemima  was  dau.of  Rev. David 
Turner.  Sally  m.at  Richmond, Berkshire  Co., Mass. 


253, Sally ,b .Dec .5,1785 •  d.Kay,l8l5. 

6 

25^. Samuel, b. Dec. 25, 1787.  d.May,  l8l5. 
6 


252  .Polly  ,b  .Providence  ,R  .1 . , 

92. David  was  a  Revolutionary  soldier ,  enlisted  at  Paxton, Mass  . in  Capt'.’Phin- 


255. Philinda,b. Oct .25, 1790, West  Stockbridge, Mas s.d.Peb. 13,1821, Phelps, 27 .Y.  m. 

Dec. 16, 1813, Dr .Harvey  Ambler  Phinney, Phelps, N.Y .Had  (l)Theodocia,m. Dr. Hol¬ 
lywood,  Detroit, Kich.  (2 )Laura,m. Isaac  C .Cotton,Lockport ,N.Y .  (3 ) Elizabeth, 
was  adopted  by  a  Hartwell  family  and  m.John  Renick  Osborn, Frankl intown, 
Ohio.  Had  nine  children,  Hartwell, -Laura  Cotton, -Mary  Rennick, -Harriet , - 
Ralph, -Elizabeth  Phinney ,- John  William, -Charlotte  Latimer. 


256 .Kehitabl e,b.Feb.2,1792.  d. young . 

6 


257.Shubael  William. b . June  19, 1794. d.Nov. 26, 1859 .m. Mary  H. Thompson, July  llj.,1822. 


258. Elizabeth, b. May  9,1796.  d.Nov.l8l8. 


- 


•  ' 


S>lV 


259. Obadiah,b. June  23,1798.  in. ?Nov.2,l848,Lovina  Fleming, Cherry  Valley, Ohio. 

260.  John, b.ca. 1800, probably  at  Phelps, Ontario  Co.,K.Y.  d.1001. 

6 

261.  Laura, b .Sept. 15, 1802, West  Stockbridgc,  ?  Mass. 


93  *Obadiah  served  as  a  militiaman  in  the  Revolution, in  Lieut. John  Dyer's  // 
Company,  Col.  Thomas  Carpenter's  Regt .,  Mass  .Troops,  Dec  .8,1776  .Served  lip  days. 
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0.  SAMUEL  KNAPP,  (Peter.  Aaron.  Aaron.  Aaron.) 


B. Early  in  the  18th  century , Taunt on, Mass . 

D.1782  on  his  way  to  Bermuda  and  buried  there. 

K.Mehitable  Baldwin, dau. of  James  &  Mary  (Storie)  Baldwin.  She  b. Nov. 28, 1725, 
Kalden,Mass.d.at  Whitehall, N.Y. Nov. 15,1822, aged  ca.90  yrs. 


I 


I 


262. Obadiah,b. Taunton, Mass. ,  Aug.  2lj.,l  759. m.  Sally  Willston.  (see  #  93.)? 

263. Sally, b. Sept. 6, 1760/61, Taunton,Mass.d. Aug. 25, 1832, both  buried  in  Blossom  // 


Cemetery, Fort  Ann, Washington  Co ., N.Y .m. Joseph  Turner .Intentions  published 
at  Rehoboth, Sept. 25, 1783. He  b. Sept .2,1759. d.I-lay  23,1829  at  Fort  Ann. They 
had  been  living  with  their  son  John  on  a  small  farm  between  Comstock  and 
Granville. He  was  a  private  in  Cap t .Nathaniel  Carpenter's  Company, Cel.  Thom¬ 
as  Carpenter's  Regt., July  25,1777  for  one  month, five  days .He  enlisted  again 
as  Corporal  in  Capt. Joseph  Wilmarth's  Company, Col .Carpenter • s  Regt. (See 
Mass. in  the  Revolution. )They  removed  to  West  Stockbridge  and  later  to  Wash¬ 
ington  Co. , N.Y. They  had  (1  Reconcile ,  b. Oct. 22, 1785. d. Sept. 1, i860 .m.l802, 
rson  uller,b. 1703. d. 1866. l2)Philindia, b. Apr .23,1789. d. Apr. 5, I8l6.m.„ 


. 

: 


J 


Jury. (3)Leonard,b.Kay  27,1791/92. d.Apr .l6,l87l.m.l8ll,Diantha  Blakeman,b. 
1791. d.  1874-  (4)Asenath,b.  June  1, 1793.d. Sept. 3, 179i+.  (5)Alvan,b.Apr  .2,1795, 

d. Sept. 9, 1357. Their  Bible  only  mentions  that  his  wife  d,Feb.lO,l82k. (6) John 
b  .  June  27, 3^797. d.  July  20,1890 .m. 1st  Laura  who  d.Mch.8,l825,age  25  yrs. 
He  m.2nd  Lucmda___,b.l806,Vt.  (7)George  W.,b.June  21,1799. d.  July  17,1827. 
m. Olive  _who  survived  him. He  was  a  physician. (8 )Melanc ton  S . ,b .1801 .d .// 


1828. (9)Chleo,b. Apr. 2, 1787. d. Oct. 5,l830.m. Nov. 3, 1808, Elisha  Blakeman,b .1788, 

d.l86l. 

Leonard  was  named  after  the  then  Governor  Leonard, and  had  a  dau. Annie  Turner 


, 


( 

. 


• .  . . 35 

,b.Kay  2, 1824. d. Oct  .10, 1913. m.  June  11,  I8I4I4-,  Michael  Bean, b. June  19, 1812  .  d  .Oct . 
20,l07l(..  They  had  Lydia  A. Bean, b. May  29, l845*d. Nov. 22, l896.m. Aug.  18,1870,. Wilson 
^  McQuiston,b .Mch. 21 , l8t|l(..d. Apr .1,1919 •  They  had  Leona  Bean  McQui s ton, b .  July  5,X? 
1071 , Sigourney , Iowa .Res .Mar shall ,Va . 2he  was  a  member  of  the  Knapp  Family  Associ¬ 
ation. 

Sarah  Knapp  -  Guardian  letter.  ToHenry  Burt, of  Taunton, in  ye  County  of  Bristol. 

\ 

State  of  Mass.  I  do  appoint  you  to  be  guardian  unto  Sarah  Knapp , a  minor  above  / 
the  age  of  lip  yrs.and  dau.of  Samuel  Knapp, late  of  Taunton, until  full  age. Dated 
Dec. 16, 1778. Signed  by  Benjamin  Willing, by  order  of  Governor  George  Leonard. 

93. Copy  of  an  ancient  document  found  among  the  papers  of  Shubael  William 
Knapp, by  his  son  Heber  B. Knapp, Cleveland, Ohio .  Minutes  of  the  parents  of  Obaai- 
ah  Knapp .  Samuel  Knapp  was  born  at  Taunton, Mass ., in  the  beginning  of  the  18th 
century,  was  in  the  English  army  at  the  taking  of  Cape  Breton  and  died  coming 
to  Bermuda  by  over-labor  in  bailing  and  was  buried  on  the  island.  Mehitable 
^  Knapp , consort  of  the  above, was  born  in  the  same  place  about  the  same  time  and  / 
died  at  Whitehall , N.Y .at  about  90  vrs.of  age.  Obadiah  Knapp, son  of  the  above, 
was  also  born  at  Taunton  and  served  some  time  as  a  militiaman  in  the  American 
Revolution. He  was  a  private  in  Lieut. John  Dyer's  Company , Col .Thomas  Carpenter's 
Regt .Mass .Troops, Dec .8,1776, serving  Ik  days. (See  Old  Northwest//?!  Genealogical 
Records ,Vol .IX, page  258.(1906)  Pa. Archives, Series  III .Vol .23 .Page  195*  Docket 
Book,5*page  335, Columbus, Ohio .  Penn. S . 9802. ) (See  note  page  16, under  #100.) 
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106 .NATHANIEL  KNAPP,  (Nathaniel.  Nathaniel.  Aaron.  Aaron.) 

B .ca . 1715/30, Taunton, Mas s . 

b.  1010046 :  j 

! 

M. Polly  Ball, of  Boston. 

6 

26i|_.  James  ,b  .ca.1760/70.  Taunton. 

6 

}  265»Abiather ,  b. Taunton,  ca.1775*  1 

6  I 

266.  Unice,  l 

,  6  \ 

267.  Elizabeth, b. Aug. 25, 1771. d. Feb. 12, 1831  .m. Dec. llj.,17914-, Abner  Perkins. 


Oi  ounjjr 


36 


268. Samuel . 

6 

269.Bethia , b . ca .1775*^*w.l805» Jabez  Knapp, Jr.,  Woodford, Vt. 


)  106. Nathaniel  moved  to  Providence, R .1 .  He  was  a  sea  captain  to  the  Hast  In¬ 

dies  in  1784*  Was  shipwrecked  on  an  island  there  and  lived  with  the  natives  for 
several  months. 
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111. EPHRAIM  KNAPP,  (Nathaniel.  Nathaniel.  Aaron.  Aaron.) 


B.174G. 


(The  same  as  frj> 2.-  which  see.) 


D. Nov. 6, 1825, aged  77  yrs. (Taunton  Vital.)  Will  made  Aug. 8,1825  -  leaves  all 


of  his  estate  to  wife  Abigail. 

6 

M. Abigail  Wilbur, b. 1762. d. July  30, 1848, aged  86  yrs, Taunton, Mass. She  was  dau. 

5 

of  Lieut. Joseph  &  Mary  (Stearns)  Wilbur, Mary  Stearns  was  dau. of  Jonathan 
^Experience  (Lincoln)  Stearns .Lieut . Joseph  Wilbur  was  son  of  Joseph, 
Joseph,  Shadrach,  Samuel  Wilbur. See  Wilbur  Genealogy . "The  Wildbore’s  in 


> 


America . ” ) 


270. Ephraim, Jr. ,b. 1795. d. July  12,1824, of  Dropsy, aged  29  yrs. (Taunton  Vital.) 


271.  Abigail . 

6 

272. Peddy. 

273 -Mary. 

6 

274. Bethia, b. 1800. d. Nov. 19, I869 .m. Nov. 28, I833, Joseph  Barden. 


111. This  Ephraim  seems  to  be  the  same  man  and  has  the  same  family  as  ^32. 


112.ABIATHER  KNAPP,  (Nathaniel.  Nathaniel.  Aaron.  Aaron.) 


B.ca.l 775/80, Taunton, Mass. 
D.  after  1866. 


M.Arma  Hall. 

..6 

275. £iathanxel,b.ca.l809/ll.d.l886.m.June  17»l832,Betsey  (Elizabeth)  Dart 

276.  Nathan. 

T— 


277»Eli,b.ca.June  10, 1806. d. Jan.4,1863 .m. Nancy  Brown. 


278. HiramJMeeker,b. 1823 .d. before  1863 .m. Emily  A. 


6  ■  .  • '  •  37  , 

^79  .Thomas — Jef f er son,b  .  Jan.  If.,  1831  .d. Dec. 9, 18 73  .m. Harriet  (Jameson )  Hawkins  . 

6 

280  .Mary ,m.  Dr .  T. Abeely .Had  son  Thomas. 

8  £• 

|  281. Anne, m.Walson^Crandall.  Had  Ardell  and  Arabella. 

"  6 

282.  Martha, m. William  Green.  Had  Alta  and  Elizabeth. 

6 

283.  Betsey,  m. Frank  Babcock. 

281). .Lydia ,m .Myron  Parker.  Had  Allan,  Spencer,  Capitola  and  Salem. 

112.Abiather  was  a  minister, had  a  charge  at  Brandon, Vt ., later  at  Goshen, N.Y 
1822  to  I83O,  later  built  a  house  at  Versailles, Cataragus  Co . ,N.Y.P .0 .Goshen. 

Springfield, May .15, 1817. This  certifies  beloved  brother  Abiather  Knapp  has  been 
this  day  ordained  in  a  public  meeting  (Springfield)  Apr .17,1821  Probably  Abi¬ 
ather  had  a  dau. Sybil, who  d. Feb. lj.,1809, Brandon, Vt. 
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lll(. .  JONATHAN  KNAPP,  (Jonathan.  Nathaniel.  Aaron. Aaron. ) 

B.Dec .30, 1735, Norton, Mass . 

D.  ca. 1830/35. Buried  at  Moulton  Hill  Cemetery. 

7 

K.hay ,J°r  Mch.  ?)  13,1760, Mercy  Cookfh .17^1 , Kingston, Mass  .Mercy  was  dau. of 
« >  9  i  (l  5  $  'i-  &  (  A 

Paul,  John,  Caleb,  Jacob,  Francis  Cooke  of  the  Mayflower 

2o5 .MehitableA,m. Abial  Dunham, of  Attleboro, Mass ., a  Revolutionary  soldier . Inten¬ 
tions  published  May. 20,1772.  (Or  m.Ebenezer  Titus.?)  Kehitable  &  Abial  had 
Sarah  or  Sally, who  m.Otis  Blandin  of  Attleboro.  They  had  Daniel  Blandirv-’- 


> 


who  had  a  son  Edward  M.Blanding, Bangor, Me. 

6 


286.oally,of  Lyman, Mass .b  .1778 .d. Sept .18,1863 .m. 1796, David  Moulton  who  was  b. 

1 763. d. Mch.  12, 181;1. They  had  (l)Albert  G. ,b.Mch. 20, 1813, Lyman, N.H.d. Sept .6, 
1889. m. Apr. 5, 1851, Brattleboro,Vt., Elizabeth  Abigail  Tyler, who  was  b.June 
17, 1830, Hinsdale, N.H.d. Feb. 1^,1377, Athol,Mass./^/^/^//  They  had  Frank 

P. Moul ton, b. Athol, Apr. 13, 1853 *d. May  3, 1918, Lisbon, N.H .? .m. July  30,1878, Lis- 

bon, N.H .Marcia  Ella  Atwood, b .Mch. 31 , 185^. d. Mch. 5, 1913 .  They  had  Marion  Eli: 

,  abeth  Moulton, b. Bath, N.H., Dec .,1882. m. June  27, 1906, Dwight  Pennel  Child, 

woodsville,N.H.  They  have  (l)Elizabeth  Lucinda, b. Sept. 15, 1908. m. Sept. 9, 

1930, Raymond  Albert  Hoyt .  (2)Parker  Moulton, b .May  21;,  1913. 

6 

287 .Abijah,  b.1762. 


--38 


llij..  Jonathan  came  to  Lyman, N .11  .in  1783  from  Newton, Mass .  Was  he  the  Jona¬ 
than  Knapp, of  Lyman, soldier  in  the  French  and  Indian  Wars, died  aged  100  yrs. 

|  and  left  a  brother  aged  95  yrs .? (American, of  Mch.11,1931 • ) 


) 
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116.ABIAL  KNAPP,  (Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. Sept. 9, 1732, Norton, Mass,  (or  Sept. 3, 1738.  ?) 

D.Hay  25, 1832, Lyman, Graf ton  Co.,N.H.  in  the  100th  year  of  his  age. 

M.June  9,1786, (Or  intentions  published  then  at  Norton  Vital)  Keziah  Cheeney. 
of  Norton, by  Rev. George  Leonard. She  d. before  1778. 

2nd, Apr .5*1778,  Chloey  Smith, of  Warwick, Mass . 

6 

288.  Eli. 1ah,b. 1769. d. Dec. 19, i860 .m. Sally  Elliott. 

o 

289.  Betsey ,b . Jan. , 1 775 , Richmond, N .H. d.Apr . 27,1858 . 

6 

290 .  Mehi table, b .Sept . 9, 1781, Richmond, N .H .d.Apr .7, 1875* Lyman, N .H .m. Jan.l807, 

Samuel  Smith, b. 1782. d.l850. Had  Abial  and  Stephen. 
ll6.Abial  may  have  had  a  son, Jonathan, who  moved  to  Canada.  Abial  came  to 
Lyman, N .H ., in  178l,from  Newton, Mass ., and  was  the  first  settler  on  the  farm  now 
owned  by  Thomas  Richards . This  farm  was  given  to  the  settler  on  condition  that 
he  would  settle  thereon, and  has  always  been  in  the  family  until  recently .Abial 
was  a  Revolutionary  soldier, in  John  Houghton’s  Company , Col .Baldwin’ s  Regt,Sept . 
1777*A,gain  in  Col  .S  .Peabody  ’  s  Regt.,June  22,1778  and  in  Col  .E  .Doolittle  1  s  Regt. 
at  Winter  Hill,1775«Bived  at  Lyman, N.H. in  1?77« ?  Rhode  Island  Historical  Soci¬ 
ety  says  an  Abial  Knapp  served  in  the  Campaign  of  1760, in  Capt. Peck’s  Company, 
in  1761,  in  Major  Peck’s  Company, sssa  in  1762.  See  Rhode  Island  Soldiers  and  Sai¬ 
lors  in  the  Old  French  and  Indian  Wars, from  1755  to  1762. 
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118. PAUL  KNAPP,  (Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. 1740, Norton, Mass  An  early  settler  in  Richmond, N.H. with  his  bro.  Abial, 
D. 

M. 

6 

291*E^dkL»  b.ca.1775*  32.6* 

292  .Christopher  ,b.ca. 1777. m. Salome  . 
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119. DANIEL  KNAPP,  (Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B .  Sept . 7,1743 , (or  1744)  , Nor ton, Mass . 

D. Nov .16,1832, arred  80  yrs.  (Norton  Vital.) 

M. Nov. 27, 1766, Mary  Field,  by  Rev. Joseph  Palmer,  dau.of  Zebulon  &  Anna  (Will 
ianis)  Field  .Mary  was  one  of  17  children, b. Feb.  17, 1 744*8.  Jan.  15,1526. 

6 

293 .Mollv,b.  June  2,17o7,bapt . July  9,  (or  2,  )  1767- (or  ,1769  or.  1780?  .  )m.Feb  . 3 , 
1^91, William  Lane  and  had  two  daur,hters^^ij4v,4/Mf'-A'‘i/^-^^/!5&7- 
294  .Daniel  Lyon,b  .3ept.27,1769.d.Dec.,  1845  .m.  Nov  .10  ,1805,  Julia  Manning » 

“5"  4 

295»Anna,b.Oct.7,1771.d. June  23,l829.m .1st  Dec. 20, 1792, Laban  Smith, b .Sept . 2k,// 

3 

1768. d. Oct. 15, 1797.  He  was  son  of  David  Smith, b . Aug .22 , 1726 . d . Sep t .10 , 1807 

2 

m.Mch. 14, 1754, Abigail  (Gilbert)  who  d .Nov . 8 , lQ02 .  He  was  son  of  Seth  Smith 

b. Jan. 28, 1705. d. July  2, 1739. m. Sept. 30,1725, Elizabeth  (All  en)  who  d. Sept. 2 6 

1 

1796.  He  I'Tas  son  of  Andrew  Smith  and  Sarah _ .  Anna  m.2nd  Feb.20,lol4, 

Arunah  Smith.  Laban  Smith  and  Anna  had  (l)Bradford,b. Sept. 4,1793. (2)Anna,b 


May  7,1795. (3)Laban  Mason, b. Sept. 10, 1797. d. Oct. ,1883. m. 1st  Aug. 5,1830, An- 
^  gelia  E. Tucker, who  was  b. I8l0.d. Sept .1040, and  had  (l)Laban  T . ,b . July , 1831 . 

m. Anna  n. 1  Lynch • ( 2 ) Camden, b . 0c t . 3 , 1838 .m . Bmna_ _ .Laban  Mason  Smith  m.2nd 

Lavinia  (Torrence)  Clark, b  .I8l4«m. 1st  John  Clark. m. 2nd  Laban  Mason  Smith 

in  1844 -She  d.in  1865  and  had  (3)Henry  Turner  Smith  who  became  Richard  Cc' 

!  0 

dell  by  adoption, b. Oct. 15, 1846. d.Mch. 22, 1926. m. Louisa  Jane  Davis  Brugh. (4) 
Octavius  Hopkins, b. June  3,1850 . (5)George  W. ,b. Nov. 24, 1853 .d,19l4.m. Sept. 
1881.  Henry  Turner  Smith  who  became  Richard  Cogdell  by  adoptions. 

Hutchins  and  had  (l)Kary  Jane, b. Apr .26,1911 .m. June  5,1935,Carl  S. Duns ter 
and  had  George , Edward  and  Dixie  Ann. (2)Lester  Leroy, b. Jan. 10,1914. "Mass. 
Soldiers  and  Sailors"  lists  Laban  Smith  as  a  private  in  Capt. Perry's  Compa¬ 
ny,  volinteers  from  Taunton, 1775  to  1779. 

| 296. Mehi table, b. 0 ct. 29,1 774- d. Jan. 2, 1792. (June  2  in  Norton  Vital, in  lSth.year.) 
^297 .Hannah ,b .Oct .30,1776 .  xn. Sept .11, 1799, Oliver  Hunt. 

298 * Atmather ,b .Feb .2,1779. d .Aug. 19, 1853 »m .Nancy  White  and  Nancy  Patton. 

^  299«Dr^_c^hraim,b  .May  6,1781  .d. Dec.  19, i860. m. Anna  Day  and  Mary  Godfrey  Sabin. 


- 


300.Peddy, (or  Petty ) ,b. June  2, 1783/82. Bapt .Oct .26,1783 .m. Dec .1,18 98, Closes 
Hunt, son  of  Joseph  Hunt.  Had  3  children.  Res., Nor ton. 

D 

^  301 « Chari  es  ,b  .Feb . 3 .1786 .  d.May  17,l8ipl  .m.  Hannah  Brown  Wiswell. 

119. Daniel  was  a  Revolutionary  soldier , Sergeant  in  Capt .Benjamin  Morey's 
Company , Col . JohnDaggett ' s  Regt.  which  marched  on  the  Alarm  of  Apr .19,1775. Serv¬ 
ed  10  days. In  Capt. George  Makepeace's  Company , Col . John  Daggett's  Regt. Served  5 
days. Company  marched  Dec. 8, 1778  on  the  Alarm  of  Rhode  Island . Served  in  a  de- 
tatchment  from  Capt. George  Makepeace's  Company , Col .George  William's  Regt. which 
marched  to  Tiverton, R .1 .Oct .13,1777, by  order  of  Brig.Gen.Godf rey . Served  7  days. 

Was  Sergeant  in  Capt. Seth  Smith's  Company, Col. Isaac  //////  Dean's  Fourth  Bris- 

Entered 

tol  County  Regt .////^service  Aug. 1,1780. Discharged  Aug. 7, 1?80. Served  9  days 
on  the  Alarm  of  Rhode  Island  of  Aug.l,1780.He  was  Capt. of  Artillery  from  Fal¬ 
mouth,  Mass . July  9, 1769. He  renewed  his  marriage  contract  and  wife  Mary  owned  the 
Covenant  and  was  baptized.Mch. 31,1809  voted  that  Daniel  Knapp  and  wife  Mary 

have  certificate  of  regular  standing  in  the  church  and  recommended  to  the  churcr 
I  at  Hardwick, Vt . 

5  4  3  2  1 

1 2ip .  AB IA1  HER  KNAPP,  (Abiather.  Nathaniel.  Aaron.  Aaron.) 

B. Nov. 23, 1783, Taunton, Mass . 

D. 

M . June  ip, 1809, Hannah  Woodward, of  Taunton, dau. of  Daniel  &  Sibil  Woodward. She 
d. Nov. 1,181 7. (Taunton  Vital.) 

6 

302. iLliza,b. Nov. ip, 1809, Taunton. m. Amos  N. Lincoln, of  Taunton. He  b. Dec. ip,  ?  .Inter.- 

V 

tions  published  Apr. 28,1827. 

6 

3 03. Hannah, b. Nov.  1,1817, Taunton. Probably  her  mother  died  when  she  was  born7. 

30ip.Rebeckah,b .  Apr  .lip,  1  Slip,  Taunton. 

6 

3°5.miiS!LHennv,b. Sept.  19,1811  .m. Sept. 30, 1833, Emily  Thompson. 

^306 .Harriet  Patten,b .  June?2ip/29,l8l7  or  Jan. 2ip,l8l 7 (Norton  Vital.  )Bapt. Oct. ip,// 
1818. m. Nov. ^9, 1838, Hiram  Drake, son  of  Warren  Drake. b.l8l8.d. 1888.3  childrer. 

3®7«Deorge_Gardner,,b .Aug. 30 .1819. m.Mch.  15, l8ip3 , Elizabeth  A. Pray! 


5  4  '  3  '  2  l 

125*  DANIEL  KNAPP,  (Daniel.  Nathaniel.  Aar-on.  Aaron.) 


4i 


B. Oct. 9, 1787* (W .Stockbridge  Vital.)  Age  63, census  of  1850 .Clothier .01500 .00 
D. 

_ .b. Rhode  Island, age  57 , census  of  l850.Ha,d  13  children. 


K. Elizabeth 
6  ~ 

308.  Eliza, b . N .Y.age  29, census  of  1850. 

6 

309.  Harriet, b.N.Y. age  21, census  of  1850. 

310.  Oremus,b . June  6,l830.d.Kay  20, 1895 .re. Sarah  L.Cone. 

0/^.  1  Jr-tV-J  J./Wk  ■ 

,  5  4  3  2  1 

126.  AARON  KNAPP,  (Daniel.  Nathaniel.  Aaron.  Aaron.) 

B. Sept. 19, 1778.  Age  72, census  of  1850.  Farmer.  ^800.00  Unadilla, N.Y . 

D.  Lived  at  Oxf ord,N .Y . in  I8L1.O. 

M .  Sally  .  b.Vt.or  N.Y.  age  64, census  of  1850. 

6 

311. Sally  A.,b«Vt.age  45, census  of  1850. 


£  4  3  21 

130.  EBENEZER  W. KNAPP,  (Daniel.  Nathaniel.  A.aron.  Aaron.) 

B. Jan. 22/23, 178l, Mass. Age  69, census  of  1050 .Farmer .(j0.600.00 
D. Feb  .14, 1865, age  81]., Bus ti, N.Y. 

M.  Jan. 1|,  1810, Rachel  Twist, dau. of  Elijah  Twist, b  .Aug.  11,1769, and  Hannah  (Gil- 
bert  )b  .  June  20,1769  .Rachel  was  tn.  Sept  .11 , 1791  •  d.  Jan.  30,1866,  aged  75  yrs. 
Census  of  1850  says  she  was  b.N.Y., age  59  in  1850. 

6 

312. Daniel  W.,of  Ellington, Chautauqua  Co. ,N.Y. ,b.Aug.21,lSl3 .d.Feb .19,l3kl .Will 
dated  F eb^. 5, 18I1O, mentions  f ather ,Ebenezer  W . and  sister  Hannah, both  witness¬ 
es  to  the  will. No  widow. No  children. Estate  to  be  divided  into  five  equal  / 

l 

parts  -  -g  share  to  Hiram  E.,l-|  shares  to  David(or  Daniel)  T.,1  share  to  Ira, 

1  share  to  Hannah  and  1  share  to  Eliiah. 

6 

313  «Hlram  Ebcnezer  ,b  .Nov .15.1810  .d.  1871  .m.Feb .  12 .18^9 .Ch-ni  .gthnp  Weaver  . 

314 •  Hannah, b . July  10,l820.m.<June  25, 1856, William  Jerry  ’Weaver .sh-it-n-isw 

6 

315 *Ina, b. Mch. 22, 1818  .d. Apr  .3, 1892. m. Aug. 24, 1843, Lucinda  or  Lucina  V/eaver  . 

°  cta  tc, 

316. Eli. j ah, b. Jan. 25 .1825. d. Apr .  15.1868. m. Louise  _ J'°~‘  /. 


42 


318.  David  (or  Daniel)  Twist,b.0ct.2,l8l£.d.0ct.l£^l642T-  . 

6  \ 

319.  Franklin, b. Sept. 21, 1827. d. Oct. 16, 182?.  \ 

p  An  infant  son  d. Sept. 21, 1822. Was  it  a  twin  of  Eli? 

130 . Ebenezer  W. made  his  will  Peb .23, 1859. Made  a  codicil  Dec .2,1863 .Probated 
Sept. 5, 1866 .In  his  will  he  named  David  and  Miles  G. Colburn, of  Conewango,N.Y. , 
executors .Willed  to  Olive  Twist, his  wife's  sister, $200. 00. To  his  wife, land  and 
apurtenances .To  Foreign  Missions, $10. 00. To  Home  of  the  Friendless, Hew  York  City. 
$10. 00. Residue  to  three  sons  -  Iliram  E.,of  Busti,N.Y. ,  Ira  and  Elijah.  In  his  /a 
codicil  he  gave  only  $50.00  to  Olive  Twist  and  mentioned  sons  as  above. 

5  4  3  21 

131.  HOSES  KNAPP,  (Moses.  Nathaniel.  Aaron.  Aaron.) 

B. 1783, "Maple  Hill", West  Stockbridge , Burke  Co., Mass. 

D.May  3,l88l,(or  1879)  at  North  Bloomfield, Trumbull  Co ., Ohio, aged  95  yrs. 

(or  96  yrs .) "Cemetery  at  center  of  Bloomfield." 

M. Laura  (or  Laurina  or  Lorania)  Elliott . "Laura, wife  of  Moses,b.N.Y.1792.d. 

^  Nov .25,1875, in  her  83rd  year." 

320.  Elliott  M.  ,b  .iSll/lli.d.agea  80  yrs. m.  July  27 , 1868  ,Emogene  Castllk^^^'^P^ 

o  ^ 

321  .Eli, b .  Jan .l,lol5 .d.J an . 28 , 190l| .m .Apr  .16, l8I(.0/li.l , Mabel  Electa  Grant . 

6 

322 . Horace ,b .1821 ,m. Aug .19,1868 , Charlotte  M .Beckwith. 

6 

323 . Delight ,m . Nathan  Brazia  or  Brazir.Had  many  children. 

131.  "Moses  Knapp,  Jr  .with  a  companion, ipade  a  trip  to  look  for  land  in  that 
wonderful  country  called  Ohio. They  took  a  boat  at  Buffalo  intending  to  land  at 
Ashtabula , but  a  storm  took  them  to  Cleveland, Ohio .Here  people  tried  to  sell 

» 

them  land  but  soil  was  poor  and  timber  of  stunted  growth, with  no  signs  of  a 
town, only  a  few  log  houses  near  the  river  bank. They  traveled  through  the  woods 
to  Bloomfield, Ohio .Here  Moses, Jr .bought  land  in  1808  and  in  1834  moved  his  fami¬ 
ly  there  where  they  both  remained  until  death. "Moses  sold  land  Aug.22,l8l3  in  X 
^Schoharie  Co.N.Y.to  Elisha  G. Barnes, ad jioning  Jacob  Knapp. Sold  land  at  Summit, 
Schoharie  Co . ,N.Y. , Aug. 17,1831 •  The  i860  census  of  Bloomfield  Tp . , Trumbull  Co., 

Qhio,gives:Horace  Knapp, age  30, b.N.Y. Farmer. $1000. Moses  Knapp, b. Conn. age  72. Lau¬ 
ra  Knapp, b. Conn. age  63. Elliott  Knapp, b.N.Y. age  lj.0. 
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136. JOSEPH  KNAPP, Jr ., (Joseph.  Benjamin.  Aaron.  Aaron.) 


k3> 


B . June  9, 1763, N. Bridgewater , Mass . (or  Easton?) 
D.Aug. 7, 1639/40, (or  1830)  New  Portland, Maine . 


he., who  was  b ,1792.d.l850  and  had  nine  children, including  Huldah  who  m, 

Putnam. 


Bradbury  and  Mary  who  m._ 
6 


331  .Polly  ,b .  oept  •  29, 179S,Littleborough,Me  .  (needs.  )d  .Sept .  10 ,  l86_^.m.  Noah  Blan- 

A 


chard , Kingf ield ,Me . , b .May  17,1797, Weymouth , Mas  s . , d . Nov .6, 1875, L ewi s  town. 
Me. and  had  12  children, all  b.at  Freeman, Me ., among  whom  were  Catherine, 


Elizabeth,  Mary  Ann,  hucretia, and  Joseph 


332. Ste£hen,b. Sept. 16, 1800. d. Apr. 5, 1892. m. 1820, Sarahi  Gott. 

6 

333.  Ruth,  b.  1802/03,  Littleborough,  (Leeds)  Me  .d. 1883/84, New  Portland,  Me  .m.  ,1820, 


Lucille  ?  (6 )Malherno?  (7  Catherine. (Matherine?) 

6 

334* Asa, b.l804, Littleborough,  (Leeds)  Me.  d.when  8  yrs.old. 

6 

335 .Matilda ,b .  1806 , Littleborough,  (Leeds  )  Me . d . 1880/81  .m.  1829,  Stephen  Pullen,/// 


|336 


Kingf  ield, Me  .Hed  2  sons, I).  dau. among  which  were  Betsey,  b.l83Q.d.  1910  ,m.  i860. 

^ewall  L. Voss, b .l33ij..d. 1911  .and  Lucretia  who  m. Stunner  French. 

♦oetsey, b.loOo, Littleborough, Me .m. Nathan  Peabody ,  Freeman,  Me  .Had  4  spns.l  d; 

X  <*■■ J  &  77,  &L N 


daii. 


[ 


M.  Jan.  10  or  15,1784, Eunice  Carver, b. 1765. d. Aug. 7,181+0,  "very  old"at  New  Port 

5 

land, Me . , dau.of  John  &  Bathsheba  (Edson)  Carver, of  Bridgewater . John  wa3 
k  3  2  1 

son  of  Eleazer,  Deacon  Eleazer,  John,  Robert  Carver. 

6 

32]+. Bathsheba,  (Bashaby?)  b.  1784, Bridgewater , Mass.  Single. 

6 

3^5- Simeon ,b. Oct. 11,17 8k. d. July  29*l869.m.Lucy  Lindsey  and  Jane  Spear. 

6 

326 .Cjiarles ,b . July  2, 1738. d. Sept. 26, l875*m* Catherine  Lindsey  and  Hannah  Lindsey 

6 

32  ( .  Josenh,b  . Sep t . 14,1790 .  d  .Oct  ,1831  «m . Deborah  Cushman . 

6 

328 ♦ John,b .Oct . 2 , 1792 . d. 1 878 .ra. Martha  Wing . 

6 

329 . Elijah, b . 0  c  t . 27 , 1794 . d . Sept .16,1870  »m. Apr .15,1818, Celia  Pullen. 

6 

330.  Eunice, b. 1796, Littleborough, (Leeds)  Maine. m.l8l7,Zenas  Vaughn, of  Kingfield, 


Hon. Rufus  J.H .Porter , Kingfield, Me . (or  Rufus  King  Jon As  Porter)  b.l799/l500. 
d. 1871/72. Had : (l)Mary  Ann, b .Kingf ield. m. Amos  E.Dollier . (2)Charles  R.,b. 
1829 » d .1878 .m. 1852 , Mary  Dollier  who  was  b .1827 • d .1897  and  had  Ruth  M.who 
m.Orrin  W. Simmons,  Carrie, who  m.J. Frank  Knapp . (3 Elizabeth. (4)Lucretia. (5) 


1.  Francis  Cooke,  of  the  Mayflower.  ........  . 

2.  Jane  Cooke ,m. Experience  Mitchell. 

3 . Elizabeth  Mitchell ,m .12-6-1645* John  Washburn, b .11-28-1621 
d. 11-12-1685. 

4.  Mary  Washburn, b .1661  .m.lo9&? .Samuel  Kinsley, b .1662. d.l68e 

5. Susannah  Kinsley ,xn. Samuel  Packard, 8-^-  l6-1707.He  b.8-  * 

16-1707? . 

6. Susannah  Packard, b .8-24.-i736.n1. 8-28-1 76O, Joseph  Knapp, Sr. 
b. 6-9-1740. d. 10-16-1839. 

7.  Joseph  Knapp, Jr. b. 6-9-1763. d. 10-16-1839. m. 1-1^-1784, Eu¬ 
nice  Carver . b.l 765. d. 8- 7-1 840. 

8.  Polly  Knapp, b. 9-27-1798. d. 9-10-1863 .m, 3-16-1817, Noah  Blan 
chard, b. 5-17-1 797. d. 9-10-1872. 

9. Sarah  Hovey  Blanchard, b. 2-29-1840. d. 7-12-1904.m. 1-11-1863 
Janes  McDonald, b. 5-15-1832. d. 5-16-1882. 

10.  Charles  Nicholas  McDonald, b .10-l8-l866.m.ll-l6-l890JIren 

Mabel  Johns ton, b . 6-28-1872 . d . 2-3-1943 .  A 

11.  Charles  Temple  Macdonald, b .11-9-1904, Walnut  Grove, Minn, 
m. 4-2-1945, Rockville, Md. Mildred  Louise  Entwisle,of  Alexa 
andria,Va. 

(Henry  T. McDonald, Harpers  Ferry, W.Va .who  d  “n„?q  n'flcr n-A/v 
was  a  Son  of  Jajnes  McDonald  &  Sarah  Hovey  Knapp 


.  ' 


337.Lucretia  Howard, b .Littleborough, (Leeds )  Me. May  11,1810 .m. John  Thompson, 

New  Portland, Me .Had  2  sons, 2  dau.  She  d.1890. 

136. Joseph, Jr ., was  a  Revolutionary  soldier  in  J.Titcomb's  Regt.  Was  Corpori. 
in  J. Williams*  Regt. in  1776. Lived  in  Bridgewater  and  Laston, Mass .Moved  to  Leeds 
Me. in  1791,  a  farmer, a  whig  and  a  Universalist .Was  in  Capt. Soper  and  Strongs 
Companie  s ,  Col  .Mar  shall  and.  Sears  Regt .  ,Ma.ss  .Line  .Both  father  and  son  received 
a  pension.  The  Carver  family  probably  descended  from  Gov. Carver, of  Plymouth. See 
The  Carver  Family, by  Rev. Robert  Carver, of  Taunton.  All  children  b.at  Leeds. 
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138.  ELIJAH  KNAPP,  (Joseph.  Benjamin.  Aaron.  Aaron.) 


B .1772 .Bap t. , Apr .19, 1772, Bridgewater ,Mass . 

D. 

Lived  at  Livermore, Maine . 


M. Aug. 1,1798, Patience  Gould. 

6 

338 .Peletiah, b.Mch. 2,1 799 «m. Abigail  (Morris)  Wing  and  Mary  Emerson. 


339«>ib j.fal ,b  .Nov .9,1800 , N .Leeds  .Me  .  d. young, at  sea.  No  children, 


3i{-0. Jane, never  married. 

6 

3l|l.Rhoda,  never  married. 

6 

31+2 . Dorothea,  never  married. 

6 

3k3 -  Jared, d.  1898. m. Susan  Gott. 

0 

34^j-*.i,a-^'B  o  .  ,b .  June  6, 18l9«  d.May  6,l88l«m.Oct.^,l8Li.2,Meranda  B. Libby. 


5  ^3  2  1 

139-  ZIBA  KNAPP,  (Joseph.  Benjamin.  Aaron.  Aaron.) 


B.  Baptized  Nov. 5*1769. 

i 

D. 

M. Betsey  Baisey,of  Falmouth, Maine ? 


3^5 •William,  went  to  sea  and  died  of  yellow  fever. 

3h&  .Ziba,went  to  sea  and  died  of  yellow  fever. 

6 

3U7? • Cyrus , graduated  from  Bowdoin  Medical  College  in  1825 .Married  Susan  Francis, 


of  Leeds .Settled  in  Winthrop ,Me . in  1827 • Removed  to  Augusta, Me . In  1838 


where  he  was  Superintendent  of  the  Insane  Asylum  Hospital .Removed  to 

Rochester, N.Y.  where  his  fame  became  worldwide .Little  known  of  his  childrer 


AJ 


45 


He  had  a  son  who  became  a  widely  known  physician. 

348. Betsey, m. 1st  a  Mr. Redding  who  was  lost  at  sea. 2nd  Mr .Morse, of  Gray.Childre 

I  unknown. 

6 

349.Susan,m.lst  a  Mr. Knight  who  was  lost  at  sea. 2nd  a  Mr .Johnson. No  further 
report . 
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I4I.  ASA  KNAPP,  (Joseph.  Benjamin.  Aaron.  Aaron.) 

B . Jan. 21, 1763 .  ? 

D.Sept .29,180 7, Potts dam, N.Y. 

M.Kch.9,1791,Kary  Wright, b.Aug. 3, 1768, Wethersfield,Mass.d.l8k5,Pottsdam, 

H.Y.,dau.of  Thomas  &  Martha  (Butler)  Wright.  She  m.2nd,1809,David  Reins- 
ford. 

6 

350 . Asa, b.Aug. 13, 1792. d. July  30,1796. 

6 

351.  Amanda  Chloe.b. Jan.30,1796.d.l870.Married  at  the  age  of  70  yrs. 

^352.1.artha,b. Ivov.lt-,  1799. d.l872.m. June  3, 1817, John  W. Willing  or  Williams, by  Rev. 

Moses  Gillette, Rome, N.Y. 

6 

353- Maria, b. 1799. m.Mch. 30, 1820, Joseph  Adsit,by  Rev. Moses  Gillette. 

354. gem^Wright,b.Feb. 22, 1802. d.!874»m. Emily  Kendall. 

355.  Ch^les_Butler , b . Aug . 24 , 1805 . d . June  30,1890 .m. Catherine  McIntyre,  Mrs. Mary 

A. (Blake)  Walker  and  Amelia  Howe. 

6 

356 . Mary  A  .Ramf ord,b . Jan . 10 , l8ll .m. David  Brown. 

I4I .Asa  and  wife  Mary, with  a  yoke  of  oxen,  some  tin  plates  and  a  kettle, made 
the  first  settlement  at  what  is  now  Pott sdam, N.Y .Lived  on  the  public  road.  Was 
building  a  barn  and  had  many  men  helping  when  he  suddenly  took  sick  and  died. 

5  1±  3 

143.  EDWARD  KNAPP,  (Edward.  Ebenezer.  Aaron.  Aaron.) 

B . July  22 ,1757 > Taunton, Mass • 

D.Mch. 1,1830, Taunton, Mass . ,aged  80  yrs. (Taunton  Vital)  A  Revolutionary  sol- 
dier  in  G. 'Williams’  Regt.,1777. 

M.Apr .4,1786, Susannah  Jones, Taunton,b. 1766. d. Oct .11, 1846, Taunton. Also  called 
Sarah  J. 


6 

357*Lucinda,b . July  1,1787 , Taunton.  d.1790. 

6 

358.  George  W.,  b .1789, Taunton,  d. young. 

6 

359.  Edward, b. July  15,1791  .d. June  21,1840 .m. Lucinda  Cobb  and  Betsey  Cobb  Dean. 

~£)  i  A. — dc 

360. Susannah, b. Nov. 29»1795»Taunton^n. Sept .14, 1816, Luther  Woodward, Taunton. 

6 

361  . Sarah, b. Nov. 1, 1798 .m. Luther  Woo  Award, of  Providence, H .1 .Intentions  publish 
Sep  t .  10 , 1825 .  — •  0cirS:  f9zS>*J 

5  4  3  21 

U|i| .  ALTHSRTON  KNAPP,  (Edward.  Ebenezer.  Aaron.  Aaron.) 

B .ca. 1750/55*  Gee  #  160.  Same  data  and  children. 

'D.  Ray  nham.  Mass . 

M. 

6 

362. Zenas,b .Dec .15 ,1782.  m.Anna  Leach  and  perhaps  Sarah  Walker  Richmond. 

6 

363.  Clothier, b.ca. 1788. d. Dec. 18, l83i.n1. Salome  Hall  and  Thirza  Washburn. 

& 

364 . George ,b .May  10, 1788. d. Sept .8, i860. m. Lydia  Stevens. 

365.  Polly, 

6 

366 .  Chloe . 

144*  Altherton  was  a  Revolutionary  soldier  in  a  Bristol  Company ,1776, Col . 
A .Mitchell's  Regt.  In  1777  was  in  Col .G. Williams 1  Regt.  Was  guardian  of  his  s 
Clothier's  children.  See  7/L6O. 
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146.  JOSEPH  KNAPP,  (Jabez.  Gladden.  Aaron.  Aaron.) 

B,  1734»  Taunton,  lias  s . 

D.l854>Wocdf ord,Vt • 

K. Patty  »  b. Mass. age  63, census  of  1850 . 

6 

367.  Jeannette, b. 1815.  Age  35, census  of  1850. 

368 . R&oda  (Evans), age  54, census  of  1850 .m.Sli jah  Evans, age  49. 

369.  James, b. Mass. age  13, census  of  1350. 

6 

370.  Jgrusha,b .Vt . , age  10, census  of  1850. 

371.  Horace, b. 1809. m. Nancy  . 

6 

3 72.  Leonard, 


9 


^7 
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l!|-7.  JABEZ  KNAPP,  (Jabcz.  Gladden.  Aaron.  Aaron.) 

B.  1786, Taunton, Mass . 

D.l869,Shaftsboro,Vt .Lived  there  in  1800. 

$r.  W7- 

K .l805,Bethiah  Knapp, Taunton, dau. of  Nathaniel  &  Polly  (Ball)  Knapp. 
6 

373 .Hannah,b .1807, Woodford, ^t . 

6 

31b- Charles,  d.l879>Florida.  m.l835>^Tancy  Crawford. 

6 

375.  Philetus.b.lSll.d. 1882. m. 1857. Sally  T.Willse. 

6 

376.  Hiram, b  ,l8lli.,  Woodford,  Vt . 

6 

377.  Holly, b. I8l6.  m. 1838, William  Knapp, her  cousin. 

6 

378 . William,  b.l8l8, Woodford, Vt.  d. 185^-1-, Bennington, Vt. 

6 

379.  John. 
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ll{.8.  ENOS  KNAPP,  (Jabez.  Gladden.  Aaron.  A,aron.) 

B .1788, Taunton, Mass . 

D«l86l±,Brattleboro,  Vt . 


I  E. 

6  b 

3  80 .  Lewis ,  b .  1 8lii .  d .  1 8  63  .m. Sarah  Bowen. 


% 
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150.  ELIJAH  KNAPP,  (Jabez.  Gladden.  Aaron.  Aaron.) 
B.  1792, Taunton, Mass  .0^/197  Off- 
D./372.- 


Ihl8l0^ Dorothy  Crawford  or  Craulford 
381  .Elijah  J.  ,b .Apr  .5.1831 . d.May  29*l86I(..m.l855jEmily  Cutler  or  Butler. 

n  5  b  3  2  1 

l5o.  ABEL  HENRY  KNAPP,  (David.  Gladden.  Aaron.  Aaron.) 

B. Oct. 2, 1836, North  Brookfield,  Vt. 

D. 


M .Oct . 6,1859, Ellen  Saunders, of  Barre,Vt. ,who  d. Dec .30,1872  at  Barre.Proba- 
^  81y  she  was  daji.of  Benjamin  &  Wealthy  (Goodrich)  Saunders. 

382. FT.ora,  a  twin. 

383 . Fanny,  a  twin. 


6  W 

384. Kellie  Rebecca. 

385. Sarah  Ann. 

„  £  h-  3  2  1 

139.  PHILIP  KNAPP,  (George.  Samuel.  Samuel.  Aaron.) 

B.May  12, 1755, Raynham, Mass .  A  private  in  Col .E .Francis «  and  other  Hass. Reg, 

D. 

K.  (A  Philip  Knap, b. Raynham, m. Aug. 25,1779, Lydia  Richmond.) 

6 

3 86.  Freeman,  m.Lois  Smith. 

D 

387.  Philip , Jr ., d .1  eb .  18 , 1836 .m .1st  ?  2nd, Feb. 2l±,l8l^_, Sally  Holmes  Hall, b. Oct.  1, 

1788. d. July  6,1821, dau. of  Hezekiah  &  Sarah  (Williams)  Hall, of  Taunton. 3rd, 
Oct .1,1823, Nancy  White, b. Nov. 17, 1783, dau. of  Capt. Daniel  &  Anna  (Hall )White . 
(A  Philip  Knap, Raynham, m. 1st, 1809, Betsey  Wilbor  who  d.l8ll.Had  a  child  b.c 
d.lSlO  .  )See  Wilbor  Genealogy,  Vol  .5, page  236. #232. 

$  k  3  2  1 

160.  ATHERTON  KNAPP,  (George.  Samuel.  Samuel.  Aaron.) 

B.ca.l7h5/ Taunton, Hass .  (Same  as  #  II4I4..  Probably  this  is  correct.)? 

D.at  Raynham, Mass . 

M .Apr .19, 1777>Marv  Hayward, of  Canton, Mass . (Raynham  records.) (or  intentions 
published  tnat  date)  She  b  .Nov  »27>17>7  3  dau  .of  Abel  6;  Mary  Hayward. 

6 

388.  Zenas,b. Dec .15, 1782. d. 1832. m. Anna  Leach  and  perhaps  Amelia  _____  &  3nrah  Wal¬ 

ker  Richmond. 

6 

389 « Clothier , b .ca.l7S8. d.Dec .18  .l83i.rn.Sa~l  nme.  Hall  and  Thirza  Washburn. 

6 

3 90.  George, b. May  10, 1788. d. Sept .8,1868 .m.Mch.30,1809, Lydia  Stevens. 

6 

391.  Polly. 

6 

392. Chloe. 

160 .Atherton, lived  at  Raynham, was  a  Revolutionary  soldier  from  Bristol  Coun¬ 
ty  in  1780  in  Col  A  .Mitchell  «s  Regt.and  in  1777  was  in  Col  .G  .Williams » llegt . 

Did  Atherton  have  a  sister  Chloe,of  Raynham, who  m. William  Leach, Jr ., intentions 
I  published  Aug. j.0, 1782?  (Miss  Rubier  says  the  above  record  of  Atherton  is  correct 
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161.  ELIJAH  KNAPP,  (Jonathan.  Samuel.  Samuel.  Aaron.) 
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B . Jan. 25»1742» New  York  City  or  Westchester  Co.,N.Y. 

»  D .May , 1800 , New  York  city. Will  made  Jan. 12, 180?. Piled  Aug. 15,1808, mentions 

wife  Hester  or  Esther , only, who  was  made  executrix 

M. Hester  Flint  who  was  b. Oct .23,1745. 

6 

393 . Nary, b. Jan. 29, 1768. 

6 

394 • Samuel, b.Kch. 8, 1770. 

6 

395»sarah,b. June  21,1772. 

6 

3 96.  Eli jah,b. Nov. 18, 1774. 

6 

397 . Elizabeth,b .Aug.2,1777. 

6 

398 . William, b.Oct .3,1785. 

6 

399. Lartha,b.Oct.5,1788.m.in  1807, Stephen  Smack, of  New  York, in  the  Dutch  Reform¬ 

ed  Church. They  were  grandparents  of  Edward  H. Jayne. 

6 

400.  David, b. Dec. 21. 179k.  <Sju,7.?f7 

b 

4d  .Gar  it,  b.  Nov.  8, 1797. 

6 

!408*Eliza  Ann, b. Feb. 11, l8ll, after  the  death  of  her  father  who  d.at  the  age  of 
67  yrs . ,8  mo. 

161. The  above  names  were  taken  from  the  Bible  of  Edward  H. Jayne's  grandfath 
ei^s  sister  whose  maiden  name  was  Sarah  Smack  and  who  m. Benjamin  Davis, of  New  "// 
York  but  who  lived  in  Paterson, N. J.  It  is  probable  that  Elijah  had  two  or  three 
wives  as  the  last  child  was  born  43  years  after  the  first.  There  is  a  record  of 
an  Elijah  Knapp, son  of  Jonathan, who  lived  in  Easton, Mass . and  Little  Falls, N.Y., 
d.1823  and  m. three  times. 
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162.  JONATHAN  KNAPP,  (Jonathan.  Samuel.  Samuel.  Aaron.) 

B  .Apr  .11, 1752,  Taunton,Kass 

D.Dec .20, 1838, Cumming ton, Mass . (Also  called  Covington  -Cummingham. ) 

M.ca. 1780, Per sis  Melvin, b. Feb. 15,1759, Cummington, Mass. d. Dec. 20,1835/38. (or 
Apr .10,1035 . )  dau.of  Jacob  &  Esther  (Parlin)  Melvin, Cummington. 

6 

403 .Jacob, b .May  3C,178l.d.0ct.3,l847*rc.Anna  Burton. 

& 

i  k*Ap^ .13,1783.8. July  15 » 1853 »m. Anna  A.Whitmarsh  and  Martha  Brown. 


' 

' 
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6  LL  Qurv.X'l, I?f9  * 

405*  Jonathan, bYA€«p-ririTir?52  ,d.i^trr&O-,-i6^0,  Cvirninington, Mass  .A  Revolutionary  soldi 

0  ^  f.  \5,  . 

l|06.Lucy  ,b  ,0c t  .4*1787 . d .May  15,1871  .Single  . 

|  2.J.07.  M. Louise, of  Worthington, Mass.  ,bv1790.d.  1839^.^. Quincy  Bates, b. 1791. d. 1875* 
They  had  Emily  Lovisa  Bates, b.l8l6.d. l897.ro. James  Talraadge  Church, b .1813  • 
d. 1878, Middlefield, Mass.  They  had  Julia  Mack  Chur ch, b.l845*d.l 92k .m. Edward 
P. Smith, b.l8I|.0.d. 1892, Worcester, Mass.  They  had  Philip  Mack  Smith, a  promi// 
nent  genealogist, b. Jan.  1,1883, Worcester, Mass. d. May  24 ,  1 951  » and  his  brother 
Edward  Church  Smith  who  m.Edna  G. Fowler , Lakewood, Ohio  and  had  Edward  Fow- 
ler  Smith, Chicago .( The  Bates  Bulletin, Oct .1932, gives  all  descendants  of 
Quincy  Bates  and  wife.) 

408  .For  dyce  ,b  .1788  .d.l  795  • 

6 

lj.09. Shepherd  Jame s ,b . Jan,  (or  June)  7, 1 795 *d. Feb .22,1875 .m. Catherine  L. Kimball. 
Ij.10  .Fordyce  Melvin, b  .Dec  .26,1802 .  d.  1895 ,m. Elizabeth  Eastman.^-^''^^^'1-'-*^  • 

162. Jonathan  was  a  private  in  Capt.Macey  William*  s  Company, Col .Timothy  Walk 
ker's  Regt.  Muster  Roll  dated  Aug. 1 , 1775 .Enlisted  May  2/,1775-Served  3  mo. 7  da. 

^  Companies  return  dated  Oct. 6,1775*  Order  for  Bounty  coat  or  its  equivalent  in 
money  dated  Roxburjr,  Dec,  12,1 775  *He  responded  to  the  Lexington  Alarm. Served  2-g- 
yrs.Was  in  Col. J .Wilkins  * Regt . Discharged  because  of  sickness, Moved  to  Cumming- 
ton, Mass ., after  the  War  and  built  a  fine  house.  He  was  a  blacksmith. 
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163.  ABIJAH  KNAPP,  (Jonathan.  Samuel.  Samuel.  Aaron.) 

B.  ca. 1762, Taunton, Mass .Lived  at  Easton  and  at  N. Bridgewater  in  1793/1803. 
D.Nov.23*l833*Brockton  or  N. Bridgewater , Mass ., age  71*  GR. 

M. Aug. 28, 1777, Lydia  Austin, b .1762? . d .Apr . 26,1830, ared  68  yrs.?  (See  notes  } 

6 

411. Betsey, b. Apr. 20, 17^8, Eaton. d. Sept. 27, i860 .m. Dec. 1, 1803, Jeptha  Howard, of  Ea¬ 
ton, Mass. and  Braintree  ,Vt .  ,b  .1780  .d.l839 son  of  Hehemiah  Howard/t^htf^was 
b  .Apr  .22,1780 .Had (1 ) Phoebe  ,b .Sept  .11 , l80L[..d . Sept  ,l8,l80i|..  ( 2  )Whitman,b .Feb  . 
26, 1807. d. Jan. 25*1882. m. 1st  Nov. 29* 1832, Elmir a  Smith  who  d.July  ll,l854»m. 
2nd  Sept .20,1861 , Sophia  Brown. (3 ) Betsey ,b .Oct .2,1808 .m. Nov. 22, 1852, Zeba 
Smith. (4) Jeptha,b .Apr .18,1810 .m. Aug. 27*1840, Louise  E .Partridge . (5)Lewis 
Strong, b. July  l5,l8X2.m. Jan.24*l839*Susanna  Partridge. (6)Almeda,b.Sept .18, 
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l8ll| .  d .  July  22 ,1051  .m .  Jan .  6 , 18I4.2 ,  Wro  .H  .Woodward .  ( 7 )  Cyrus , b .  3ep t .  22 , 1316 . d . 

Apr  .16,1082  . m.Kch. 21 , 1  oipl , Hep zlbah  G.Braley .  (8 ) Daniel  ,b .Sep t .1 ,l0l8 .m.lst 

I  Sept  .20, 1843, Clarissa  Spaulding  who  d.June  22,l865.m.2nd  Dec .  9, 1866 , Elvira 

Arnold.  (9)Sarauel,b. Oct  .17,1021. m.lst  May  21,l05O,Mary  W. Chandler  who  d.Jun 

21 ,1873 »m. 2nd  Dec . 9, 1873, Mrs .Cornelia  (Croslett)  Gilman. (10 )Kary  Gurney, b. 

Sept. 22, 1825. d.Kch. 29, 1832. 

6 

412 . Abigail, b. June  12,1780 .d. May  1 , 1844, aged  5$  yrs. 4  mo. m. May  20,1312  or  Aug. 

11, 1823, Ezra  (or  Arza  or  Asza?)  Packard, at  Brocton.Res  .Raynham.  (or  m.at 

Bridgewater . ) 

6 

413* Phoebe, b  .Aug.7,1784.d.l801 . 

6 

4-l4*Abi jah  Austin,b .Feb .19, 1786, Bridgewater .d. June  21,1789. 

6 

4l5 • Lydia, b. May  2,1788 , Bp idgewa ter .m . Nov .2 , 180 9, Ezekiel  Merritt . 

6 

I)-l6 . Polly ,b .May  11, 1790, Bridgewater .d. Jan.2, 1864, aged  73  yrs.m.Apr.l3,l0l5,Azel 

Gurney  who  d. Jan. 29, 1859, aged  74-  yrs.Had  (1  )Mary,m.l836, Isaac  F. Curtis.  (2) 

Alpheus ,m.Ruth  Clapp, Stoughton,Mass. (3)Betsey  Howard, m. Nov. 28, 1844, Nathan 

S.Cary .  (4-)Azel  Edward,m.0ct  .10,1852  ,Laura  A  .May , Stoughton.  (5  )Augusta,m. 

Nov. 29, 184-9, Barzilla  Cary.  Polly  bapt .Oct .24,1808. 

6 

4-17  .Drusilla,b .  Jan.3, 1793 .  Bap  t  .July  17,  l808.d.  Jan,  1854,  Brockton. 

6 

418. Nabby,b . Dec .19, 1794, Bridgewater .d. 1879. 

6 

419. Abi.jah  Austin, 2nd, b. Feb.  19. 1797. d. 1679. m. China  Wade. 

6 

4-20. Deborah, b.Mch. 9, 1799. d. Aug. 28, 1830, aged  28  yrs  .  (GR, Brockton.  ) 

6 

421. Samuel, b. Apr .22,1001. d. May, 1819. He  and  Deborah  bapt.July  17,1808. 

163 .Abi jah  was  a  Revolutionary  soldier  for  5  yrs., in  3rd  Regt.Was  Sergt.of 

his  Company  for  3  yrs.  Lydia  Austin  was  dau.of  Z a chari ah  &  Lydia  (Waldrin  or 

Waddin)  Austin. Lydia  Austin  was  b. Apr. 19, 1748. m.lst  Nov. 25, 1771, Seth  Cary. She 

m.2nd  Aug. 28, 1777, Abi jah  Knapp.  Zachariah  Austin, father  of  Lydia, was  a  brother 

of  Sarah  Austin, who  m. Samuel  Knapp , grandfather  of  Abi jah.  The  parents  of  Zach- 
3  2  1  3  2  1 

ariah  were  Jonah.  Jonah.  Jonah  Austin. On  the  mothers  line ,Tomason,  Samuel,  Thom* 

as  (the  miller)  Linkum  (Lincoln.)  (See  Richmond  Genealogy , page  24, and  Hodges 

Genealogy , page  273*  Information  from  Edith  Austin  Moore, StPeter sburg, Fla. and 

I W.Walace  Austin, Jr .Taunton, Mass .  Descendants  of  Jonah  Austin, by  Harold  Austin 
Rich.  '  *  J 


. 


' 


* 
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167.  JOB  KNAPP,  (Job.. Seth.  Samuel.  Aaron.) 

B. 1763/66.  (GR) 

)  D. Feb. 26, 1822.  (GR)  (Douglas  Vital . ) 

M.Mch. 8, 1792, Sarah  Wilson,b .Taunton,Oct . 18,1770 .d.Nov .19,1836, age  66 . (GR ) 

6 

422. Ru th, b . July  23, 1792, Douglas, Mass. m. Sept. 16,1810, Jesse  Balcom.Had  Estus,b. 

Dec. 20, l8llj.. 

6 

423. Sarah, b  .Feb/8, 1 7 9^-t/ 9 9 . d . Aug. 8, 1839/37, age  43  yrs. 

6  SafccJc*  SB 

424» Job., b . July  l8,1794/95>»Douglas.d.Iiay  29,1840. Was  a  Lieut. in  War  of  1S12.a 

6 

425. Loses ,b .May  16 ,1797 «d. May  29,1868 .m. 1821, Ola  Balcome. 

6 

426.  Fancy, b.Feb. 8, l805.ra.Mch. 27, 1839, Ellis  Burt. 

6 

427 . Benjamin  Wllson,b . July  25, 1808, Douglas  .d.Nov.  1,1822, Douglas  . 

6 

428.  Laura, b. Aug. 29, 1802. m. Jan. 10, 1822, Sumner  Balcom,b. Sept. 23,1799, son  of  Ellis 

&  Eunice  Balcom .  (Douglas  Vital)  Had  (l()Brigh.am,m.  Julia  Balcome  .  (2 )Emi!y, 
m. Nathan  Sprague . (3 )Laura  A.m. William  Hunt . (4) Eunice  D.m.F .W .Hunt . (5 )Sum~ 
ner  W.m. Lizzie  Walls. (6)Hattie  A.m. Edgar  Spinney . (7) Jennie, m.  Hooker. 

(8)Mary  Elizabeth, m.__ _ Blum. 

167.  Job  was  a  Revolutionary  soldier, 1st  Lieut. in  Col. J. Reed's  Regt.,May 
to  Dec. ,1775.  A  Capt.in  Mass. Militia, 1776  to  1781. 
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168.  CYRUS  KNAPP,  (Job.  Seth.  Samuel.  Aaron.) 

B.Dec  .  8,1 768'fTaunton, Mass. 

D. Mch. 23, 1852, Dover ,Vt. 

M.Mch. 14, 1792, Taunton, Thankful  Stearns , b .Feb .4,1 770 , Chesterfield , N .H . , dau . 

of  Eliphaz  &  Hannah  Stearns.  (’Worcester  County  Vital.) 

6 

429 . Yilpha , b . Jan . 18 , 1 793 , Dover ,Vt .m . 0c t • 26, l8l5, Elam  Strickland, by  Jarvis  Hall 

J.P.  He  b .N .Adams , Mass . 

6 

430. Cgrus^r. b. Aug. 20, 1794- d- July  l5,l868.xn. Jan. I8,l8l6, Emily  Streeter. 

431»Asaoh, b. Feb. 27, 1796. d. June  6, 1867. m. Mch. 8, 1825, Relief  Higley. 

6 

►  432»Enos, b. Oct. 26, 1797. d. June  23, 1886. m. Mch. 9, 1825, Dolly  Ellis. 

433 « Orville , b . June  16, 1799«d. Nov. 23, l86l.m. Jan. 1824/25, Susan  Barber. 

434 *Evaline. b. Sept. 24, 1801. d. Oct. 25, 1811. 
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1^35  .Hiram,  b.  Feb.  7, 1803  .  d.  Sept.  13, 1859.  m.  Oct.  21, 1824,  Elvira  Stearns. 

6 

436. Thankful, b. Sept. 27, l804.d.sgpt. 19, 1811. 

6 

.  437. Dolly, b. Oct. 25, 1806.  d.Mch.24,1807. 

f  6 

li-3 8. Dolly, 2nd ,b. July  28,180?.  d.Nov.15,1810. 

6 

439 . Lucre tia,b .Sept. 26,1809.  to. June ,1888, Stephen  P erkins , Williams , I  ass . 

6 

440 . Fayette  Groves ,b . July  29,1812. d.May  2,1869. to. Jan. 31, 1337, Sylvia  Ellis. 

6 

44l  *■ Althea,  b  .July  20, 18l5  .d.l88l  .m.  Herbert  Kidder  ,Wickendon,  Mass . 

168.  Cyrus  moved  to  Douglas  and  then  to  Dover ,Vt  .when  a  young  man,aboui 
1792, then  a  wilderness .He  was  also  known  as  the  Cornet  Man. 
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169.  RUFUS  KNAPP,  (Job.  Seth.  Samuel.  Aaron.) 

B.Apr  .1,1 771  ,  Taunton,  Mass. 

D.July  22, 1819, Sutton, Mass . aged  4&  yrs.or  July  22,l8l4? 

M. Apr. 10, 1796, (or  Apr. 16,1794  or  Oct. 16,1794)  Mary  (Polly)  Bayles, (or  Baylis 

or  Bayliss  or  Baylies)  of  Uxbridge, Mass .Intentions  published  July  7,1794. 

She  d. Worcester , Mass . 

6 


442 • F anny , b .Nov. 8,1795* 

6 

443. Polly, b. Jan. 27, 1793.  d.July  23, 1799, Woodstock. 

6 

444*Baylies,b.Feb.5,l800.d.Sept.29,l840.m. Prances  Winsor  and  Lucy  E.Winsor. 

6 

445 . Brigham,  b  .Apr . ,  1803, 'Woodstock,  Conn. 

6 

446. Bentley,b.l8o5*d.F'eb  .10,1328,  aged  23  yrs.(GR) 

6 

447.  Bainbridge,b.Mch. 3, 1813. d.Mch.4, 1815, aged  1  yr  . 

6 

.  448 .Mary, (Mary  Ann)  to. Sept .28,1830, Solomon  Lcvery. 

6 

^9. Bradford, b. Oct. 3, 1807. m. Nov. 12, 1840, Susanna  Hughes. 

450.Rufus,b.  and  d. Jan. 26, 1798, Woodstock, Conn. 

I69. History  of  Sutton, Mass .page  24l  reads : "Capt .Rufus  Knapp  was  a  trader 
and  a  man  of  great  enterprise  .He  prided  himself  on  his  penmanship  and  used  to  /. 


try  titles  in  that  art  with  his  friend  and  neighbor , James  Preeland. They  were  men 

I 

of  like  tastes. One  of  his  sons  was  a  merchant.  He  drew  vpl0,000  in  a  lottery. He 

died  in  Dudley, Mass.  His  youngest  son  was  a  man  of  wealth  and  respectability, 

;  living  in  Brooklyn.  His  daughters  were  accomplished  ladies.  Two  of  his  sons 


' 


I  ,  £ 


5k  • 

v/ore  devotees  of  Bacchus  and  canc  to  no  good  end.  Page  3ol. After  Apr.  19, i860 
his  house  was  owned  by  Rev. Fred  Knapp  wfro  taught  select  school  and  was  engaged  1 
^  in  cranberry  culture  with  President  Hill  and  others  .He  resided  in  Plymouth, Mass?' 
The  house  is  now  owned  by  Joel  Knapp, purchased  by  him  in  1829?, enlarged  bv  him  ’ 

I 


He  used  to  carry  on  the  shoe  business  here. He  had  also  large  real  estate  inters 
ests  in  Worcester ,Hass . " 
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178.  SAMUEL  GOLDSMITH  KNAPP,  (Peter.  Seth.  Samuel.  Aaron.) 

B.  Bap c .Oc t . 13, 1 769.  Perhaps  b,  at  Rehobo th, Mas s . 

D.Nov .15, 1818, drowned  in  Salem  Harbor. 

M. Dec.  19, 1793, Grace  Gridler  or  Girdler  who  d.July  22,l008.She  was  a  friend 
and  playmate  of  Gen.LaFayette  who  on  his  last  visit  to  America  in  1824, 


went  to  call  on  her.  Also  called  Guiller. 
6 


.  .  IX  -  l‘ t  ^‘Lfl  ■ 

451 .Hannah, Bapt .Aug .30, 1795 .b .Aug. 21, 1795 .m. Oct . 25, l8l5, Benjamin  Richard  Lewi: 
452. Samuel, bapt. Oct. 8, 1797, Marblehead, Mass. 

K  6 

P  453 • J ohn  Gridler, bapt. Sept. 22, 1799. 

6 

454.  John  Gridler, bapt. Oct .5,1800. 

455 . John  Gridler. bant. Mch. 27. 1803.  m.Smma  D. 

6^  — — 

458 .Martha  Goldsmith, bapt . June  2, 1805. 

6 

457. Peter, bapt. July  3,1808. 

An  infant  child  of  Samuel  and  Grace  d.Dec . 9,1808 .  Which? 


i 
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179.  PETER  KNAPP ,  (Peter.  Seth.  Samuel.  Aaron.) 

B.ca.1771. (or  Jan. 21, 1768  or  July  15,1769, dates  of  the  birth  of  a  Peter 
Knapp, at  Rehobo th.  ) 

D. 

M. Dec. 12, 1793, Sarah  Girdler , Marblehead, Mass. ,d.Aug. 1,1857, age  88  yrs.ll  mo. 
lit  days. She  was  called  Sarah  Andrews  in  the  intentions , later  Sarah  Girdler. 
458 . Sally ,bapt .Mch.l ,1795 .m. Jan .18 ,181 8, Richard  Caswell , Jr . 

459 .Martha , bap t . Oct. 30,17 96 .m . Jan . 30,1822, John  Dugall s . 


J 


460 .Aaron  Beale, bapt. Sept. 23, 1793 .m. Dec .11, 1825, Rebecca  Morse  wk</^d.Kch.4,  1843, 


a^ed  3l|.  yrs.Lost  with  schooner  "Sarah  Ellen"  from  Grand  Banks. 
6  ' 


•l|.6l  .Mary  Russell  ,bapt  .Oct .  26,1800  ‘tj*. 

462.  Eleanor,  bant.  Oct  .31,l802\/^Jz-^-/*27®^  ^ 

6 


463  .Elizabeth  Clark,  bapt  .Nov .5, l80l|. . 

6 

lj.64.  John?,  d .  Sept  .10 , 1893  j  "lost  at  sea." 
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180.  WILLIAM  KNAPP,  (Paul.  Seth.  Samuel.  Aaron.) 


B . Nov . 2  9 , 1 7  64  , Raynham , Ma s s . 

D. Aug. 6, 1846, Athens, Pa. or  Spring! ield,0 tsego  Co,,N.Y.at  the  home  of  his  son, 
William. Buried  at  East  Waverly,N.Y. 

M.  Jan.  ,1788,  (or  Mch. 17,1788.  )Fanna  Temple,  dau. of  William  &  Jemima  Temple, of 

\ 

’Winchester , N.K  .and  great  grand  daughter  of  Lord  William  Temple, of  .i-nglanc^ 


5 


Had  20  children,  11  grew  up. 

6  • 

46f?  .’Will iam, b. Sept  .28, 1787 «d.Feb. 3,18 7?.xft.  June  14, 1812, Armenia  Gates. 
5~"" 


i 


^  486. &vlvesjter,b. 1790. a. Dec.25, 1872. m. Apr. 16, 18l9, Lucy  Pitch. 

6 

467. Isaac ,b .1792/3 .d.May  2,1882 .m.Isabette  (Elizabeth)  Taylor. 
— 6' 

468. David, b .1 794, m. Sarah  Savre. 

I  “T~~ 


469.P’anna,b  .1799, Springfield, Otsego  Co  .  ,N.Y .d.Dec  .18, 1829. m. Kay  21,1321 ,  Jeremiah 
I 

Walling, of  Oneonta, Otsego  Co.,N.Y.,son  of  Simeon  &  Sarah  Walling,//^/^/^/- 
//r//^/^/b.Peb.26,1792.d.Mch.21,l863.  Had(l)  Dr  .Ezra, b. Dec  .8,1824  and  had 
Dr  .Jerry ,  Cooperville ,  Mich.  -Mrs  James  Trask, Rockford, Mich. Mrs  .Kary  Wood,K*~- 


Marlette,or  Markette?,Mich.  (2)Kary,  ?  (probably  Jessie)  b.1827* 

6 

470. Hiram  Liscomb, b.Peb. 19, 1802. d. Oct. 18, 1869. m. Dec. 28, 1826, Elizabeth  Eastabroc: . 
“5“  “  “  ^  i 


K 


: 


471 .Martha, b . Springf ield,N .Y .d. Springfield, N .Y .m. Nathan  Elsbree ,Aug-5, 1849 .Had 


l 


Luellen?,  Hiram?,  Maria?,  Mary,  Martha?,  Teressa,  Nathan, Jr.,  Tewanda,N.Y. 

6 

472. Jemima, b. Aug. 26, l803,E.Smithfield,N.Y.d. July  2  or  4,1091, Evansville, Wis.m. 

1st  J.S.Beals  and  had  (1) Nancy.  (2)Reubin  or  Rubin.  (3 )Fanna,b .Ap* .18, 1830 .d  l\ 


Mch. 22, 1395. in. Jan.  1,18^0, Dean  Burgess,b.l825.d.Aug.2,l897.m.at  'Windham, Pa. 


Moved  to  Evansville ,V/is .where  children  were  born:Minnie,b . Nov. 25, l85l.d.^/ 
Feb. 10, 1861. -Franklin  Pierce, b. Aug. 29, 1853- d.Dec. 24, 1884 .m. Mary  Murtaugh, 


■ 


■■■  .  .  -  •  -  •  £6 

and  had  Pearl, b. Nov. 23, l885*in.Dec .23, 1902, Herbert  Hungerford,b. July  15, 

188]  and  had  Melville, b.Mch. 2, 1 903, ro. Violet  Lindsay. -Herbert, b. Aug. 22, 

1 912. -Norma, b. Aug. 10,1 923 *-Frankl in, b. Sept  .4, 1915 • -Robert,  b.Nov.  7, 1918. 

Dean, Jr . ,b .May  3 , 1861 .Married  -  wife  dead. 

3 

(4 ) Andrew. (5)Hiram. (6)James. (7)Mary  Hannah, b .Aug. 16,1838. d. June  29,1925. 
Moved  to  Evansville ,Wis .m. 1st  Lewis  Ring  and  had  Mary  Mildred, b .Aug. 8, 106C 
m. Dr. Samuel  W.Burson,of  Chicago , nephew  of  Wm.W.Burson, and  had-Wm.W.-Kary 
Mildred-Helen  Virginia.  Mary  Hannah  m.2nd  William  K.Burson,b. Sept .22,1832, 

i  I 

inventor  of  the  Burson  Hose  .  (factories, Rockford,  Ill  .Res  .Chicago .  )  f- 

I 

Jemima  m.2nd  Benjamin  Burgess, of  Orwell, Pa. who  d. Dec .18, 1865, Evansville . 

They  had  William, b.l8k2.d .Dec. 23, 1902.-  Jane  and  John, twins, b. Nov. 25, 1844. 

6 

473. Ellen  or  Eleanor ,b .June  17, 1809,E. Springfield, Otsego  Co  .  ,N.Y.d.Kay  26,1390, 
Smithboro,N.Y. Buried  in  Canfield  Cemetery .m. June  25, 1828, Amos  Canfield, of 

i 

Smithboro , Tioga  Co . , N .Y . , son  of  Enos  &  Polly  (Robertson)  Canfield, of  Bedfs 

S  I  I 

ford, Westchester  Co.,N.Y.Amos  b . Mch. 9, 1799. d. Oct. 21,1888. Had (l)Kary,b. Dec. 
17,1830  . d. Aug. 3, 1898. m.  July  25, 1854, Lalionte .  (2 )Prudence  Mandane,b. 

I 

Mch .  0, 1833  •  d  .Aug  .3 , 1899  .m.May  10,1866, Dr  .Otis  A  .Jakeway .  (3  )Dr  .Enos  ,b  .Kch  : 

| 

17, I836. d. Feb. 22, 1923 .m. Aug. 22, i860, Elizabeth  Wall. (4)Keziah,b.Feb.26,l34C 
d.Kay  10, 1913  Jan. 13,1867, Frariklih  S.Dean. (5)Amos, Jr, ,b .Dec .18,1341 .d. 


Jan. 24, 189 9. m. Feb . 10, 1868.E .Jennie  Johnson. ( 6 )Alf red, b. Apr .5,1843 .a. Nov. 11 
1913.  (7)Dr . Ezra, b. Feb. 14, 1846. d. Dec. 4, 1902(n. Sept. 26, 1872, Emma  Klein.  (8)Lu- 
°ina  Virginia, b .Oct . 21,1847 .d. Apr .12,1916 .m. Feb .13,1890, Charles  Henry  Kil¬ 
ler.  (9)Fanny  Temple, b. Sept. 3, l850.d. Sept. 12, 1897 .m. Jan. 5, 1885, Rev. Amos 

Wheeler. (10 )Eleanor,b. Jan. 6, 1852. d. Oct. 18, 1881. m. Nov. 2, 1870/71, Thomas  El- 

wood  Pounds. 

6 

474»Amos,r,'i*E -Jennie  Johnson.  (Probably  wrong-see  above) 

,  6 

4?5*Robert.  ? 

180. William  removed  to  Vt.when  young. Enlisted  in  Feb.l78l  in  1780/81  in 

Capt .Fis  M’s  company ,  Col  .Warner  ’  s  Regt.for  one  year  .Re-enlisted  and  was  disehsr 

charged  in  1782. In  his  application  for  a  pension  he  says  he  was  in  no  battles 
but  was  in  several  scouting  trips  to  Crovm  Point  and  was  stationed  aiAit . Indepen- 


dence,Vt.for  some  time. Was  in  several  skermishes  with  Indians  and  Tories. After 
the  War  he  removed  to  Pittsfield, N .Y.for  a  short  time, then  to  Springf ield,N.Y. 
p  where  his  children  were  born. Later  he  lived  at  Bainbridge  and  Waverly,N .Y .and 
Athens, Pa.  He  m.Fanna  Temple, probably  at  Winchester, Vt .She  was  b. there  Nov. 6,^ 
•  ( i  oT.\,rn  decord)  Baptized  there  Aug.  7,  177^4-  •  (Cong 1 1  Church.  Record)Ho  record  ofj 
her  marriage  found  but  their  first  child  was  b . in  1788.  William  Knapp  and  four 
children  -  Sylvester, Hiram, Eleanor  and  Jemima  went  to  live  with  Dr .William,  Jr . , 
eldest  son, on  his  farm  in  Walcott  Hollow, now  Athens  Tp . ,Pa. "When  a  boy  he  dis¬ 
covered  in  the  attic  of  his  father's  house, an  Indian  costume  which  he  showed  '//Z 
his  father  who  became  much  disturbed  and  immediately  burned  the  suit, telling  y'Z 
him  that  he  must  never  mention  it, as  It  might  cause  him  to  be  hung, as  it  was  p/. 
the  suit  he  wore  when  he  assisted  in  throwing  the  tea  overboard  in  Boston  Hartee 
bor."  William.  Sylvester  and  Hiram  Lj.scomb  studied  medicine  at  Castleton,Vt . ,MedJ 
ical  College.  Jemima, wife  of  William  Temple  brought  letters  to  the  church  at 
Winchester, H.H. from  the  church  at  Worcester , Mass .  When  William  enlisted  he  gave 
i  his  age  as  18  but  was  really  only  l6,from  Poultney,Vt .Applied  for  a  pension 
May  18,1818  when  living  at  Springf ield,N .Y. Claim  allowed  Kch.2k,l8l9,f or  ^8.00 
per  month  under  Act  of  Mch. 24, 1818, later  dropped  from  the  rolls  because  of  pron- 
erty .Another  Pension  Certif icate,#lii_5)4-8  was  issued  June  7,1832  at  the  rate  of 
v4°.°0  per-  month.  It  is  said  that  he  first  m.  Lee. and  2nd  Fanna  Temple  and 
had  21  cnildren. Perhaps  his  name  was  ’William  Paul  as  these  two  names  and  their 
families  are  very  confusing.  William  and  his  father  lost  all  their  property 
during  the  War  by  furnishing  supplies  to  the  Colonies , accepting  script  in  pay¬ 
ment  which  became  worthless. So  much  so  that  it  was  used  to  paper  the  inside  of 
their  farm  home  to  keep  out  the  cold.  Winooski  River ,Vt .used  to  be  called  Onion 
River .Richmond, Vt . is  a  part  of  the  old  original  town  of  Jerico,Vt .William  had 
a  stroke  in  the  night  and  fell  down  stairs , breaking  his  back. He  lived  a  week 
^  thereafter, was  paralyzed  from  his  waist  down, but  did  not  suffer .Armenia  Knapp 
and  Mary  Knapp  cared  for  him. He  was  baptized  by  an  Episcopal  minister  and  par¬ 
took  of  the  Lord's  Supper, Mary  and  Armenia  with  him. He  has  a  Government  grave 
marker .  William  was  a  shoemaker. In  those  days  they  carried  their  bench  and  tool;,1 


-  58 .  • 

from  house  to  house, and  made  up  a  supply  of  shoes  for  the  whole  family .Armenia 
(Knapp)  Cheney  said  he  made  all  the  shoes  for  her  family  till  she  was  11  yrs, 

}  old.  Fanna  would  hold  her  children  on  her  lap  and  watch  the  soldiers  march  by 
her  door. They  also  owned  a  beautiful  house  in  Bainbridge/^ust  across  the  river 

A  ’ 

by  the  church  and  park 
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l8l.  PAUL  KNAPP,  (Paul.  Seth.  Samuel.  Aaron. 

B .1765/70, Raynh am, Mass . 

D. Nov, 10, 1852, "killed  by  a  falling  tree, or  from  a  tree", aged  88  yrs.GR  in 
or  Freeman? 

Moretown,Vt. Fremont/Cemetery. He  was  the  first  settler  to  die  there. 

^  IJI  h. Dec. 2J4., 1797, Ba^isc-iite^jMarthaJ-  Edwards,  by  David  Swing,  Jr J.P  .She  b.July, 

1775. d. July  1868, aged  93  yrs.l  mo. (or  b.July  17,1745  .d. Apr. 9,1843, More- 

town, aged  98  yrs.) 

6 

476. Samuel  Edwards' b.July  21, 1797. d. May  2,1878 .m. Martha  Haseltine. 

b 

477. Pr iscilla,b .1798. d.Mch. ,1890. m. Apr .7, 1828, Elisha  Gray,E .Montpelier, Vt .  Had 
^  son  Samuel,  who  m.Kary 


478. Polly, b .Apr .10, 1802. d. Apr . 12,1880 .m. Willard  Dudley ,b .Feb .22,1800 .d, Oct .14 , 
1866. Buried  in  Bliss  Cemetery, Calais .HadiHelen. -Willard, Jr. -Harriet . 

^79. Paul ^1805. (State  record  says  5th  child  of  mother . Jd.Mch. 6, l889.m. 1st  Sabri¬ 


na 
6  " 


,2nd  Margaret  Kennedy. 


i|-80  *  Orlando,  b  .Mch  .8,l808.d .  Jan  .18 .18  91  .m  .Eliza  M  .Mead . 

6 

^8l*R°iand_Ed^rds, b. Sept. 27, 1812. d.Jan.4,1900.m. Sept. 22, 1838, Lotiaa  ?. Hills. 

482. Augusta, b. Aug. 12, 1821, Waterbury  or  Koretown, Vt .m.lst  ?  2nd  Jan. 18, 1856, 

Dr .Louis  L.J .Provost. No  children. She  d.l907,Montpelier,Vt . 

483. Seth. ? 

6 

484, Nancy .  These  last  two  are  uncertain. 

I8l. Paul  moved  to  Montpelier, Vt .in  1789  and  opened  the  first  brickyard  there 

|  Helped  organize  the  1st  Cong’l  Church  there  in  l80Q.He  was  also  a  shoemaker. 

Ira  0. Knapp, son  of  Orlando, said  Paul  had  the  following  children:0rlando-Samuel- 

Paul-Roland-Dick,who  went  we st-Priscilla-Augusta-Polly- Sally, who  d. young.  The 
I  first  settlers  of  More town  had  to  carry  their  grain  to  Burlington  to  be  ground. 


■ 


' 
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His  brickyard  was  in  the  rear  of  the  Blanchard  Block  when  he  completed  the 


erection  of  the  old  Cadwell  House  for  James  Hawkins, and  resided  there  till  18CL 


having  reserved  a  lease  of  onehalf  of  the  house  for  five  years  from  May, 1799, 


when  he  sold  it  to  Wyliis  J. Cadwell .He  later  moved  to  More town . He  is  also  said 
to  have  d.July  8,1794>billed  by  a  fall  from  a  tree,-  probably  wrong  for  several 
children  were  born  after  that  date.  The  Cadwell  house  was  built  in  1795  by 
James  Hawkins  and  was  torn  down  to  make  room  for  the  Blanchard  Opera  House 
Block  in  1884-  This  was, for  the  first  forty  years  of  Montpelier*  s  life,  the  finee 
est  home  in  town. In  it  were  entertained  Pres. James  Monroe  in  1017  and  the  Karev, 
quis  de  LaFayette  in  1825. 
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182.  ROBERT  KNAPP,  (Paul.  Seth.  Samuel.  Aaron.) 


B.ca. 1767/68, probably  Raynham, Mass .Aged  90, census  of  i860, Erie  Co., Pa. 

D.in  Erie  Co., Pa.  Lived  to  be  103  yrs.old. 

M. Nov. 7, 1812, Betsey  Perry, of  Stowe, or  Water bury  Center ,Vt. , by  Richard  Vree- 
land, J.P. She  was  65, census  of  i860. (or  Richard  Kneeland?)  Her  father  is  /fa 
said  to  be  Frank  Perry, a  cousin  or  other  relative  of  Commodore  Oliver  Haz¬ 
ard  Perry.  Both  buried  in  a  small  cemetery  at  Phillipsville ,Erie  Co., Pa. 


She  had  a  bro ., Abraham.  Probably  lived  in  Waterford  To., Erie  Co. Pa. 

6 

485 . Robert , Jr.b.ca.l8l7.d.ca.l865 .m. Sarah  Van  Curen.or  Van  Buren. 

6 

486 . Abraham ,b  .  June  or  Oct. 30,l8l9.d. Aug. 30, 1865. m.Lyd_ia  Donaldson. 

487.  Laura, b. Sept. 18, 1822, Ripley, Chautauqua  Co., N.Y.m. Nov. 25, 1846^  accheus  Kor- 

''Is.t  -’i.H-lg  11 

ton,Benango  Tp.,Erie  Co., Pa.  Had  "Warren  Liscemb. 

6 

488.  William, b.ca. 1824. d. of  Tuberculosis  .m.  Dec  ,/13,l832,  Lydia  H. Wade, of  Halifax,/ 


Plymouth  Co. Lived  at  Duxbury , Ma s s . A  Lydia, widow  of  William  Knapp, d. Jan. 7,/ 
l853>age  68  yrs.Old  South  Cemetery, Great  barrington,Mass .  He  age  28, census 


of ciL-8?2,P^?-/ilFeritorX  ^aken  Apr .19, 1853- (Probably  she  d. much  later.)  Will- 


iam  Knapp , of  Green  Tp.Erie  Co. Pa. left  land  in  Venango  Tp.Erie  Co.adjoinin 
A. Knapp’s.  J.J.M. Butler  was  Executor .Lydia  Knapp, widow.  Abram  Knapp  witnes¬ 
sed  the  setting  off  of  her  third. Probably  he  d.  Jan.  7,1853  o  and  she  d.  later. 


489. Louise, b. Sept. 23, 1828^.1915.1*1. Ambrose  Pringle. 


AiJU. 


■ 


' 
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i|.90.  Lucinda,  m. Ellis  Williams.  . 

l82.Robei’t  owned  and  deeded  property  at  Stowe  in  1812. Lived  at  Ripley, Chau- 

I  j'l 

^  tauqua  Co.,  N.Y.  in  1822.  He  drove  his  oxen  when  he  moved  to  Erie  Co., Pa. 

nn  5  k  3  2  i 

188. LISCOMB  KNAPP,  (Paul.  Seth.  Samuel.  Aaron.) 

B. Dec. 16, 1786, Orwin  or  Owning, Mass. 

D .Mch.2  f , l8k5, sge  59  yrs  .GR  «Royalton,N .Y. Buried  in  Mountain  F.id^e  Cemeterv, 
Niagara  Co.,N.Y. 

M. Oct .13,l8lk, Lucinda  Gay,dau.of  James  Gay, at  Riga, Monroe  Co.,N.Y.  b.Vt., 

aged  62, census  of  1850. d. 1872. She  b.Kch. 16,1788 .Living  with  son  Franklin  f. 

in  1850. Then  had  real  estate  worth  $1500.00, Royal ton, N.Y. 

6 

•  Cassandina ,  b  .Apr . 25 ,  lol6 , Pi tt sf or d , Monroe  Co  . , N .Y . d. .Kch .6,1828,  Brighton,  I',’ 
^92 .Franklin  Liscomb, b. Sept. 22, I8l7.d. Nov. 15, 1906 .m.Kch. 22, 1865, Phoebe  Brownell. 
i;93. Winchester^. Feb. 10, 1819, Pittsford, Monroe  Co.  ,N.Y.d.  July  22,1837, Royalton, 


i 


N.Y.  (or  Ga sport  or  Mabees.) 

k  6  I 

"  494-»William  H.  ,b  .Sept  .12, 1820, Henrietta, Monroe  Co  ., N.Y. d. Oct  .16, 1826, Brighton, 1.  * 
495 »Paul  James,  (or  James  Paul), b. July  18, 1822. a  twin, Brighton. N.Y. d.Kay  11,1893.’’ 
Gasport, N .Y. (Royal ton)  Next  of  kin, Frankl in  Liscomb, age  75  yrs . ,Royalton. 
P.M. Knapp  &  Emerson  Day  go  on  bond.  He  was  a  "forty  niner"  and  returned 

broken  in  health. 

6 

1^-96.  Caroline  D.,b.July  18,1822, a  twin,  d.  Dec  .lip,  1822,  Brighton,  N.Y. 

6 

i+97 .Elizabeth  Lask, 


188. Liscomb  was  a  Unitariam  minister. He  moved  to  the  Township  of  Royalton, 
bought  a  farm  and  built  a  house  at  a  spot  called  Mabees, near  the  Erie  Canal, 
preaching  at  the  village  of  Middleport  four  miles  away. The  cobblestone  church  j 
where  he  preached  is  still  in  use. The  village  of  Gasport  was  created  by  the  ad¬ 
vent  of  the  Rochester  Falls  branch  of  the  N.Y. Central  R.R.Lucinda  gave  the  Com*- f 
^pany  right  of  way  through  the  edge  of  the  farm  for  a  life  pass  over  the  road. At 
first  there  was  a  station  opposite  the  Knapp  house, and  one  two  miles  west .Later 

the  station  to  the  west  was  moved  halfway  between  Gasport  and  the  station  near 
the  Knapp  farm  was  used  ,  . 

mg  or  the  flagman, switchman  and  pumping 


6i  •  t: 
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station  operator.  On  Jan. 13 ,l829> bought  land  at  Br i ghton,N .Y . , a  town  lot  ± or 
£79.39  and  sold  it  Kay  21,1835  for  ^650.00.  In  l850,Liscomb  and  wife  Lucinda 
k  sold  land  at  Royalton,N.Y . to  Luther  M.Ketchum.  Vesta  V .Knapp  writes  that  the  /p  ' 
following  was  a  letter  found  in  an  old  bible , written  to  her  grandfather , in  which! 
he  states  that  Judith  (Knapp)  Haseltine  told  that  she  had  a  brother ,Liscomb, who 
xjent  to  Royal  ton,  N.Y.  Below  is  a  copy  of  a  letter  from  Liscomb  Knapp , written  to 
his  mother, Martha, wife  of  Paul  Knapp. The  letter  is  plainly  written  and  though 
not  dated, it  was  of  the  time  of  25  cent  postage .He  begins  it  rather  oddly, but 


intended  it  for  more  than  just  his  mother. 


"0  Dear  Sir  and  Brother:  Your  letter  of  the  15th  instant  was  received  one  week 

since, bringing  with  it  the  very  gratifying  intellegence ;For  I  feared  that  I 

should  never  hear  from  my  mother  again  in  the  land  of  the  living. But  learning 

that  she  is  well  and  laboring  only  under  the  infirmities  of  old  age  gives  me 

gratification .Her  desire  to  see  me  is  natural  and  what  I  ought  to  expect, and  I 

can  - 

am  sorry  that  I  fi/i  not  at  this  moment  commence  a  journey  to  that  place. But  the 
^  business  I  now  have  on  hand  will  necessarily  prevent. I  have  sold  my  place  in  j.i  j 
Brighton  and  purchased  a  small  farm  containing  56  acres  of  land  in  the  town  of 
Royal ton, Niagara  Go ., N.Y. where  I  now  reside , having  moved  to  this  place  in  May 


(the  first)  and  the  farm  having  only  a  barn  on  it, I  shall  be  under  the  necessi- 


1 

; 

1 
t 

ty  of  building  a  house. This  reason, which  will  render  it  impossible  for  me  to 

! 

pay  you  a  visit  this  summer  or  fall  coming. But  will  try  to  arrange  my  business 

. 

’  as  to  see  you  in  the  course  of  another  year.  Much  respect, Mother ; this  from  //J  j 

: 


your  long  absent  son, but  I  hope  faithful, and  one  who  has  not  forgotten  your 

! 

love  and  tender  regard  for  your  of f springs .Neither  have  I  forsaken  those  precis  1 
ious  admonitions  and  counsel  that  you  gave  in  my  youth. I  remember  with  gratitudi; 
the  care  with  which  you  watched  over  my  infantile  years  and  the  tears  drop  from  j 
from  my  eyes  when  I  reflect  upon  those  years  which  are  now  past  and  gone, but  I 

{ 

now  view  them  as  'the  happiest  part  of  my  days. 0, my  mother, when  shall  I  pay  the 
debt  of  gratitude  I  owe  youjnever,  never  in  this  life. It  can  only  be  paid  by 

bestowing  the  same  favors  upon  my  own  children  and  I  suppose  that  is  all  you 
will  ask  of  me.  My  heart  melts  within  me, I  have  not  words  to  express  the  sens- 


> 
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ation  of  iny  soul .What  Indeed  must  have  been  the  sensations  of  your  soul  when 
left  with  a  family  of  small  children, without  means  of  support  for  them  when 
your  companion  was  consigned  to  the  narrov;  house  provided  for  all  living.  But 
you  have  borne  your  troubles  with  fortitude  and  come  to  a  good  old  age , and  I  am 
happy  to  learn  that  your  faith  in  Christ  remains  steadfast  with  the  hope  that 
serves  as  an  anchor  of  the  soul  to  bear  you  up  and  sustain  you  in  the  decline 
of  years.  I  must  now  inform  you  with  regard  to  my  family .Winchester , my  second  2 
son, was  taken  sick  $ne  year  ago  last  February  and  has  not  yet  recovered  his 
health. His  complaint  is  within  the  left  breast  in  the  region  of  his  heart, but 
I  think  he  will  eventually  recover  his  health. Li scomb, my  oldest  son, and  Paul 
James, my  youngest  are  well. The  health  of  my  wife  at  present  is  very  poor. My 
own  health  is  very  good, although  I  begin  to  feel  the  effects  of  old  age  creep¬ 
ing  upon  me, which  tells  me  that  the  evening  of  my  days  are  approaching. You  des  = 
sire  me  to  write  to  my  brothers. I  will  do  so  as  soon  as  may  be. I  have  heard  yi/jt 
nothing  of  them  of  late, but  presume  that  they  are  well, otherwise  I  presume  I 
should  have  heard  from  them. I  received  a  letter  from  Liscomb  the  last  of  April 
that  he  should  set  out  for  this  country  the  15th  of  May  but  he  has  not  yet  ar¬ 
rived. I  hope , however , that'  he  has  enterprise  enough  to  leave  those  rugged  re¬ 
gions  of  the  north  for  the  milder  climate  of  the  south  and  one  more  favorable 
to  the  enterprise  and  the  industry  of  man. If  Liscomb  has  not  set  cut, direct  him 
to  call  at  Reynolds  Bason, in  Royal ton, for  me  as  I  live  on  the  canal.  My  place 
cost  me  925.OO  per  acre. I  have  since  been  offered  §lj.0.00  per  acre  and  have  refu 

fused  to  take  it, notwithstanding  I  have  yet  to  build  a  house  upon  it. Should  I  p 

y 

be  offered  -,?50.00  per  acre  I  may  sell, but  nothing  less. When  I  have  built  it  wil' 
be  worth  96O.OO  It  is  astonishing  to  see  the  rapid  growth  of  this  c cunt ry .Many 
farms  which  were  in  the  shape  of  nature  20  years  ago  could  not  now  be  purchased 
under  B100.00  per  acre. The  farmers  are  becoming  rich  from  honest  industry .And 
although  lands  are  now  beyong  the  reach  of  the  poor  man  in  this  country, yet  in 
Ohio  and  Michigan  there  are  abundant  lands  for  ten  shillings  per  acre  equally 
as  good  as  those  in  this  vicinity.  Finally,!  must  take  my  leave  of  you  at  pres¬ 
ent,  hoping  that  I  shall  see  you  in  the  land  of  the  living.  My  wife  and  childrer 


' 
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join  me  in  sending  their  best  respects.  I  subscribe  your  humble  and  obedient 
son,  Liscomb  Knapp.  P.S.  Dear  sister  Judy, as  the  care  of  our  mother  now  devele* 
\  ops  on  you, if  there  is  nothing  left  of  her  property  to  support  her, it  would  be 
unreasonable  for  you  to  bear  the  whole  expense. I  hope  therefore  that  other  bro¬ 
thers  and  sisters  will  be  willing  to  do  their  part  and  for  me  I  am  willing  to 
do  it . 


o  ?  k  3  2  1 

189 .FRANCIS  LISCOMB  KNAPP,  (Paul,  Seth.  Samuel.  Aaron.) 

B.N.H.May  5*1789,  (or  Mass.) 

D.July  4*1660, aged  71  yrs.Both  buried  in  old  Central  Cemetery  ,’Jaterbury,Vt. 

M. Rebecca  Eaton. She  b  .Nov. 25, 1789. d. Apr  .21 ,1819. 

6 

498.  Liscomb  Francis ,b . July  19, 1814 . d . July  10, l840.m. Rebecca  Longmaid. 

6 

499.  Roxel any, b. July  19,1814. (a  twin)  d.Feb .15,1901 .Buried  in  Old  Center  Cemeter. 

?) 

y, Waterbury  or  Stowe ,Vt .Name  on  monument  is  Roxana .m. 1835, Jacob  Gile (Guild 

A 

He  d.Feb. 24, 1891, aged  83  yrs .Had: (l)Sarah,b .Oct .1,1841 .d. Dec .27,1921 .m. 

Amos  Robinson. (2 )George,m.Cloda  or  Inda  Haseltine  and  had  Arthur . -Frank . 

(3)Llscomb. (4 ) Alma, b . 1855 «d .1916 .m.  Prescott  and  had  son  Kyron.(5)Eli- 

za, b. Sept. 13, 1838. d. Sept. 18, 1843. 

6 

500 . William, b .Apr .21, l8l 9* Waterbury  (Stowe)  Vt . d . Apr . 6,1854* Calio ,Feru .m. Or ill a 

_ _  who  d. Apr .25,1843* age  25  yrs.  Bible  records. and  GR. 

6 

501 . Terphene, ?  b.l8l9,Vt. 
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208. HIRAM  KNAPP ,  (Moses,  Moses.  Moses.  Aaron.) 

B. Apr .18, 1787, Franklin, Mass . 

D. Aug. 18, 1865, Franklin, Mass .A  widower . 

M .May  20,l8l3,Lois  Clark, dau. of  Abijah  &  Meletiah  (Pond)  Clark. 

502 .Gilbert.  Clark, b .  Jan  .12  .iSlk.d .Aug. 27 . 1883  .m  .T.nci  nda  goddard 

501  °  •  tfvtar  K3t 

Emilia, b  .i*  eb  . 26 , 18l6  .m. Apr .  1840 , at  Franklin,  Joel  Edward  Hun.t./«-'/L4^'<(^v“' 

5 04. Silvia  Lucretia,b. Dec. 5*1817. m. at  Franklin, Kay  l,lS4l, James  S.or  N.Rand.^ 
505 . Hiram, b. Apr. 20, 1820. d. Dec. 28, 1885 .m. Elizabeth  Pierce  Goddard. 

•2l,118e89.adminiStered  hlS  father's  estate,  and  his  mother's  estate  June 


ZIP  -  —  . 


' 
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210.  ALFRED  KNAPP.  (Moses.  Moses.  Moses.  Aaron.) 

. 

B. Oct .6,1791 , Franklin, Mass . 

>  d  .wi/wmmmtf/uMt-mmmMw  ■ 

M.July  1|, I6l6, Eleanor  Hawes , Franklin, Mass . 

6 

506.  Susan,  b.  Sept.  28, 1819, Franklin. m.  May  3  ,l8L|-3  j  James  Paine  Ray, Franklin. Had  (1; 

Edgar  Knapp ,m. Margaret  Lydia  Rand. (2) James . 

6 

5>07.Iiatilda  Hawes, b. Oct. 3,1822. d. Apr  .8, l8l|_6, of  consumption. Single  .A  straw  sewer 
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211 .MELVILLE  KNAPP,  (Moses.  Moses.  Moses.  Aaron.) 

B. Dec  .2^.,  17 93 , Franklin, Mass . 

D .Feb .21,1855* aged  6l,of  Dropsy, a  widower  at  Woonsocket ,R . I . 

M.lst  Clarinda  Pond  Nov. 30, 1815 , Woonsocket .b .Nov .11 ,1797 .bapt . Jan. Ik, 1798  . 

d. Aug. 6, 1827. 


I 


I 


j 

f* 

| 


► 


2nd  Prudence  Thayer,  intentions  published  Oct .1 ,1828, Norfolk, Co ., Mass  . 

6 

508.  Rebecca  0rven,b  .  Feb.  9  »l8l9.d.  Sept  ,22,182b. . 

6 

509 .  Charlotte  Clarinda ,b . Dec  .1 , 1821  .m .  Jan .  13  ,l8b.6, Albert  Thayer ,b  .  June  16,1819- 

d. Aug. 5, i860 .Had  Walter  Melville ,b . Jan. 8, 1850, Detroit .m .Feb . 9, 1071 , Lillie 
Graham  Mills  .-William  Henry,b.Feb.ll,l85b-.d.Nov.6,1926,Los  Angeles  .m.  Jan. 
9,l877jSophia  Louise  Sabinejwho  d. Nov.  10, 1932 . 

510.  Charles  Melville,  b.  Feb.  22,  l82b..d  .Dec  .[(.,1829  .Drowned  . 

5ll  •  Charles  Melville,  2nd,  b  .Oct  .18,1831  •  d  .Apr  ,1b.,  1893  >  at  Soldiers  Home. Buried 

there . 

6 

512. Harriet  Madelia,b .Feb .17,1836 .d. July  1,1836. 

5  4  3  2  1 

211. Clarinda  Pond  was  dau.of  Cutler  Fond. -Timothy. -Samuel. -Ephraim. -Samuel. 
Cutler  Pond  was  youngest  son  of  Timoth^nd  a  Major  of  Militia, lived  at 
Franklin, Mass. and  joined  the  church  there  July  2 7 , 1 7 9)| . b . Aug .  21+ ,  1 7  7)4. ,  Wr  en  than . 
d.  Apr  .3*1857,  Franklin,  m.lst  Hannah  Wood  who  d.  Aug. 30,1827  in  her  52nd  year. 2nd. 
Dec. 21^,1 829, Lydia  Temple, of  Holliston.Had:  (1  )Clarinda.  (2 )  John  Pre s ton, bap t .  June 
8,1800 . (3 )Hannah  Cutler ,b .July  19,1807, Franklin.  (From  Genealogical  Record  of 
Daniel  Pond  and  his  Descendants , by  Edivard  Doubleday  Harris, 1873* ) 


. 
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213.  GEORGE  WASHINGTON  KNAPP,  (Moses.  Moses.  Moses.  Aaron.) 
B. Dec. Z[\.  or  29,1 799, Franklin, Mass . 

D. 

M^oept .21, 1023, Clarissa  Snow, Hardwick, Vt.,b. 1792. GR. 

513. JuHa  Sequestra, b. July  13,1843.?  d. Oct. 16, 1843. 

514 . M.  T.  b.1840.  ? 

6 

5l5» Dana. 

6 

516.  George  W.,b.Aug.27,  or  Aug., 182?. 

D 

517.  Ezra,  b. Feb. 13, 1829. 

An  ini'  ant  d. Oct  .20,1830. 

An  infant, d. Oct. 22,1830. 


•5  J 

216.  GIDEON  GROVER  KNAPP,  (Samuel.  Moses.  Moses.  Aaron.) 

B.Mch.l9,1777,Mansfield,Mass. Settled  In  Brevier, Me.  in  1800.  (or  Brewster?. 
D. Feb. ,1803. Killed  by  a  falling  tree. 

)  M.Mch.  18,1802, Rachel  (Sarah)  Mann.both  of  Orrington,Maine,by  Col.Jona  Eddy. 
518. Sylvia, b.ca. 1803. d  at  age  23, killed  by  lightning. 

|  222,  M0SES  KNAPP,  (Samuel.  Moses.  Moses.  Aaron.) 

B. Feb. 21, 1787, Mansfield, Hass,  or  Brewer , Penobscot  Co., Maine. 

D. Aug. 21  or  27, 1872, Bradley, Maine. 

M.Sept. 8, 1810/11, Abigail  Eddy, b. Sept .29,1791, Eddington.Me.d.IIov. 25, 1857, Mil- 
ford, Me . ,dau.of  Ibrook  &  Lona  Eddy. (See  Eddy  Genealogy.) 

Sl9.SgSuel,b.DeC.30,16ll.a.Sept.l2,1884.m.Almary  Willard  and  Adeline  Heald. 

520.  Hiram, b. June  13, 18l3.d. Sept. 15,1833. Single. 

521. ^hn_N.,b.Moh. 21,1815. d. 1890.m. Jan. 25,1844, Eliza  Whitney. 

522.Sabra  Sophronia.b.May  12,18l7,Bradley,Me.d.Nov.4,1867,Milrord,Me.m.Oot.29, 
1843,at  Bradley, James  Poss,b.Dec.24,1811,Houlton,Me.d.Aug.3,l662,Kilford,Ke 

)  James  Oscar.  (2)hoses  HehRy .  (3 Hbigail  Augusta.  (ii)Oaroline  Sophronia, 

ro,  /•18SllM11'ord>“-lS8l, Clark  F.or  N.Webster,b.l852.  (5)Victoria  Salome. 
523.S2i^£2^,b.Apr.9(18l9_d_Jan>29>i888>in_juiy  6)i8Si(0aroiine 


> 
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52k. Cvrus  C.,b . July  25, 1821. d. Dec. 29, 1870. m. July  k,l850, Phoebe  Foss. 


o 


525.  Janes  Y.  ,b.May  12, 1825. d. Apr  ,2k, l86i*..m. Apr  .13,1850, Millie  Billings  . 

— 6  ^ 

I  526. Sylvia  Salome ,b. Feb . 2, 1829. d. Sept .13 ,1906 .m. Judge  JamesA James on, Oakland, Cal 

6 

527.  Abigail  Augusta ,b .May  1 ,1830 .d. Jan. 11 ,1870 .Single . (D.A .R . ) 

6 

528.  Levi  Grover ,b .^eb. 15, 1833. d.Mch. 2 7, 1852. Single . 

6  ( 

529«Sophronia,  m. James  Foss. Had  Carrie . (D .A .R . )  (See  #5 22.) 


5  k  3  2  1 

226.  OLIVER  KNAPP,  (Oliver.  Moses.  Moses.  Aaron.) 

B.Apr .10,1 786, Sturbridge ,Mass .  Res .Franconia, N .H . 

D.  Probably  Sturbridge  or  Franconia. 

M  .1813  ,Betsie  Sargent ,  Thornton,  N  «H  .,  dau  .of  Jacob  &  Mary  (Pattee  )  Sargent.  /// 

Jacob's  will  probated  ,l832,Bricton?,N .H .  At  Goffstown  prior  to  1780. 

6 

530.  Mahala, b. 1816 .d. 1882 .m.l8k0, Hampton  Aldrich. 

6 

531.  John, b. I8l8  .m.l8I(.2,Lodusky  Hallock.  Mo  children. 

6 

532.  Artimus, b. 1820 .d. 1890 .m.Lizzie  Wyman. 

)  0 

533.  Mary, b. 1822.  m. 1852, John  Fifield. 

6 

53k. Lartha,b. 1828.  m. i860, John  Hubbard. 

6 

535. Jacob  A., b. I83O.  m. Phoebe  Parker. 

• 

5  k  3  2  1 

228. JAMES  KNAPP,  (Oliver.  Moses.  Moses.  Aaron.) 

B. Jan. 10, 1790/91, Sturbridge, Mass.  A  farmer  at  Franconia  and  Lisbon, IT .H. 

D.  Lisbon,N.H. 

1 

M.  Rhoda  Holland. 

6 

536  .Georre ,b .Lisbon, N.H .  Res .Laconia, N .H .d .1865, Metakez  or  Natezek, Miss .Served 


in  Co  .D.  ,<Jth  Regt.  ,N.H.Vol.  Died  in  service,  m  .Mary  J. Farrar. 

6  JL 

537  .Charles  Cogswell  ,b. May  15, 1820.  d.  Jan.  19, 1893  .m.  Mary  C. Cogswell  &  M.E.Fo^lei^ 
538. Henry.  i 


539. Willis. 

*  6 

5k0.Almeda,  m.__ 

5kl*Abbie,  m. 

6 

5k2. Harriet,  m. 


_Bowles . 
Fairfield, 
Priest . 


[: 

A 


r?.«  t-uj-. 
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1 1 


51|-3  .Mary ,  m. 
6 


___  Sawyer. 
544- • Eunice,  m. _  Smith. 


5  4  321 

231.  GEORGE  KNAPP ,  (Oliver.  Moses.  Moses.  Aaron.) 


B.Apr .8,1797*Sturbridge,Mass.  Res.  , Colebrook, N.H  . 
D.  at  Stewarttown,N .H . 


5 


M  .Nov.  21).,  1 8 25 > Fanny  Chandler ,b . Sept .  15, 1797 - d .Mch . , I876 ,  dau .  of  Ezra  o;  Fannv 

,  x  4-321 

**3-  (Allard)  Chandler  .-Seth.- Joseph. -John. -William  Chandler.  Fanny  m.at 


Landuff ,N.H . 

6 

54-5 ♦  George, b. Dec. 6 ,1826. d. Jan. 26.1 907. m. Elvira  Estelle  Little. 

6 

54-6.  Per  ley  Chandler,  b.  Apr  .9, 1828,  a  farmer  at  Stewar<fctown,N.H  .b  .  at  Colebrook,  N.H, 


m.M, Louisa  Heath, Stewar ttown, N.H .  Had  3  children. 

6 


54-7  .Alonzo  ,b  .Mch .  28, 183O,  Colebrook,  N  .H  .m  .Is  t  Jane  Grimes,  St.  Johnsbury  ,Vt .  Had  2 

Noyes 


children.  m.2nd, 
6  . 


54-8 .Melissa,b  .I83I .  d.  Jan.  or  Dec .17 > 1858, 

I  ,  6 

f  54-9- Joseoh  Chandler ,b.  Jan. 6, 1832.  m.Lovina  Elliot. 
6'  . 

550 .William  Chandler, b . June  6 , 1835 .m.  Marshall . 
6 


55l .Ezra,m. July  21, l86l , Sarah  Hannah  Sargent 
6 


552 . Chandl er , b  .Mch.  16,1838,  Colebrook, N.H  .m. Hannah  Sargent, of  St ewar ttown, N.H  . 
Had  one  child. 


113,0.  0116  CnXJLQ#  / 

553. Veter,  d.May  17>l874-jP°^boro ,Mass . 


231. George  had  a  farm  of  50  acres  on  a  hillside  in  the  center  of  Colebrook. 
Fanny  had  a  large  frame  and  the  jet  black  eyes  of  her  grandmother , Eunice  Durkee. 
(D. A. R. records  a  Geo .H .Knapp ,m .Mrs .Fannie  E._ __,b .Bridgewater, Mass ., a  descenda- 


ant  from  Lieut. Isaac  Hartwell, Mass  .Revolutionary  soldier.) 


* 


_ 
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6  5  k  3  2*1* 

23^.  AARON  KNAPP,  (Aaron.  Aaron.  Aaron.  Aaron.  Aaron.) 
B.  1775  >  Rehobo th, Mass . 

D.  1843*  Died  at  sea  with  schooner  "Sarah  Ellen." 


T 

; 


M*  Mary  _ . 


wuUi  HP*- 


551|.  Sadie,  b'.1799,Rehoboth .  m.  Jan.l8,l88(i(  ? )  Richard  Cas;^ell,Jr. 

7 

955. Aaron. ,  b .1803 .m.Dec .ll,l825,Rebecca  Moore. 

7 

556.  Martha, bapt . June  2,l805,or  Oct. 30,1796, Marblehead, Mass  .?  m. Jan. 20, 1822, 

\ 

John  Ingalls , III ,b .Oct . 6 , 1797 .d . June  8, i860, Marblehead, Mass ., son  of  Thom¬ 
as  &  Mary  (Bassett)  Ingalls . (Perhans  she  was  dau.of  Peter  &  Sarah  ?) 

7  ' 

557*  Nathaniel  P . ,b .l80S.m. Sept .20,1826  Margaret  Bond. 

8  5  4  3  2  1 

237*  PETER  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B.July  26, 1766, Rehoboth, Mass . 

D. after  I832, Covington, N.Y. 

M.  Priscilla  Owens. 

7 

558 . Rufus  ,b  .May  16 ,1783 .  d.  June  i^,l8i(.5  .m. Wealthy  Goodrich, in  1803. 

7 

559.  Amos, b. Nov. 30, 178Ll, Hanover  or  Hardwick, Vt  .m.  Oct  .13 , 1816 ,  Sally  E.Dutcher ,  of  I 


Cherry  Valley ,N .Y . (Cherry  Valley  Presbyterian  Church  record)She  b.July  31 2 


1791  .d.Mch.21  ,l8i|_2, dau.of  John  &  SylvpA  (Beardsley)  Butcher, a  Revolution-  < 
ary  soldier .  (Perhaps  he  also  m.Phebe  B.  )  Perhaps  his  name  was  Amos  Willis? ' 
iam  or  William  Amos) (See  D. A. R. record  of  William  Knapp.) (See  Church  Rec¬ 
ords  of  Vt . 


560. Betsey, b. May  18, 1789, Ashford, Conn. (A  Betty  Knapp  m. Nov .12,1787, Ebenezer 

18 


Lincoln, at  Taunton.) 

£82. Polly, b .Sept . 7,1795* Rome ,N.Y.  ?  m.July  2, 1816, Nathaniel  Chamberlain 

563 . Nancy ,b .Mch. 23, 1798, Hanover, N.H .  A  twin. 

7 

564.  Randall  or  Randle, b.Mch. 23, 1798, Hanover , N.H .  A  twin. 

565. GeorgeJ(!(asMnstpn,b. Aug. 17,1800 .m.Jan.l5,l82i;,Evaline  Vail. 

7 

566 . Ebenezer, b.July  12,1798?or  Oct .31 ,1802 .m. Hannah  Kimball.  t 2.0 

237.Beter  was  Town  Clerk  at  Hardwick, Vt  .for  ij.  yrs. Lived  at  Ashford,  Conn,  in 
1783,  Hanover,  N.H.  in  178/4.,  Rome , N.Y. in  1796, Covington, N.Y  .in  1796,Panna,N.Y.in 
1830, back  to  Covington, N ,Y .in  I832  and  died  there. 


numm  ii.iii 


* 


■ 
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6  9  k  3  2  1 

238.  ASA  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron. ) 

B. Jan. 21, 1768, Rehoboth, Mass . 

D. Dec. 9, 1852, Pine  Plains, N. Y. , Dutchess  Go. 

K. 1st, Elizabeth  Chevalier , Pine  Plains, who  d.Feb  .li.,l809,aged  3^  yrs. 

2nd, Mrs. Phoebe  Gray. Also  called  Phoebe  Conklin, b^.Y_.Ayed  78  in  iSpO. 
967  .Henry  ,b  .  Jul^  ,1792 -june  3Q,l8k9.m.Mch.l,l8l7,Ann  Harris. 
968.Warren,b.ca.l8o9»d. Jan. 19, 1889 .m. Clarissa 


969. Peter  G .  ,  (r.P 10  ~3 /-IS** ’« 


/ 


970 . Hiram, of  Palmyra ,N .Y . 

7 

9 71.  Richard, b.Hch .11;,  1799. d. Dec. 28, 1879. n.Mch.  13, 1819, Margaret  Simmons  . 

7 

972 . Abraham,b .Dec  .8,l807»d.Feb.20 ,1862 ,m. ca .  1 8i_ir 7 , P amelia  W .Perkins  . 

“7  N  .Y . 

973*KArriet ,m. John  Gray. Had  John. -Chloe .-Mary .Harriet  buried  at  Castle  Creekj^ 

97l|.Sally  ,m. Richard  ^rayjbro.of  John. Had  Ambrose. -Jesse  .-Hiram.  -Harvey  .-Rhoda. 

Sally, aged  I18  and  Richard, aged  93  in  census  of  1890. 

7 

979»Farmelia,  (Pliama  in  father’s  will)  m. Richard  Gray, cousin  of  above  Richard 

and  John,  of  Castle  Creek, N.Y. Had  John. -Albert. -Eli. -Catherine. -Richard. 

7 

976 . Asa,b .Mch .11,1811 . d . Aug . 23 , 1896 .m . Philuria  Plummer . 

7 

977.  Eli, b. May  8, 1813 .d.Mch.2^,l876.m. Deborah  Gray. 

238. Asa  was  a  farmer, a  Democrat, a  Baptist .Moved  to  Pine  Plains, N  .Y  .about  t 

Mount ian 

1790  and  died  there,  aged  8I4.  yrs.,10  mo., 3  da. ,  Winchell/Burying  Ground, near  Mil 
lerton,N.Y .He  was  called  ’’Lieut"  .Had  a  son  Eli, d. Sept. 18,1791, aged  7  days, and 
a  dau.d. Apt;. 17914., aged  8  days.  Asa’s  will  was  made  June  19, 1892  .Proved  Apr. Ik, 
1893 -Eli  Knapp, executor . (Dutchess  Co. , Surrogate . )  Widow, Phoebe .Citations  to 
following  adults: Richard. -Warren. -Abraham. -Harriet, wif e  of  John  Gray. -Sally ,wA: 
wife  of  Richard  Gray. -John  Gray. -Albert  Gray. -Luther  R .Harris . -Eunice  B. Knapp, 
wife  of  Lyman  Lyon. -Peter  Knapp .-S .Lodovici  Knapp. -John  E.and  Harriet  G. Knapp. 
Citations  to  following  minors : Cornelia  Knapp, of  Barker , Broome  Co ., N.Y . -Eliza¬ 
beth  Knapp.  Also , citations  to  Hiram  Knapp , Palmyra, Wayne  Co. , N.Y. -Nathan  Knapp, 
son  of  Peter . -Betsey  Knapp, wife  of  David  Daggett, Palmyra, Wayne  Co ., N.Y .-Caro¬ 
line  Knapp, of  Palmyra. -Weal thy, wife  of  John  M. Spencer, Clyde, Wayne  Co.,N.Y.Pub- 

C  • 

lished  in  Albany  Evening  News.  To  Asa  Knapp, of  Illinois. -To  Eleazer/Knapp , of 
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Calif .-John  Knapp, of  Calif., and  all  other  heirs  of  Asa  Knapp , deceased, of  Pine 
plains  who  died  testate, leaving  Eli  Knapp , executor .-To  Abby  Knapp , address  unkne 
^  known.— Eli  Gray, address  unknown. -Two  infant  children  of  Mary  Ann  Harris , deceas¬ 
ed, names  and  addresses  unknown.  Asa  d.Dec .17,1852  at  Pine  Plains.  The  petition 
of  Eli  Knapp, the  executor , names  Richard, Warren  and  Abraham  Knapp , Harriet, wife 
of  John  Gray, Sally, wife  of  Richard  Gray, of  Barker , Broome  Co . ,N.Y ., Hiram  of  Pal¬ 
myra,  Asa  of  Illinois, all  his  children  and  all  of  full  age, and  Eleazor  Knapp 
and  John  Knapp  of  Calif ornia, Nathan  Knapp .Betsey  Knapp  wife  of  David  Daggett, 
Roxanna  Knapp  (her  name  omitted  in  first  statement ),  Caroline  Knapp, of  .talmyia,/\f 
afore said, Weal thy  wife  of  John  M.Spensemof  Clyde, Wayne  Co. (called  spencer  in  i j 
first  list), Abby  Knapp  of  Palmyra, a  niece  and  child  of  Peter  Knapp, a  deceased  /■ 
son  of  testator,  and  John  Gray  and  Albert  Gray  of  full  age, and  Eli  Gray  of  Bar¬ 
ker, Broome  Co., N.Y. children  of  Permelia  Gray  a  deceased  dau.of  testator,  and 
Mary  Ann, wife  of  Luther  R. Morris,  Eunice  B.wif e  of  Lyman  Lyon,  Peter  Knapp, 
S.Lordici  Knapp,  John  Harris  Knapp,  Harriet  Gray  Knapp, all  above  adults,  and 
\  Cornelia  Knapp  and  Elizabeth  Hinkle?  Knapp. both  minors, all  children  of  Henry 
Knapp, a  deceased  son,  Roxanna  Knapp  of  Castle  Creek, Broome  Co., waived  citation] 
all  children  of  Henry. 


> 


6  5  4  3  2  1 

239.  ABEL  KNAPP ,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B.July  15, 1769, Rehoboth, Mass. 

D  .Kch.  I,l81|,5,  Berlin,  Vt. 

M. Jan. 29, 1799, Miriam  Hawke s , b . Chari emonte , Mass. 1779, d .June ,  1865 ,Moor e s , N .'I 
7 

578.  Roswell  Hawks, b .Jan. 15 j 1800 . "Wednesday  about  1  A.M."  Berlin, Vt. He  was  a 

lawyer  at  Montpelier ,Vt. Left  home  in  1831  and  was  never  heard  from. Admit¬ 
ted  to  the  bar  In  1823 .Probably  m6ved  to  Ohio. 

579. Abel,b.Aug.28,lS03.d.July  7,1892.m.Maria  Southwick  and  Ham, ah  Warren. 

£80. Almira, b.1805, Berlin, Vt.m.Stephen/Emerson, Apr. 30, 1828  by  Rev .  Jas .Hobart . 

58l.Ro.ym  Oryie.b.July  24,1807.m. Jan. 6,1831, Susan  Bishop. 

•*:'eb*26,1809.d.l'la7  31, 1898 .m. Fanny  Carter. 


. 
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583 . Solon ,b ,l8ll .  m.Almeda  Southwick. 

7 

581^.  Julia, b.  Jan. 6, 1813, Berlin, Vt.m. Nov. 18, 183O, Dr  .Owen  Smith, by  Abel  Knaop, 

J.P. Dr. Smith  b. Oct .10,1803  or  July  27, 1807, Harlow, N.H . 

7 

585.  Evaline,b.Kch. 21, 1819, Berlin, Vt.  m.H .S .Churchill . 

586.  Harriet, b.Mch. 11, 1801, Berlin, Vt. 

239. Abel  lived  in  Washington,  Conn,  in  1781]., moved  to  Hanover , N.H  .and  then  to 
Berlin, Vt.v;hereAwas  a  farmer,  surveyor , Clerk  of  the  town  for  50  consecutive  jf//', 
year s , Justice  of  the  Peace,  Judge  of  Probate,  and  Representative  to  the  State 
Legislature, 1809  -  l823.He  was  a  Whig.  His  will  was  made  Mch. 1,1833. (Perhaps 
b .at  Willington, Conn. )  Berlin  records,  "His  record  is  on  high". 

6  5^321 

2q-0 .  EBENEZER  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B .  Jan .5^,  1 776, Rehobo th, Hass  . or  Willington, Conn. 

D. Oct. 6, 1849, Berlin, Vt. 

M. Nov. 17, 1804, Irene  Curtis  (Wright^of  Hanover, N.H.,b. Aug. 5, 1775. d. Kay  22, 

^  k,u-  •  . 

1 843  \  Her  1  in ,  V  t . 

I  Cj 

587.  Sarah,  b.  Dec.  6, 1805, Berlin,  Vt.d. Nov.  22, 181^9,  Berlin,  Vt.m.  Jan.  12, 1830,  Dr. Dan¬ 

iel  Bates.^^^^^^^'*^/^^' 

588.  Caroline, b. Oct. 27, 1807, Berlin, Vt.d. Jan. 27, 1809, Berlin, Vt. 

589 • Irene ,b .Hay  29,1809, Berlin, Vt.d. Dec . 30 , 1885 .m. Aug .19, l8kl , Philander  Owens  . 

590. Huldah,b. Jan. 18, 1811, Berlin, Vt.d. Peb ,2k, 1813, Berlin, Vt. 

591.  Joseph  Cur tis,b. June  11 ,1813 . d . Jan . 27 , 1882 .m . Sarah  A. Benton. 

7 

^92  .Laura  ,b .  i;ov  .15 , 1817 ,  Berlin,  Vt  .Living  in  1882  at  Orange , Mass  .with  her  dau. 
Flora  E.  m.Oct  .  6,l81pL,Isaac  Tichenor  Davis, b.  June  20, 1803, Montpelier ,Vt . 
Settled  in  Berlin, Vt .d. Mch .26,1869, Keosauqua, Iowa. They  moved  to  Iowa  in  X/ 
1866.  (See  "Descendants  of  Samuel  Davis, of  Oxford, Mass  .page  221.") 

593  -  Lucy  Luthera,b  .Mch .  30 ,1820 .  d  .May  27, l850.m.A.ug.30,l8i]_8, Duron  Whittle  say. 


'  I  >.«i  i 


■ 


-  • 


?)|3 .  DAVID  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B .  July  10, 1783,  Willington,  Conn,  (or  1781,  Rehobo  th,  Mass.  ?)  (or  Hanson,  N.H .?  ) 
D.  Aug.  1,18614.,  Berlin,  Vt . 

M.Mch. 31, 1807, Prudence  Nye  . ^ 

5 94 .  Pr udenc e^2  mV  (Guy  Ginbuwn.?(or  Ginbrunl ) 3-^ -1&0  vh 

7 

595. Karv  Ann,  m.  Joseph  Thurston. 'ck3m 

7 

3' 96 .Martha, b . Nov .  18 , l8l8 .m.  1850 , Daniel  Sanborn . 

7 

597. Eavid  Nye,  d.June  13. ,1819* aped  24  yrs. 

7  ,/  M 

598.  Cynthia, b  . Mch. 2, 1821  .m.Mch. 1,1839, Philander  M. Dustin f<L.f-jo-/%?b 

\  d..i0-zs-/»?3- 

6  5  1+321 

?)[)  |  .  MASON  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B .Feb . 2 ,1785 , Millington, Conn. ( or  Kay  19, 1779. Conn. Vital .) (or  Feb. 22,) 

D.Oct .17, 1871, Channahon, Illinois . 

K.l808,Nabby  (or  Libby)  Tryon.(or  Tyson?)She  b.l788.d.l86l. 

7  • 

599. Ira  Owens, b .Feb. 12, I8l0.d. Jan., 1693. m. Almira  Joslyn.and  Ann  S. Peebles. 

7 

600.  Eliza  Maria, b  .  June  l[i,l8l2,Barre,Vt . 

7 

601.  Emily  Smith, b .Feb .17,1815 •  m. Henry  DeMerritt. 

T 

602 . Elizabeth  (or  Eliza)  Maria, b .Kay  2,l8l8.m.May  15,1836 , Samuel  DeMerritt. 

7 

603.  David  Tryon,b .Jan. 2, 1821 ,m. Caroline  Augusta  Vail  and  Anna  Walker. 

6OI4.. Nancy  Montague  ,b  .Mch.  15,1823,  Barr e  ,Vt  .m.Dec .  21  ,l8iil , Orson  Hutchins  . 

7 

605.  Honor e,b. May  9, 1328, Barre,Vt.m. Arthur  McCreery 

7 

606 . Harr let, b .Dec . 12, 1834 ,Barre,Vt .d.l902.m.l 854, James  Beggs ,b .1834* d .1919 • 

Had  Ella, b. 1857. d. 1889. m. 1878, Samuel  Maher ,b .1854* 

244*Mason  lived  at  Barre  and  Montpelier, Vt.Mooretown,N.Y. and  Channahon, II 


6  5  4  3  2  1 

246.  NATHAN  KNAPP,  (Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B .Mch. 19, 1781/90, Willington, Conn. Lived  in  Hanover, Vt. 

D.  Northf ield, Vt . 

M.  Louise  Grinnell. 

7 


607«William  Wise ,b .Feb .27,l806.m.Serepta  _ . 

7 

608 »Louisd^,b  .Berlin, Vt .  m.John  Ferris  ,Roxbury,Vt . 


and  Royal tonrVt. 


I  OKi..:d 
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609 . Che ster , b . July  10, 1810, Royal ton, Vt .  - • 

7 

610.  Charlotte, b. Berlin, Vt. 

)  611. Samuel  Oliver ,b. Apr. 21, lGl6.d. Jan. 6, 1883 .m.Sarnh  L.Balch. 

612.  Nathan,  b.Kch.i)-  or  7, 18:4,  Royal  ton,  Vt  .Res  .Berlin,  Vt .  (Town  records  by  Abel 

Knapp, Town  Cleric.) 

7 

613.  Elvira  or  Alvira,b .Oct .27, l8l8 , Berlin, Vt . 

7 

614.  Eason, b. Feb. 2£, 1323. m. Mary  Maria  Swain. and  Helen  M. Emery. 

7 

615 . Henriertajh  .Oct  .27, 1818 . d . Apr  .1826  .  (or  b .  1 S2I4. . ) 

7 

616.  Henrietta  Ann, b .Dec . 15,1826, Northfield  o£  Berlin, Vt .m. Nathaniel  Leland. 

7 

61 7 .  Ge  or ge , b . Kay  13,l829.d.  July  lit.  1895  .m.Docinda  .Res.  Jackson,  Klch.b  .at 

Nor thf ield, Vt . A  student  , age  22, in  1850. 


6  5  k  3  2  1 

2k8.  GEORGE  KNAPP,  (David.  Peter.  Aaron.  Aaron.  Aaron.) 

B. Nov. 22, 1789/70, Exeter  or  Providence, R .1 . 

D. Apr .2,1844, Norwich, N.Y.  or  Apr .9,1845 >a~ed  75  yrs. Buried  in  an  open  pas~- 
ture  on  the  Barnes  farm  at  Haynes, East  River  Road,  Town  of  Gxf ord, iSlplp . 

■ 

M.Dec  .28, 1797, Mary  Rathburn, Providence, R  .1  .b  .  June  7  >1776,  SeventorRjE  .Jl  .dau.  ! 

| 

of  Simeon  &  Mary  Rathburn.  Mary  Rathburn  d. Dec .1,1857, Norwich.  Her  mother 
was  b.July  4,1713  *  (Perhaps  Simeon's  wife  was  Ann  Russell,  b.  at  Swanton,R  .5. 

6  5  4  3  2  1 

Simeon  was  son  of  Thomas.  John.  John.  John.  Richard . (GR . says  Mary  was  o. 


June  7, 1 775. d. Dec.  1,1^58,  acred  80  yrs  .  )  Swanton,not  Seventon .Mary  lived 

at  Eastern, R. I. 

7 

6l8 .Anna, b .May  12, 1800, Providence, R .1 .d. Nov .16, 1885  at  the  home  of  her  dau. 

Mary  Ann  Hull , Hinsdale , N.Y .m.  July  4,  1822, Charles  C  .Hatch, Oxford,  Chenango 
Co. , N.Y. b. Nov. 10, 1798. d. Aug. 6, I867, son  of  John  &  Martha  (Bassett)  Hatch. 
Had  (1 ) Charles, b .Feb .7,1825. (2 )  John,b.Mch.l6,l827^George  E. ,b .Feb .23 , 
1829,  a  Baptist  preacher  .  (IfjHarriet  E .b  .Feb  .25,1831  -d.  July  13,1863, of  diph¬ 
theria.  (5)John  Rathbone,b.Mch.25,l833«  (6)Hiram,b. Feb. 24,  1835*  (7)Eliza 
Jane, b. Feb .18,1837. (8 ) Washington  3.b.Mch.ll,l839. (9) Sarah  E.b.Oct .12,l3El 
(10 )Arvilla,b .  June  27,1845*  (ll)Mary  Ann, b  .Feb  .  7,1825*  Anna  writes"!  was 
b.in  Exeter, R .1 .My  father's  name  was  David  Knapp, of  Providence ,R  .1 .  My 


1 


'i  \ 


j 


7b 

mother's  name  was  Mary  Rathbun,dau.of  Simeon  &  Anna  (Russell)  Rathbun,of  Exeter, 
R.Itl  was  b . in  Exeter, R .1  «May  12,l800.When  I  was  1;  yrs.old  I  was  taken  by  my  f/. 

( father  and  mother  to  Oxford,  Chenango  Co., N.Y.  When  I  was  16  yrs.old  I  experienc¬ 
ed  Religion  and  joined  the  Baptist  Church  at  Oxford.  When  I  was  22  yrs.old  I  m. 
C.C. Hatch, of  Oxford. He  was  a  professor  of  religion  and  belonged  to  the  same 
church. We  lived  in  the  bonds  of  unity. In  1826  we  moved  to  Ischua, Cattaragus  Co. 

N .Y .We  lived  there  till  we  had  11  children, lost  one  little  son. Raised  10  to  man¬ 
hood  and  womanhood, 5  sons, 5  dau. , every  one  members  of  the  Baptist  church  and  one 
a  Baptist  preacher , -our  son  George.  Aug  6,186?  my  husband  died  of  the  hurt  of 
falling  from  a  ladder , living  only  15  hrs.  I  am  still  living  and  am  72  yrs.old  Jc 

tomorrow."  Written  by  Anna  K. Hatch  May  11,18?2. 

7 

619.  George ,b .May  12 ,1802 . d. July  2, l878.m. Betsey  Lyon. 

7 

620.  David, b. Nov. 2h, 1801;, Norwich, N.Y.d. Aug. 5, 1805.  (Or  b.l806.d.lGll.  ) 

7 

621 . Simeon ,b . Aug.lo ,1808 . d. Aug . 2,1 8?9 .m. Caroline  Root . 

7 

622. Joseph, 

l623.Kary  R .  ,b  .ITov.10,1803  .m. Sept  .23 .1833,  John  Shattuck.Had  (l)David,who  had 

John  J .b .Aug. 22, 1868 .m .F .Fitch. -Harriet ,b .Dec .19,1871 . -Edith  Moore ,b .Feb . 

3,1880?. ( 2 ) Mary  Frances ,b .Nov .17,1839. m. Dr .Pier , Scranton, Pa .She  d.ca.l877. 

7 

621;. Osborn  N.  ,b .1799. m. Content  Mann, or  Rovella  ,or  both. 

7  ~ 

625 . William, d.  and  buried  at  Norwich,  N.Y . 

7 

626, Lucinda,m.  Norton .of  Cincinnati, Ohio . 

7 

627 . Ira, d . and  buried  at  Norwich, N.Y. 

7 

628. David,  b. Nov.  21;,  1801;.  d. Aug. 5,5,1805, Norwich,  N.Y. 

2l;8.  George  lived  at  Providence , and  Guilford, Chenango  Co., N.Y. His  descend¬ 
ants  are  found  at  Guilford, N .Y .Franklin  and  Cameron, N .Y .and  Milwaukee ,Wis .Rath- 
burn  Genealogy, page  689  says:Mary  Rathburn,b. June  7, 1772, d. Nov. 29, 1857, m. George 
Knapp, of  R .1 .Dec .29,1799. 


► 
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257 •  SHUBAEL  WILLIAM  KNAPP,  (Obadiah.  Peter.  Aaron.  Aaron.  Aaron.) 

B.June  19,1791+,  b.Vt.age  56, census  of  1850. 

D. Nov. 26, 1859, Delaware, Ohio.  Called  "Deacon  Knapp." 

M.July  21+,  1 822 ,  Mary  H. Thompson  who  d. Nov. 26, 1889, Delaware, Ohio.  b. Conn. are 

1|.8  in  1850. 

7 

629.  Celina,  b  .1823 ,  Sept  .ij.  ,d  .Apr  .1903  .m  .Apr .  30 , 18I|.6 ,  Jacob  Sheets. Had  Ella  An¬ 

drews  who  d.ca.  191+0. 

7 

630. Heber  or  Herbert^B . ,b . ca .1830, probably  Delaware , Ohio  .Not  in  1850  census 

7  Another  says  b  .Sept.  23,1830.  d. Nov. 15, 1906. m.  1852,  Delia  Andrews. No  chilr,: 
631  .Caro'line,b.Sept  .29, 1825.  d.  Sept  .30, 1910. m.  Oct  .16, 1852,  Henry  J.  Jarvis  . 

7 

632 .Sarah, b .Aug .28,1827 . d. Feb . 22 ,1910 .m .Oct . 16,1850 , John  Hammond. Had  son  Reed, 

who  died  and  Carrie  who  m.  Coomer  and  d.Apr .21, 181+9 , Ore en  Camp, Ohio. 

Buried  at  Ashley, Ohio. 

7 

633 .Philinda,b .Mav  23 , 1833 .d .Apr .5*1873 *ro. John  Farnum. 

7 

6  3l+.  Wilson  Shubael  ,b  .Mch.  19,1836  .  d.May  20,1885  .m.  Lucy  E. Cellar. 

7  ' 

635.  Harlan  Page,b . Mch. 27, 1839. d. Oct .19,1861 . 

7 

636.  Helen  K. ,m. Sept .1895, Wesley  White. Had  dau.who  m. Charles  Humes. (see  639) 

7 

637«Harriet  B.,b.July  2,181x0, twin  with  Helen  M.  ,d. Oct .27,1861 . 

7 

638.  Abigail  ,b  .Dec  .10,181+1  .d.May  1907 .m. Sept  .2,1 868, Chester  R .Lvon. 

7 

639.  Helen  S.,b.July  2, 181+0. d. Aug. 13,l887*m. Apr. 2, 1873, Wesley  W.  White.  Had  a  dau 

who  m.Sept. ,1895, Charles  Humes,  (see  636. Probably  duplicate) 

257 •  Shubael  lived  in  Liberty  Tp., Delaware  Co., Ohio. A  farmer. 

6  5  k  3  2  1 

275*  NATHANIEL  KNAPP,  (Abiather.  Nathaniel.  Nathaniel.  Aaron.  Aaron.) 

B.  ca.  1809/11, Vt  .Age  1+9  in  census  of  i860  .A  farmer  at  Richf  ield,Wis . 

D.  1886, Riverside , Calif .  , 

M.June  17, 1832, Betsey  Elizabeth  Dart, of  Goshen  or  Wethersf  ield,Vt .  ,b  . Aug . 
11,1811 . d . July  31*1880. Age  1+3, census  of  l860.b.Vt.dau.of  Jcsiah  Dart, Jr. 
and  Sally  Powers, and  grand  dau. of  Josiah  Dart, Sr . ,b. 1759. d. 1829, and  Eliz¬ 
abeth  Delano, who  served  in  the  Revolution  from  Keene, N.H.  Probably  her  /<£ j 

I 

name  was  Darth,said  to  have  been  b.May  22,1816, dau. of  Joshua  Darth,  Jr . , 

Oct .12,1883 ,0watonna,Minn 


' 


r 
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61j.O. Sarah  Ann,b .1832/33 .m. Nathaniel  Thurber.  Had  5  children. 

7 

Ahl. Harrison  Nathaniel ,b .Aug;. 2, IO36 .d. Juno  6, 1912, Minneapolis ,Minn.m. Ophelia 
f  Brundage . 

6k2. Hiram  Abiather ,b.Feb.2  or  6,l8kl*d.l925*m.Mch.21,l862,Lovica  Corrmger. 

•7 

6J+3. Jefferson, b.ca.l8l|-0.d. 1866. m. Amelia  Morgan. He  b.Vt.age  16, census  of  i860 

at  Richfield, Adams  Co.,Wis.A  Civil  War  veteran. 

7 

614k.  Jane,  b.  18)47,  in  Vt.age  1)4  census  of  i860  at  Richfield,  Adams  Co  Wis  .m.  Jus¬ 
tin  Glover. Had  son  'William  Nathaniel. 

7 

6k5. Emma, b. 1850, in  Vt.,age  12, census  of  i860, Richfield, Adams  Co ., Wis .m. Charles 

Mathews  and  had  Harold. -Ella.--*  and  Zeila. 

7 

6^6 . Mary, b.Vt. ,age  5>census  of  i860. 

275»Kathaniel  was  a  farmer, aged  ill, census  of  1850, Kingston, Marquette  Co., 
Wis.  Aged  k9, census  of  i860 , Richfield, Adams  Co., Wis. He  lived  at  Goshen  and  yi//. 
Wethersfield, Vt .where  his  children  were  born. About  l8ii8  he  moved  to  Kingston, 
Green  Lake  Co., Wis. and  lived  in  that  vicinity  until  1833  when  his  wife  d.at 
^  the  home  of  their  son, Horace  A . ,Owatonna,Hinn.He  then  moved  to  Riv-  rside, Calif 
with  his  son  Horace, where  he  died  in  l886.Ke  was  a  Methodist  minister. 


6  ,5  k  3  21 

276. NATHAN  KNAPP,  (Abiather.  Nathaniel.  Nathaniel.  Aaron.  Aaron.) 

B. 


D. 

M. 

7 

6I4.7  .Blanchard . 
7 

6k8 . Jay . 
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277*  ELI  KNAPP,  (Abiather.  Nathaniel.  Nathaniel,  Aaron.  Aaron.) 
B.June  13, 1806, Vt. 

D. Jan. k*l863, aged  56  yrs.6  mo. 21  aa .GR .Gowanda, Chautauqua  Co.,N.Y. 

M.  Nancy  Brown, b. Oct. 8, l807.d. Jan. 2k, l88k» Gowanda  Cemetery. 

7 

6k9*Abiather  E.,b.May  11 ,1832 . d .Dec . 3 >1855 •  Gowanda  Cemetery. 

7 

650 .Mary, b .N.Y.I836 .  A  teacher. 


■ 


..... 


77 


7 

65l . Alma, b  .1339. d. Apr  .111,  1913  • 

7 

632 .Olivia  b . ca . Apr . 2 , 131j.O . d .Kay  27, 1855, aged  15  yrs.l  rao.2 
7 

653 -Albert,  b.l8!'.3*  Of  Pcrrysburg, Cattaragus  Co.,N.Y. 

7 

651|.. Betsey  E .  ,b .ca .May  23,18Il6.  d. Sept  .25,1865,  aged  19  yrs 
7 

655«Alfred,b  ,18I|.9.  Of  Perry sburg, N. Y  . 


5  da . 


3  mo . 


27 


da . 


7 

656. Morton,  b.l05l. 

277«  In  187|.0  Eli  KnajDo  and  wife  Nancy  sold  land  at  Perry sburg, Chautauqua 
Co.,K.Y.  In  I8M9  they  sold  land  to  Hiram  Knapp. 
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27S.  HIRAM  MEEKER,  (Abiather.  Nathaniel.  Nathaniel.  Aaron.  A.aron.  ) 


B . in  Vt,  1823. 
D.  before  1863 . 


_,of  Perrysburg,Cattaragus  Co.,N.Y. 


K .  Emily  A 

7 

657  "Anthony  V/ayne,b  .  ca  .l850/60  ,Perrysburg,N  .Y . 

658. Hirer!  Lyons  or  Lynn,M.D.of  Elyria, Ohio  .An  0 steopath'iKe  wrote  a  Knapp  gene1 

'<>)  -  vU-  f2-(y3- 


alogy" 


659. Carrie  E. ,b . ca .1850/60 . 

278. Wife, Emily  A . /// yf/XX/ XXX/ ’X////////K////// ////  Knapp  petitioned  Kay  26. 
I863  to  be  appointed  guardian  of  her  children, Anthony  W.and  Carrie  E,both  un¬ 
der  ll|.  yrs.of  age.  Mrs. Charles  Ruggles  Knapp  named  Hiram  Lyons  as  a  son,b« 
I883. This  is  doubtful  as  the  father  d. before  l863.In  1853, Hiram  W. Knapp  and 
wife, Emily,  sold  land  at  Perry sburg. In  1852-!-  they  ///j? /////  and  Thomas  J . Knapp ,% 
Lyman  P. Baker, of  Persia, /////  sold  land  to  Francis  Babcock  &  Justus  Blakeley. 
Hiram  was  a  mason, aged  27  yrs. worth  $1000. in  census  of  1850. 
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279 -THOMAS  JEFFERSON  KNAPP,  (Abiather.  Nathaniel.  Nathaniel.  Aaron.  Aaron.) 

B .  Jan .  I4. ,  1 831 ,  V  t . 

D.Dec.9»l873>Versailes ,Erie  Co . ,N .Y.His  will  made  June  2,1866, signed  "Jef¬ 
ferson"  .Petition  calls  him  "Thomas  Jefferson" .It  calls  for  the  care  of 

(l 

his  father  according  to  agreement  made  with  him. 

M. Harriet  Jameson  Hawkins , widow  of  E .Hawkins , Feb. 23, 1853  or  Jjine  l8,l859" 


■ 

-  * 


660.  Frank  J.  ,b. Nov. ll+, i860.  Not  mentioned  in  father's  will. 

7 

661.  Dora  Anna, aged  3  yrs. Dec. 16, 1873-  m. William  K. Hoffman, Aug. 26, 1891. 

6  5  k  3  2  1 

288.  ELIJAH  KNAPP,  (Abial.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B .Apr . 28, 1769, Nor ton, Hass .or  Richmond, N .H . 

D,Dec .19, i860, Lyman, N.H. 

H. Sarah  Elliott ,b .1778 .d . 1368 .  All  Children  b.at  Lyman, N.H. 

7 

662 . Daniel ,b  .Mch  .  20  ,%$$$.  jL.  or  1797 « d . Aug. 12,  l86l  ,m .  Sarah  F  .Hall . 

7 

663 .  Amasa ,b .May  2,1798.d.Apr . 2k, l886.m. Sarah  Carter  and  Ann  Hoyt. 

661+ .Kohi table  ,b'HU?00  *Feb  , 21+ . ^ujlil ton  Fairbanks 

665 . Hir am, b. Feb .19.1801 .d. Jan. 22. 18 78 .m.Hensibah  Hall. (or  Wheeler. ) 

7 

666.  Jehial,b  .  Jan.5,l80l+.d.  Jan.2l+,l80l+.  ..j.j  r, 

667  .Abial'b  .May  ll-!-  ,1805 .  d  Aug.  16 ,1886  .m  .Abigail  Fowler^. No  children. 

668 .  Jehlal  ,b  .  June  18,  l807»d  .Apr  .5,1861+. m.Daphene  Bartlett. 

y 

669. Stella, “June  28,1809 .d.Apr .17,181+3 .m.Michael  Stev  ens,his  .second  of  three 
1  m*  wives. Had  Michael  who  m.Lois  Leighton. -Hannah  who  n. Emory  Bartlett . -Sarah  I 
who  m. Charles  Cushman.  -Mary .  -Rhoda  who  m. _ Moore  .  -Marcia  who  m. _ _  Fer¬ 

guson.-  and  an  infant  son  and  dau. 

_  7 

670.  Lottie  or  Letitia,b . July  26,l8ll . d. i860 .m. Irad  Porter. 

7 

671.  Emial,b. July  27,1811+. 

7 

672 . Mariah,b  . Nov  .20 ,1816 .  d .  1 81+1  .m. Willard  Wing. 

7 

6  73  .Emily  ,b  .Feb  .1 , 1819, dt  Norton, Mass  .d  .May  30, 181+2. m. Harrison  Porter , b  .Sept. . 
15, 1812 . d. Sept .10 , 1868, son  of  Joseph  Porter.  Had  Henry  and  Emily.  He  m. 

2nd  Mary  Knapp, dau. of  Daniel  Knapp, and  had  Moretta. -Horace . -Lucia. (See  His¬ 
tory  of  Lyman, N.H. by  E.B. Haskins) 

6yl+.Arial  or  Adrial  ,b.July  27,l8ll+.  (See  6 71.) 

,  „  7 

675.Hittie, 

7 


6761 


ra. 


288.  Elijah  was  m.at  Moulton  Hill  and  took  his  wife  on  horseback  with  all 

their  goods  in  a  basket  strapped  behind  her  on  the  horse .Lived  at  Hinsdale, 
N.H. in  1795.  Later  at  Lyman, N.H. 


•  * 

, 

. 
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29 2.  CHRISTOPHER  KNAPP,  (Paul.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 


B  ,ca  .1777 • 

D. 


M . Salome 

7 


(Taunton  Vital .-Danvers, Mass .Vital . )  A  mechanic. 


677. Christopher  Sumner ,b.ca.l808.  Age  32  at  marriage .m. Apr. 23, 1843, Elizabeth 

B. Cobb, "ye  seamstress'?  Taunton, Mass  .age  27,dau.of  Rufus  &  Desire  C.B.Cobb 
Danvers, Mass.  Lived  at  Ray nham, Mass . 

6  3  3  3  2  1 

29J+ . DANIEL  LYON  KNAPP,  (Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. Sept. 27, 1769, Norton, Mass.  (Attleboro, Mass .Vital . ) 

D.Dec. ,l845,0il  Creek, Pa. 

M . Nov .  10 , l803' ,  Julia  Manning , Bo s t on . 

7  3  n  . 

678  .Elizabeth  Manning, b  .1803 .bant .Apr .  10,1806 . 

7 

679. Ruth, 1808, bapt .Feb. 28, 1808. m. Thomson  Glenora , Butler  Co. ,Pa. 

7 

680  .Daniel  M.  ,b  .l806,bapt  .Feb  .10 ,1811 

681.  Da  vid.b.  1810,  bapt. Feb.  10, 1811.  ^  ^ 

682 . Marv  Ann, b. 1812.  m.  Decker . 

7 

683  .Timothy  ,b  .Feb  .6 ,l8l3«  d.Mch .29, 1888 .m . Clarissa^ _ 

7 

683.  William, b. 1816. 

293. Daniel  L. moved  to  Oil  City  in  1820. Perhaps  lived  in  Bellcrica,Mass . at 
one  time .He  was  6  ft., 3  inches  tall. 


6  3  3  3  2  1 

298.  ABIATHER  KNAPP,  (Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B .Feb. 2, 1779, Norton, Mass. (or  Attleboro , Mass . ) 

D.  Aug. 19, 1833 ? Probably  Norton, Mass. 

l-I .Intentions  published  Jan. 3, 1803, Cambridge, Mass  ., Nancy  White  or  Patton, b, 

1779 «d. July  3 ,1806, Norton.  Did  he  m . 2nd  Nancy  Patton?  Probably  m.lst  Feb 

28, 1803, Nancy  White, of  Westboro ,Mass . 

7 

683 •  Sumner , b . Jan . 27 , l80ii . d .Nov .13 , 1883 »m. Phebe  Patton . 

,  ~~Ty 

686. Charles  Frederick ,b . July  3>l806.  m. Rachel  Pond. 


*  - 


. 


<4% 
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68  .Mary  Field , b  .Mch.  31  ,  l80f> ,  Norton  .Bapt  .0ct.4,l8l8  .Norton  Vital . 

7 

6  88.  Daniel,  b  .Mch .  31 , 1808 .  d  .May  2? ,  l8?6  .m  .Mary  Hunt  77'  ** 

P  689. Harriet  Patton, b.  Jan. 21;,  (or  29?)  ,181?. Bapt. 0?t  .4, 18l8.ni. Nov. 29,1838, Hiram 

Drake  ,b  .1818 ,d.l388 . son  of  Warren  Drake •m.by  Rev. A .K. Bridge , Easton, Mass  . 
v  Hprs:*'  '  '  7I*‘ 

6  5  4  3  21 

299.  Dr .  FPHnAHn  id\APP,  (Daniel.  Jonathan. Nathaniel  .Aaron.  Aaron.) 

B  .May  6,1781, Norton, Mass  .A  physician  at  Woosocket  and  Cumberland  IIill,R.I. 
D. Dec . 19, i860 , Attleboro  Falls ,Mass . 

M.lst  1808, Apr. 10,  Anna  Day , Walpole , Mass . She  d.July  19,1812, aged  26  yrs. 

2nd  Oct. 2i;,l8l9, Mary  Godfrey  Sabin, dau. of  John, of  and  at  Curnb er land, Mas s  , 

or  xrovidence ,R.I. ,by  Rev .Mr hotter . 

7 

690 . fradfor d^Field, b. Mch. 11, 1812. d. Oct. 17, 1895. m. Hannah  Albee. 

,  __  ^  ,  n  -  trl-JVW 

691  •  Caroline  ,b « o  an •  2k *  loll  •  d .  Dec  •  11 9 1893  •fli*  ^une  2i|_ , I8I4X ,  William  Kingsbury 9 Med- 

field. Mass & 

7  7 

692 . Sarah  S.  ,b.0ct.l8, 1822 . d.  Apr  .27,1897 .m .I8k6 , Dennis  Herrington. -y 


> 


7 


■  #  CO"'"  j  *7 


693 . William  W. .b .Mch. 29,182k. Attleboro .Mass .m . Stell  a  Sturdy. 

7  / 

694.  Elizabeth  C. ,b. Feb. 16, 1826, Attleboro, Mass .m. Nov. 26, 1846, John  F. Sturdy.  /' 

Y  •  °  A 

695 . Mary  F . ,b .Nov . 12, 1827, Attleboro, Mass . 


j  696  .Edward  Day  ,b  .Nov  .4 , 18 10  .ra.  Martha  Sturdy 


7 

697»Randelph,b .Dec .30, 1832 . d .Apr . 22, 1898 .m.Anna  Frances  Fo31ett. 

7 

698  .Anna  Day,  b.  Sept.  23, 1834,  Attleboro,  Mass  .in.  Sept.  24, 1857,  Alonzo  Parker. 

699. Harriet, b. Oct. 19, I836, Attleboro, Mass. m. Mch. 23,  ?  .Eaton  Maxcy. 

7 

700 .iiphraim,b .Apr  .30, 1839, 4-ttleboro , Mass . d. Oct . 26 ,l86l  at  Carp  White  ,Hull  '  s 
Kill, in  the  Civil  War . 


6  .  5  4  3  2  1 

301.  CHARLES  KNAPP,  (Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B .Feb .3 ,1786 , Norton, Mass .  Res .Hardwick, Mas 3 . 

D.Kay  17,1841, Woonsocket  Falls, R. I . 

M. Mch. 20, 1807, Hannah  Brown  Wisewell ,b. July  l8,1786.d.Aug.l8,l840 .m.by  Rev 
P .H .Clarke , Norton, Nass . 


/  ;  'tr 


- 


- 


,* 


.  *  _• 


- 


•  •  - 
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701.  Caroline  Wisewall,b. July  7,1807.  (or  Aug.)  d. Sept .22,1811 . 

7 

702 . Mary  Jane, b. June  21,1809. 

7 

703.  Charles  William,  b. Oct. 9,1811 . 

7 

7  Oil.  Daniel  Ficlds,b.Sept.7,l8l3»  m. Marion  B.Sage. 

7 

705. Amasa  Kason,b .Apr .21 , l8l5 .Bant .Sept .17,1816 .  d.Aug.l6,l8l8 . 

7 

706.  Charles  Wisewall,b  .  July  7>l804«  d.Seot . ,1884. 

7  ^  5. 

707-Carolinc  cr  Catherine  Wisewall,b. June  25,l8l8.Bapt.Dec.25,l8l8.d.Feb.l4,l8^ 

7 

708 . Hannah  M .  ,b  .May . 14,1823 .d.Oct .14,1 8 45 . m .  J a me s  Harwood . 

7 

709. Sarah  W. ,  b .May  31,1825. 

7 

710.  Clarissa  Maria,  b .Apr .17, 1828 . 

7 

711.  James  M.,b.May  14,1823.  d.same  day. 

301.-  Charles  lived  at  Hardwick  or  Warwick,  Mass  .All  children  b.//  there. 
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305.  WILLIAM  HENRY  KNAPP,  (Abiather .  Abiather .  Nathaniel.  Aaron.  Aaron,) 

B .Sept . 19, l8ll, Nor ton, Mass .  Bapt .Oct.4,l3l8. (Norton  Vital . ) 


M. Sept .30, 1833, Emily  Thompson,b . July  4* l808,dau.of  Timothy, Jr.  &  Sarah 

(Calder)  Thomason, 

7 

712. Mary  Ann,  b.1838.  m.Rev .William  Willard. 

7 

713 ‘Frederick, who  taught  school  at  Duxbury  and  had  maiden  aunts  named  Bradford, 

descendants  from  William  Bradford, the  Mayflower  Elder, 

7 

714. Arthur  May, b. May  29, 1841 , Charlestown, Mas s . , a  clergyman  at  Fall  Hiver  and  a 

Missionary  to  Jaoan. (See  Who’s  Who .Vol .X, 1918/19 • ) 

7 

715 ‘Eugene, of  Boston. 

7  . 

716. Timothy,  d.at  Cambridge, Mass .  I 

305. Rev .William  Henry  was  a  Universalist  minister , preaching  at  various  plac¬ 
es  previous  to  1844  when  he  was  settled  over  the  Universalist  Society  at  Nan- 

• 

tucket. In  1851  he  took  charge  of  the  Society  at  West  Newton. For  one  year, 1854- 
1855, he  was  Steward  of  Antioch  College , Ohio , and  preached  in  that  neighborhood,  j 
In  1856  he  took  charge  of  the  Congregational  Society  at  Sterling. Lived  at  Cam-  i 
bridge 'for  a  time.  ' 


* 


■ 


- 

- 

V 
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307.  GEORGE  GARDNER  KNAPP,  (Abiather.  Abiather.  Nathaniel.  Aaron.  Aaron.) 

B. Aug. 30, 1819. 

D. 

M  .Mch.  15,  l8I|-3 ,  at  Lowell,  Mass  , ,  Elizabeth  A. Pray, b. at  Hopkinton,N.K  . 

7 

717.  Charles  Gardner, b  .Sept  .29, 1845*  d .Dec  .3 , l81p9  • 

6  5  it  3  2  1 

310.  OREHUS  KNAPP,  (Daniel.  Daniel.  Nathaniel.  Aaron.  Aaron.; 

B.  Jan. 26, 1830.  GR. 

AaQ, 

D.  May-  30,1895,  Cana  joharie , N.Y .  GR  .Lakewood  Cemetery , Cooper stown,  N.Y  . 

M. Sarah  L  .Cone,b  .A.ug.19, 1838,  in  Conn.,dau.of  Solomon  Bates  Cone.  She  m.2n 

Charles  Wesley  Matterson. 

7 

718.  Charles  M. ,b .i860, Otsego  Co., N.Y. 

7 

719»Frank  C.,  b .Nov .1861 ., Cana joharie , N.Y . 
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313. HIRAM  EBENEZER  KNAPP, (Ebenezer  W.  Daniel.  Nathaniel.  Aaron.  Aaron.) 

B .Nov . 15, lQlO,Unadillo, Otsego  Co . ,N.Y. 

D.1873. 

M  .Feb  .12, 1835, Christiana  Weaver, b. May  13 ,1810, Otsego  Co  .  ,11, Y.d. Oct  .19,187 

dau.of  Christopher  &  Mary  (Whitford)  We  aver.  In  1850  his  wife's  name  was 
» 

given  as  Cynthia. 

7  f'Jlf-ISSB. 

720.  Rachel  Delia, b. Nov. 27, l8f6,Busti, Chautauqua  Co. ,N. Y.d, July  3 ,1909 .m^Ezra 

Taylor  Hazeitine,a  druggist, son  of  Edwin  &  Mary  (Abbott)  Hazel tine ,Busti 

N.Y. Ezra  was  b .Aug. 24,1836.  Edwin  was  b.at  Wardsboro ,Vt .  Res  .Warren, Pa . 

_  7 

721.  Louisa  Melissa, b  .Aug. 21, 1 81p0  .m. May  21, 1868, William  Frank  Warren,  Congrega¬ 

tional  minister  at  Lance ville, Mass . 

7 

722.  Edwin  Weaver ,b. Aug. 26, l845.ro. July  22,1884, Hannah  A. Martin  .He  was  a  farmer 

at  Tecumseh, Nebr .  (Weaver  Genealogy.) 

7 

723 . Lamartine  Fayette ,b . Jan.22.l8a8 . 

7 

724.  Marshall  Hiram, b. Jan. 10, 1850.  d.May  29,1861. 

725.  Ellen  Christiana,  b. Jan. 4, 1852. 

726 . Watson  Ebenezer,  b.Nov. 19,1855.  d.May  30,1856.  A  twin. 


.  * 

•*  - 

T 


’  - 


■ 


727*Webster  Chr5  stopher,b.Nov.l9,l855*  d. Oct .30,1856.  A  twin. 

313.  All  children  b.at  Busti , Chautauoua  Co . ,N.Y .  There  was  an  infant  son 

fL.  St wl  WP/Aa.  '^-.yzy 

b.  Aug.28,l3i+2/and  an  infant  son  d.Sept  .k,l8kl+.Ke  was  a  farmer  and  surveyor. 
Rachel  Delia  «  Ezra  Taylor  Hazel tine  had  Caroline  Belle, -Frederick  Archibald. 

James  Ezra. 

Louisa  Melissa  &  W.F  .Warren  had  Harriet  Louisa  who  m.  Chas  .Walter  Payne.  (3  ch. 
Ellen  or  Ella  Christina  m. Sept .6,1870, Grant  Albert  Wald  and  had  Clyde  Albert 
b. Apr .29>l871, m. Eleanor  Maud  Vance. 
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315*  IRA  KNAPP,  (Ebemezer.  Daniel.  Nathaniel.  Aaron.  Aaron.) 

B.Mch.22,l8l8. 

_D  ♦  Apr .  3 , 1 6  92/^uc.i  nda  or  Lucina  Weaver , Aug. 2l+, 181+3  .  (Or  Joanna  Lynott.  See 

iiiA^"J^2ijJi8i4.3  r 

Landmarks  of  Steuben  Co.  ,N.Y.  )p.225.  ) 

7 

728,  Elijah, b.ca.lSkO, probably  at  West  Union, Steuben  Co.,N.Y. 

7 

729.  James, b.ca. 181+2,  "  "  "  "  "  "  N.Y. 


7 

730.  Charles, b.ca.lSIdj..  "  "  "  "  "  " 

7 

731»FranIclin  L.,b.l826(or  181+8?  )m.  Alma  Dake.or  Drake. 


"  11  In  Civil  War. 


7 

732. Harvey  Thomas ,b . June  8, 181+1, West  Union, Steuben  Co., N.Y.  In  Civil  Y/ar. 

733  .George  ,b  .Feb .  7, l85k,West  Union, N.Y .m. Sept. 30,1878, Anna  Northern^at  Detroi 
No  children. She  b . ca  1858 (Detroit  Vital  .perhaps  m. Oct. 30,1878.  )  Res. Chi 
cago .  (Another  says  he  was  b  .ca.l83l+,West  Union. Killed  at  Battle  of  Chica 
maugua.)  (He  age  21+,  she  age  20, at  marriage  in  Detroit .)  (b  .French  Creek, 
N.Y.  Age  16, census  of  I87O.) 


7 


73l+*Ed.ward,b . ca .1852 .  West  Union, N.Y. 

735»L^cinda  D.or  Etta, b. N.Y. age  12, census  of  i860. 

315 •  Ira  was  a  resident  of  southern  N.Y. State.  In  181+9  was  granted  land  in 
Chautauqua  Co., N.Y.  In  i860  he  lived  at  Ridgefield, McHenry  Co., Ill. Also  said 
to  have  lived  in  the  "Valley  of  Upper  V/ is."  Ira  C  .Knapp  was  commissioned  Jus¬ 
tice  of  the  Peace  Jan. 23,181+1+, Will  Co. ,111. Was  at  French  Creek, Chautauqua  Co. 
N.Y. in  1850  census. In  Otsego , Columbia  Co.,Wis.in  i860. census. 

Another  record  gives  this  family  as  follows: 


J  ■ 


** 

i.>  ♦  t ; 


* 

■  * 

■ 

. 

_ 


■  *  - 


- 


i  .  ,  * 


aii. 


3l£.5i£25.  KNAPP, son  of  Ebenezer  5:  Rachel  Twist  Knapp. 

B.Mch.22.l8l8,N.Y. 

D.Apr.3,1892. 

K  .Aug.2)4.,lSl4.3»Lucina  or  Cynthia  Ann  Weaver  ,b  .Sept  .5*1025,  IT.Y.d  Dec. 3, 1879, 
dau.of  William  &  Lepke (Wise )Weaver ,0tego,N.Y .  or  dau.of  Thomas  &  Isabell 

4  _  3 

Weaver ,Thos  .b  .Anr  .  8,17li2,0tego,N.Y .d.Nov .l5,l849,Greenf  i eld, Pa .  (Thomas  .  / 
2  1 

Benjamin.  Benjamin  Weaver .Cynthia  Ann  m.lst  Buckland  Jenks.  2nd  Asa  Brown 
3rd  Asa  Knapp.  Cynthia  was  b.July  20, 1820, Cherry  Creek, Chautauqua  Co.,II.Y 
d.May  1.8,1896,  Conewango, N.Y.  She  had  four  children, ail  d.in  infancy  or 
youth. Will  shows  she  has  no  husband  but  did  have  a  husband, B. Jenks .Frank 
L>.  Fuller,  of  Conewango ,  Cattaraugus  Co  IT. Y. petitioner  .Heirs  were  :  Merwin  J. 
Adams , nephew, age  30 .-William  L .Weaver , nephew, age  28. -Abner  Weaver , nephew, a 
age  27. -Lillian  N.LeBarron, niece, age  28. -Robert  Weaver , nephew, age  2l(..-Slee 
tafeilling  s, sister, age  75»-Laura  Hildun, sister , age  70. -Mary  T .Waite , sister 
age  65. -We stern  Home  for  Children, Randolph, N.Y .-Freewill  Baptist  Church, 
Cherry  Creek. -Presbyterian  Church,  Rutledge  ,  IT  .Y  .-Cherry  Creek  Cemetery. 
Their  children  were  listed  as 

(  Scott  lra,b.0ct  .6,1845 *d.Apr  .l^lS^- 

i-De  Etta  Lucina,b . Oct .21 ,1  847* d. Dec . 26,1868 .m. Jared  Fuller. 

! 

-3  C-eorge  E. , b. Feb. 7 jl8f?b-.m. Sept  .30,1878, Anna  Northern. Ho  children. Res  . , Chicago. 
Harvey  Thomas,  b.  June  8,l8.lj.l  .Not  in  census  of  1350  nor  i860, 
ira  was  in  the  i860  census  at  Otsego , Columbia  Co .  »Wis .  S.*** 

«y 

6  5  43  21 

316.  ELIJAH  KNAPP,  (Ebenezer.  Daniel.  Nathaniel.  Aaron. Aaron. ) 


) 


B. Jan. 2, 1825. 

D.Apr.  15, 1868,  Ellicott,  N.Y  .Will  made  Feb  .26,1868,  age  I4.3  . 
.Age  29, census  of  i860. 


I 


K. Louisa 
7 

736.Rhoda  S . , aged  2  yrs.in  i860. 

316. Elijah  was  a  peddler  in  i860, a  factory  helper, in  family  of  Mamlus  Bush, 

age,  52,  Res . ,  James  town,  IT  .Y  .at  death.  Next  of  kin  were  Hiram  Knapp, of  Busti  and 
Knapp, of  Ridgefield,  Ill .  (Dau. probably  dead.)  ~v. 


Ira 


-■ 

'+  e,  "  '*  *i.  1  * 


‘  *? 


-*  —  * 


-  - 

* 

»  •  • 

•  <6  ■ 
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320,  ELLIOTT  >1. KNAPP,  (  Moses.  Moses.  Nathaniel.  Aaron.  Aaron.) 


B.  1811,  Schoharie  Co.,N.Y.  Age  38, census  of 


dL>: 


I 


D.  At  Windsor, Mills  (Co^), Ohio , age  80  yrs.  (or  d. Windsor  Mills, Ohio.) 


K.July  27# l866,Eraogene  Castle  or  Lydia  Fredinger,or  both. 

7 

737 . Kary , b .Apr . 21 , 1871 . 

320.  Elliott  was  a  farmer  in  Trumbull  Co .  ,0hio 

6  5  4  3  2  1 

321.  ELI  KNAPP,  (  Moses.  Moses.  Nathaniel.  Aaron.  Aaron.) 

B .Jan. I,l8lp,  Schoharie  Co.,N.Y. 

D. Jan. 28 ,1894# 'or  1892)  Mountain  House,  Calif. 

M .Apr  .16, lOij.O/ii.1 ,  Mabel  Electa  Grant, b. Feb  .12,1822/23,  d. Jan. 1 ,1864/65, 
Windsor , Ohio . 

738.  Ellen  Mary  (or  Mary  Ellen)  m.Apr .21 , 1875, Harlow  A.Pilmer. 

739.  Julia  Laurana,  m. Oct. 22,1874, Charles  './.Van  Allen. 

740 . Henry. .Julian, b .  Jan .  10 , 1846 .  m, Emily  Sackett  Lamphear  &  Eleanor  M. Mi  11  eke n 


2? 


sj^/2 


)  741.SpiottJ4oses;b. Apr. 1848. d. Apr. 12, 1911.m. Elisabeth  Freidinger  or 


'•C&S  ul  0 


/ 42 .Emily  Kar ia,m. July  4# 1872, Edward  N. Brown. 

743 .Mabel  Clarissa,  m.Mch. 12, 1862, Edwin  R. Smith. 

321.  Eli  was  a  farmer, teacher , shoemaker , cattle  dealer  and  miner. 

322.  HORACE  KNAPP,  (Moses.  Moses.  Nathaniel.  Aaron.  Aaron.) 

P  • 

B.  1821, North  Bloomfield, N.Y.Age  29, census  of  l350.Age  40  in  1870.? 
e.ug .19, 1868 , Charlotte  M.Beckwith,Saybrook, Ashtabula  Co., Ohio. 

744* Nellie  E. ,b .Jan. 13, 1871, Saybrook, Ashtabula  Co., Ohio. 

745 .Abigail,  b.1869,  11  »  11  11 

322.  Census  of  18?0, Saybrook, gives  Horace, age  37, real  estate, 83100.  persor 
&200.  b.N.Y. ,  Charlotte  M. ,b. Ohio, age  28.  Abigail, age  1. 

^  ^  5  4  3  2  1 

32> . SIMEON  KNAP? ,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B. Oct .11, 1784, N. Bridgewater , Mass . 

D . July  29,1869,  New  Portland,  Maine. 


. 


~  .  -  . 


i  *  •  s  '  4  A  V  .  ‘  "  j£T  ~ 

* 


- 


' 

■ 


-  •  • « 


M .1st  Sept .16,1004, at  Leeds, Me ., Lucy  Lindsey ,d .l8l6,Kingsf leld,Maine . 

2nd  Feb  .13,1817 , at  New  Portland, Me . , Jane  Spear. 

7 

746.  John  L.,  b. Mch.  19, 1805?.  d.  1840  .m.  Elvira  Churchill . 

747.  Levi  T. ,b. Jan. 19, 1807. m. Mary  Saplier . 

—7^ 

748.  Lo vis a, b. June  7,l808,Kingf ield,Me ,d.l836,New  Portland, Me .m. Thomas  Hutchin 

7 

749  .William  L . ,b .Dec .18 ,l009-ra.Lovila  Hutchins  and  Harriet  Brown. 

'  7 

750. Irene  D. ,b .Sent .11, 1811 , Kingf ield,Me .  m.Eli  Hutchins. 

7 

751 .Charles ,b .Jan. 4, 1813 ,Kingf ield, Me .  d. young. 

7 

752.Statira,b .Mch. 7>l8l5»Hingf ield,Me .  m.Ira  Hutchins. 

7 

753 . Joseph, b .Mch. 19, 1817, Kingf ield, Me .  d. young. 

7 

754* Joshua, b .Mch .19,1817, Kingf i el d , Me .  d. young. 

7 

755.  Chari  e  s  ,b  .Feb  .10  ,l8l9,New  Portland, Me.  Killed,  m.  Sarah  Moore  or  Moon. 

7 

758 .Rachel  S . ,b . Aug, 13 ,1821 , New  Portland, Me . d.l855 • Single . 

7  /P-15-IS17.  / 

757*Mary  S .  ,b .  Apr  .15,  1823, New  Portland, Me.  m. Hiram  Burnard 
7  1. 

758  .SimeonC.  ,b  .June  #1,1827«  m.  Sarah  Blanchard. 

7 

759«0rrin,b. Mch, 18, 1829, New  Portland, Me.  d. young. 

7 

760. Lucy  Jane, b. July  30,1832, New  Portland, Me .d.l9l4*m*l855,Hilliam  M. Landers, 

b  .1832  .Res  . ,  Kingf  ield.  Me  .Had:  (1 )  Laura  J .  ,b  .Kingf  ield.  Me  .  m ._ _ ^Stanley . 

(2)Kary  E.  (3) William  H. 

325  •  Simeon  moved  to  Kingf  ield  and  New  Portland,  Me  ,'t /as  a  farraer,age  65,  b. 
Mass. in  1850  census, Blanchard, Penobscot, Co ., Me . (also  said  to  have  been  b.Oct. 
11,1784.) 


6  ip  5  4  -3  2  1 

326.  CHARLES  KNAPP,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B.July  2, 1788, North  Bridgewater , Mass . 

D. Sept .26, 1875, Leeds ,Androscogin  Co ., Maine .Buried  at  North  Leeds, Me. 

K.lst  Catherine  Lindsay  who  d. ca.  1824, Leeds  .rn.ca.l8l0  or-  Feb.  ,l8ll.She  b. 

1787, dau. of  William  Lindsay, one  of  three  bros.who  settled  in  Leeds. 

^2nd  Miss  Hannah  Lindsay ,  sister  of  1st  wif  e 

76l .Azel ,b .May  20,l8ll.d.Aug.l0,lo44*Went  to  Missouri  where  was  a  teacher  and 
preacher . 


•  •  •  '  - 

- 


- 


* 


-  -  —  *■  •» 
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762.  Abigail  Lindsay, b. Mch. 3 ,l8l2j.. d. Oct  .6,188/4.. m. Sept. 8, 1834.  (I833.D.A .R  . ) 

\ 

Isaac  Stinchf ield, b .Kay  5 ,1804 . d.  Jan . 9, 1878, son  of  James  a  Hannah  (Pettir.  , 
gill)  Stinchf ield.  Had  (l)Isaac ,b. Oct. 29, 1836. d. Sept. 8, i860, Oakland, Calif 
Single. (2 )Thomas  Jeff erson,b. Apr  .6,1838. d. Kay  24,186?  .Single .  (3  ) Charles  'L 
Knapp , b .Peb . 26 , 1840 . d . Apr .1,18??. Single. (4 ) John  Clark , b . Nov .3,1 843 .d .1 903 
m. July  4,1863, Catherine  H. Graves, b. Nov. 19, 1844. d. 1878. (5)Hosa  Ellen, b. Dec 
6, l844*ni.  Joseph  G.Gott, son  of  William  &  Ruth  (Gould )Gott .  (6  )Abbie  Lovina, 
b. Jan. 3,184? .m. Mch. 16, 1869, Jason  M. Ridley  and  had  Charles  Adclbert.(7) 
Sewell  Wallace, b.May  10, l850.d. Peb. 22, 1899. m. Jennie  S .Teague . (8 )George 

0 

Swain, b. Nov. 25, 1852. d. Nov. 14, 1877. Single. (9)Slla  Prances, b. Nov. 1, 1856. d. 

June  1889. m. Sept. 29, 1878,  Charles  K  ,Lea.dbetter  . 

7 

763. Calista,b .May  15, I8l6.d. Jan. 23, 1872, Bangor, Me .m. May  16,1838, Samuel  Leadbef; 

ter. Settled  in  Glethburn?,Me .Had:Kary,  Lucius,  Herbert.  Roscoe,  Charles  £. : 

y 

and  Horace.  1 

7  7  >'•? 

764.  Hannah  L. ,b.Mch.l7,l8l8.m.lst  Barnabas  Davee .  2nd  Nov. 17,1878, Lewis  J.Pol- 

i 

lard.  No  children. 

7 

765 . Archibald  L., b. Aug .±7. 1819. d. Hay  8, 1897 .m. Jane  White. 

•  7  - 

7 66 .  Chari e s_ Sewell , b . Aug . 15 , 1821 . d . Jan . 9 . 1 892 .m ■ V e  s  t a  A. Soule. 

7 

767 .  Catherine ,b .Aug .15, 1821 , a  twin.  d. young. 

768. Simeon,  d.July  27,1823, aged  11  years. 

7 

769. Catherine  L.,dau.cf  2nd  wife, b. Aug. 21, 1825. Single. 

326. Charles  moved  to  Leeds, Me. in  1792. 
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327.  JOSEPH  KNAPP,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B.Sept .14, 1790, Bridgewater , Mass . 

D.Oct . ,1831, Kingf ield, Me . 

K.181X  or  Mch. ,1812, Deborah  Cushman, b. Oct. 12, 1788.d. Sept. ,1863, dau. of  An¬ 
drew  2c  Bathaheba  (Jennings)  Cushman, of  Leeds, Me . (Isaiah  &  Sarah  (Ring)  Jen- 

2  1 

nings. -Andrew  &  Zeriah  (Standish)  Ring. -Miles  Standish. 

770.  A^a,  b.1812. 

771 . Elvira, b .18X3 *  m. Jesse  Mitchell. 


"'V 


’ 
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7 

772. Olive  C  .  ,b  .Feb .17,1815 «m. Apr  .19,1840, Lemuel  H  .Sumner  ,b  .Feb .  9,  1866?  . d .  Jan . 

29,-1895, son  of  Lemuel  &  Kehitable  (Ludden)  Sumner.  They  had:  (1  )Almira  / /-/. 

Jane, b. Feb. 24,  (23)  lSkl.d.July  15,1885.  (2 )Hary  Ellen, b.  July  31,188.3.(3) 

Lucillo  LaRoy,b.Oct.7,l847*d.Aug.30,l849. (4)Ezra  Ramsdell ,b .Oct .6,1850. 

d. Aug. 10, 1373 • (5 )01eva  Estella,b.Feb .13 ,1856 . 

7 

773 .Lucy,b .1816 .  Single. 

7 

774*Ruth, b . 1818 .d . 1883 .m.l8k2 , Alonzo  Knapp ,b .1020 . d .1885 . 

7 


775 . Esther ,b .1820 .  m. J .Mitchell . 

776.  Jane  P  .b  .1822 . d.l917*ro«Moses>(Hitchell 


who 


m. Sewell  A. Potter. 


d. 1862  .Had  Mary 


E. ,b .Madrid, He . 


7 


777*Andrew,b .1821). .  Single. 

7 

778. Rufus ,b .1825.  Lives  in  Calif. 


7 

779 • Cyrus  3., b. 1827.  m. Ellen  Luce. 

700. Frank,  of  N. Leeds, Me. 

327.  Deborah  Cushman  was  dau.of  Andrew  Cushman, b .Jan. 6,1761  ,d .Feb  .6, 182;Jl. 
m.Bathsheba  Jennings, b,1767*d. May  12,1842.  Andrew  Cushman  was  son  of  Isaiah. 
6usliman,b .Feb  .2, 1730  .m . Sarah  Ring, who  was  b. Sept  .2,1737-  Sarah  Ring  was  dau.oi 
Andrew  Ring  and  Zerviah  Standish.  Zerviah  Standi sh  was  grand  daughter  of  Miles 
Standish,of  the  Mayflo\^er. 


n  .6  5  4  3  21 

328.  JOHN  KNAPP,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B .Oct .2, 1792, Livermore , Maine . (or  Leeds  or  Easton  or  Bridgewater , Mass .? ) 
D. 1878, Freeman, Maine . 

M. Martha  Wing. 


781. Eunice, b. 1812 ,Freeman,Ke .d. 1856, Mich.  m. Converse  V/ing. 

-7 

782. Samuel  P . ,b.l8l4, Freeman, Me .d.1868, Mich.  m. Susan  Norton.  r  1  j!  > 
783«Paul  II .  ,b .1316, Freeman, Me  .d .1855, Mich.  m. Sarah  KcKenney  '  ' 

784. Leonard  S . ,b .1317, Freeman, Me .  d . 1 8  94 » Er e eman , Me .  m.Lucy  Farnum. 
785%patience  W.,b  .l8l9,Flreeman,Me  .  d. 1852, Mich.  m.  Jonas  Wing. 


^  ^  Er  ankl  in ,  b  .  J  uly  4,1822. d. Sept. 16,1885.  m. Caroline  Frances  Preston 


' 


at  mt 


* 
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787 . Martha, b .lo2n, Freeman, He .  d.l901,PIich.  in. Thomas  Cole. 

7 

788.  John. h.l826, Freeman, Me.  d ,lS5i|-»Mich.  m.Jane  Cole. 

7 

789.  <Joseph,b.  1828,  d.l829,  Freeman, Me. 

7 

790. Sophia, b. 1330, Freeman, Me .  d. 1858, Mich.  m. Woodford  Wells. 

7 

791»‘josenh  W .  ,b  .  1832 ,  Freeman,  Me  .  d, 1903, Iowa.  m.Sally  Phillips. 

7 

792. Philo ,b . 1 834 > Fr e eman , Me .  m. Lizzie  Phillips . 

n 

1 

793  * Converse  L,.,b.l537«  m.  Haney  C.Dalbier, 

~\L  VA'£AlL 
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329-  ELIJAH  KKAPP ,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B.  Oct .27, 179^ ,  Easton, Mass .  or  Leeds, Me, 

D, Aug. 16, 1870,  Freeman, Me. 

M .Apr .15 , I8l8 , Celia  Pullen, Kings! ord,Me . ,b . Jan.8,l801 . d .Aug. 2 ,1883 , Freeman 

Me.  dau.of  George  &  Harriet  (Gilbert)  Pullen. 

7 

79lp«Borace,b.Feb  .Ik,l8l9.d  .Dec  .18,1886  .m.Lucret-ia  Dickerson.  . , 

795 *AIonzo  ,b  .  Jan. 29,1821 . d . l886,Kingf ield,Ke  .  m.Ruth  Knano  .HiJ 

7  Jr.  1  Ziff. 

796. Hester  Ann,b  .Apr  .5,l82l|-.  m. William  Dana. 

7  0-L  . 

797 ‘Albion  P . ,  b  .Kay  6 ,1826  ^ 

798.  Ellen, b .Mch. 9,1829.  m. Samuel  Knanp . 

7 

799.  Bussell, b .Feb .25,1831 •  m.Jane  F. Prescott. 

7 

800.  Ruth  P.jb.May  27,1833*  d. 1886, Lowell, Mass .  m.  Savage. 

7 

801 .  Joel,b  .June  16,1835*  m.  Eliza  ‘Putnam.  Pie  d.  Mch.  21, 1902. 

7 

802.  V/arren,b  .Dec  .21,1837.  m. Polly  Allen. 

7 

8  03  .Edwin ,  b .  Ko  v  .19,1839*  ,  „  ...  yjg 

7  ^ 

80q..  Julia  A .  ,b  .Dec  .3  ,l8kl  •  m.E  .B  .Ellsworth'.  '  She  b. Freeman, Me. m.lc66, Enoch  B. 

Ellsworth,b . 1836 . d . 1898 .  Had: (1 )Celia,b .Lake  City, Minn. m. Charles  S. Rounds 
(2)P’lorence  Ellsworth, m. Frank  C  .Blodgett .  (3  )Mary,m.  Jason  L .Mo wry . 

805 •  Charles,  b. Mch. 21, 181^.*  m.  Dora  E. Martin.  Freeman,Ke. 


1  .  — 


' 

■ 
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332.  STEPHEN  KNAPP,  (Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B .Sept .16, l800,  Leeds,  (Littleborough)  Maine. 

D.  Apr .5,1892 , Leeds, Maine . 

,<iX 

M .1820 , 'Sarah  Gott,his  cousin, dan  of  William  &  Rhod.a  (Knapp)  Gott,of  Wayne, 
Me.  She  d.Apr .18,1870.  .All  children  b.at  Leeds, Me. 

Z  j.*  I-4  -/  5  /!/,  fast*  C  .  ? 

806  .Willi  tun  G .  ,b  .Dec  .27,1821 .d.May  3  >1901  .m.  Cynthia  Ripley. 

7 

80 7.  Asa, b .Dec .29, 1822 .d .Dec .5 ,1096 .m. Sarah  Thompson. 

7 

808.  Mary  Jane, b. Aug. 12, 1825. m. Jacob  N. Shaw. Intentions  published  Oct .15,1 8k?, 

both  of  Lowell.  Had  Ada. 

7 

809.  Rosie  A., b.Mch.2, 1827. d. Oct .£,1891. Single. 

7 

810.  Elizabeth, b  .May  8, 1828. m. 1st  David  Kenney  and  had  Charles  B .  ,b  .Sept  .1.6, 

l8??.  2nd  Caleb  Battles  and  had  Abbie  and  Winfield. 

7 

811.  Charles, b. July  17, 1829. d. Aug. 2,1883, in  Calif. 

7 

812.  Earl, b .Feb .10,1831 . d .1903 .m, Eliza  Berry . 

_  7  ■ 

0l3 .Lucinda  , of  Leeds , Me .b .  June  17,1833 .xn.T .A .Dascomb  and  had  Anna  A.,  Alice 


and  George  W. 

7 

8ll|..  Sarah, b.  Apr  .2, 1836.  d.Mch.  19, 1898  .m.ist  Henry  Dexter, of  V/ayne, Me.  2nd  John 

Fairbanks.  No  children. 

7 


8l5>. Stephen  Decatur,  (or  Decautier?)  b  .  Nov .  22, 1839  .m  .Lizzie  B. Moore. 

7  ' 

8l6. Ann  R .  ,b .  Sept  .22,  l8iil .  d.May  9, 1895, in  Calif  .m. David  Berry  .Settled  in  North 
Leeds, Me.  Removed  to  Calif,  where  she  d.May  9,1895-Had  Willis  R.,  Charles 
E. ,  Fanny  S.  and  Edith. 

332. Stephen  first  settled  in  Anson, Me. for  3  yrs.,then  moved  to  Leeds. 


b  5  4  3  2  1 

338.  PELETIAH  KNAPP,  (Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B .Mch.2,1799,  Leeds,  Maine. 

D. 

M.  1st  Abigail  (Morris)  Wing,  widow  of  Noah  Wing.  She  d.  I83I,  IT. Leeds . 

2nd  Mar7  liner  son .  All  children  b.at  North  Leeds,  Maine. 

81 7 * Abjal  B. ,b .May  10, 1829. m. Lizzie  Fernald  and  Ella  Willett. 

7 

8l8.Woodbuix_S.,b.May  14,1831.  m. Rachel  Greenwood. 


4 


-  y  ' 
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..... 


91 


819 ^ary  A.  ,b  .Aug. 6,1833  f 

820 .George  Henry,  b .Oct .9, 1835 •  ra.Iiarcia  Davis 


6  5  4  3  2  1 

3^-3 •  JARED  KNAPP,  (Elijah,  Joseph.  Benjamin.  Aaron.  Aaron.) 


B  .Sept *21,1809,  North  Leeds , Maine . 

D. 1898, Wayne, Maine, aged  91  yrs.  Was  one  of  13  children. An  early  settl 

M.  Susan  Gott,  his  cousin. 

7 

821  •  Elijah, b  .  J an . 25 ,  1  SI4.3  •  d  .1892  .m .Fanny  Bradbury . 

§22 .Ilirinda  Ellen,  (or  frleranda  or  frlaranda)b  .Kch.4,l847«No  children. 

®23  •A21son_G.b  .Oct . 9,1851 .m. Alice  frl.Dascomb.  (or  Auren  G.or  C.) 


b  5  4  3  2  1 

344...VARD  S  .KNAPP ,  (Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B . June  6, 1819,  Leeds,  Maine. 

D .May  6,l88l,  Saco,  Maine.  A  cotton  manufacturer. 


K.0ct.5,l8i!2,frliranda  B.Libby  (or  Libbey )  ,Hallois,Me  ,b  .Feb  .2k, 1828  .d.Mf 
^  1887, Saco, 

^2^-*^.^ri]es  friaxwelj.  ,b  .Feb  .29,1844  .m. Lizzie  L. Weeks  and-  Isabelle  T. Sheen. 
8B5»Georn;e  H  o  ,b  .June  12,1848 *m .Belinda  Fogg. 

826 .Wilma  E. ,b .July  14,1852 .m. John  White.  She  b. Saco, Me. 


6  5  4  3  2  1 

354*  HENRY  WHIG,' IT  KNAPP,  (Asa.  Joseph.  Benjamin.  Aaron.  Aaron.) 


B  .Feb .22,1802 . 

D.1874. 

frl.  Emily  Kendall,  by  Rev. Brack. 

i  7 

82?. Hattie,  d .May,  1912 .m._ Palmer , Potsdam, N .Y .  Had  Carrie  who  m. James  B 

828 .Edwin  C.,  d.Apr .3 ,191? .  (or  1919?)  m.Abbie 


355*  CHARLES  BUTLER  KNAPP,  (Asa.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B.  Aug. 24, I806,  Potsdam,N.Y. 

D . June  30»l890,  Wood  Lake,  Minn. 


' 


. 


-  *  ‘  -  *  t 


**■  m-«r  *1* 


K  .1st  Aug.9,l830fat  Parishville ,N  .Y . , Catherine  McIntyre, a  teacher, who  d. 
181^.9, or  Apr  .5,l844>Lytown,  Canada  .  She  b.l806,m.by  Rev .M. Talbott , StLawrence 


Co .  ,N.Y. 

2nd  Sept .4, l845,Mrs .Mary  A.  (Blake)  Walker  ,b.  Oct.  8, 1820.  d.  Sept  .22,1865, 
* 

Medlna,Wis « 

3rd  1869, Mrs  .Amelia  Howe  ,b  .July  10,1838  •  d  *  1 8  81j.  (86?), Wood  Lake, Minn. 


829. Charles  M. ,b .Hov.lO, 183k .Last  heard  from  at  Galveston, Texas , where  he  sail~ 


ed  for  South  America. His  ship  was  wrecked. He  iifent  down  the  Mississippi. 

7 

83O. Helen  Margaret ,b .Sept .19,1836 .  d. Jan. 29, 1856 . 

7 

831  .Francis  Wright ,b .Apr .17 ,1837 .  m. Hannah  E.King  and  Margaret  Livingston. 

7 

832. Albert  Duncan, b  .Feb  .23 ,  l8i|.0  .  d  .Apr  .17, 1866 ,  Nashville ,  Tenn. ,  in  the  U.S.Army. 


Enlisted  from  Minnesota. 

7 

833  .Henry  Peter, b.  Jan. 3*1842. d. Aug. 13,1864.  in  the  Army  .Buried  in  Hew  Orleans. 


Enlisted  from  Wisconsin. 

7  .  ,,  n.  ! 

834. Julia  Alvina, b. May  27,1846,  By town, Canada .m. Samuel  A. Squire. Had  11  children  Dj 

7 


f  835. Delia,  b .May  7, 1848, Medina, Wisconsin. 


! 


836 .Emma  Leona, b .Jan. 17,1850, Medina, Wis .m .Aug. 13, 1863, S  .A  .Hall .Had  9  cbil dren . 
7  • 

83?.Emeline  Emma, (or  Ermina ) ,b .Oct .19,1051 • 


838 .Mary  Ann  Walker, a  step  daughter  in  l870.m. _  Coville. 


6  5  4  3  21 

359. EDWARD  KNAPP,  (Edward.  Edward.  Ebenezer.  Aaron.  Aaron.) 


t 

£ 

3 

fc 

!r 

i- 


Jljvsi/jds 


\ 


B.  July  15,1791,  Taunton,  Mass. 

D.  June  21, l8M0, aged  40  yrs . , Taunton, Mass . .beside  Lucinda  A  Betsey  C. 

M.June  2, 1811, Lucinda  Cobb, b .1785/86. d. Dec .25, 1834, aged  40  yrs.  (or  46  yrs.) 
Intentions  published  Apr .13,1811. 

2nd  June  21,  (or  23)  1835, Be tsey  (^obT^^ummers*- Dean,  b  .Apr  .30 .1790  or  '’99, d. 


> 


Kch.8,1870. 

7 

839. George  Whitef ield.b .Dec .6 , 1811 .d.Qct .11 .1898 .ra. Hannah  Balcomb  Round. 
.  840 .Eduard  Morris ,b .June  24, 1813 .d .Apr  .26,1806 .m.  Weal thy  Godfrey  Hicks. 


I 

S' 

V' 

I 


84l  .r/loyd  •O^^rn-jb  .Dec  .22,1814 .d.  Jan. 3 ,1899. m. Sarah  Kirkpatrick  and  Priscilla  '/ 
M. 'Woodward. 


: 

r  . 


- 


' 


- 


V 


■ 
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8k2 .Alvin  Green, b  .Oct  .30, 18l6.d.  June  6 , i860  .in. Eliza  Martin. 

7 

8b  1  .Alden  Bradford  ,b  .Mch.l6, 1823  .d  .Cct  .25*1892  .in  .Fanny  (Welden)  Fisher. 

"  7 

8M|  .Betsey  Cobb ,b  .Sept .3 .l82lj., Taunton, K^ss .  (1827  in  Bible)  d.  Jan.  11,1854*  m 

Nov .21 ,1831 , John  Davis  Bullock. 

7  / 

81i.£.John  Calvin,  neb.. 21,1830. d. July  13,1908  .in.  Jenette  Forsythe. 

7  A 

846 .Lloyd  Cobb,  b  .Dec  .22 ,l8ll]. .  (probably ) 

339 -Taunton  Vital  says :  "Lurinda"  widow  of  Edward  Knapp, d. Dec  .25 ,1833 > age 
1|6  yrs.b.June  20, 1789. Her  maiden  name  as  recorded  in  the  Bi’oD.e  was  Lurinda 

Jones  Cobb.  George  W.  was  appointed  guardian  of  his  brothers  and  sister 


6  5  4  3  2  1 

362.  ZENAS  KNAPP,  (Althcrtor .  Edward.  Ebenezer.  Aaron.  Aaron.) 
B. Dec. 15,1782. 


D. 

]■'.  Anna  Leach,  (perhaps  others.) 

(See  388  for  duplicate  line,  though  different  ancestral  line.) 


6  5  k  3  2  1 

363.  CLOTIIIER  KNAPP.  (Altherton.  Edward.  Ebenezer.  Aaron.  Aaron.) 

B.ca.1788. 

D.  Dec. 18, 1631. 

K.  Salome  Hall  and  Thirza  Washburn. 

(  See  389  for  duplicate  line,  though  different  ancestral  line.) 


&  5  Ip  3  2  1 

36k.  GEORGE  KNAPP ,  (Altherton.  Edward.  Ebenezer.  Aaron.  Aaron,) 

B.  Kay  10,1788. 

D.  Sept. 8, 1868. 

K.  Lydia  Stevens. 

(  See  390  for  duplicate  line,  though  different  ancestral  line.) 

8  5  4  3  2  1 

372.  LEONARD  KNAPP ,  (Joseph.  Jabez.  Gladden.  Aaron.  Aaron.) 

B.  1811,  Woodford,  Vt. 

D. 

M .  Clarinda  Perkins. 


*  . 

■ 


...  •  -  •"**  -  ■  •*  ** 
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847 'Edward. 

7 

348  .  Jennet t  • 

7 

81l9. Norman  A  .  ,b  .Dec  . ?h  ,  l8ii.8  .m . Sarah  Knapp  . 

"7 

850 .1'aria. 

7 

851 . Henry . 

6  5  if-  3  2  1 

375*  PHILETUS  KNAPP,  (Jabez.  Jabez.  Gladden.  Aaron.  Aaron.) 

B.  Feb.8,l8ll,  Woodford,  Vt.  Worked  in  paint  works. 

D.  Sept. 6, 1883,  aged  71  yrs.6  mo. 23  days. 

K.  1857,  Sally  T.Willse.  (or  Sarah  L.aged  ^)±  yrs.)^^/b 
7 

852 . Eunice j (Unice ) ,b .1337 • d . 1839 •  All  children  b.  at  Bennington,  Vt. 

7 

853  • Simeon, b  .1841  ,m.l86!j_, Laura  liason.  He  was  a  preacher  in  1867. 

7  — 

85if-.Anna,b  .l846.n.l876,William  Gray. 

7  A 

855 . Abby  L . ,  b.1849. 

7 

856 . Alice ,b .1890 .  rn.1884,  Zachariah 

7 

85?. Andrew. b  .1857*  m.1886,  Jessie  lioore. 

7 

858 .Allen,  b .1850 . ? 


6  5  if-  3  2  1 

380.  LEWIS  K1IAPP,  (Enos.  Jabez.  Gladden.  Aaron.  Aaron.) 


B.  l8lf|.,Woodf  ord,Vt . 


D.  I863,  in  Libby  Prison  during  Civil  War .  Ju-ry-iW- 

A. 


All  children  born  at  Bennington, Vt . 


M.  Sarah *Sowen 

7  \Jr  jgm. .A 

859.  Hhoda,  b.Feb.l8,l84l.  m.  Iienry  C .  . 

860.  Sarah,  b  .Aor .16,1046 .  m. Norman  A. Knapp, her  cousin 

7 

861.  Kellie,  b .Apr .2,1848 .  m. Ambrose  Aldrich. 

7 

862.  Jennie,  b  »Mch.2 ,1852.  m .Leander  Allen. 

7 

863.  Edward  Lewis,  b  .Kay  25,1856.  m. Nellie  Barber.  0^ 

7 

864.  Ephraim,  b.July  19,1850.  m.Kary  Lyon. 

6  5^321 

381.  ELIJAH  J. KNAPP,  (Elijah.  Jabez.  Gladden.  Aaron.  Aaron.) 

B.  Apr ,S» 1831. 

D.  May  29,1864. 


/tff’ 


. 


' 


■  , 


, 
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M.  Oct. 12, 1855,  Emily  Cutler. (or  Butler?) 
7 

865.  Carrie  Maria,  b  .Iich.ll,lOol . 

7 

866.  Cora,  b .Apr .2,1863 • 


6  .54321 

386.  FREEMAN  KNAPP,  (Philip.  George.  Samuel.  Samuel.  Aaron.) 


B.  Jan.l2,l804,GreGnham,Mass . 

D.  Oct. 23, 1893, at  Terrace , Mass ., aged  89  yrs.9  mo. 11  days. (or  Terrance) 

M.  Lois  Smith^V-V-ySOi 
or 

Lydia  C. Martin, or  both.  Lydia  b  .Swanzey,R  .1  .d.  Oct.  .10,1880,  aged  79  yrs. 
11  mo., dau.of  Asa  Martin . Intentions  published  June  19,132k.  Journal  g: 
of  Rev .Green, Aug .19,1824.  Providence  Gazette  of  Aug .21, 1824, says :Both 
of  Attleboro, at  Pautucket . ( "Patriat "  ?  of  Aug. 21, 1324* ) 


i 


867.  Gather ine^D. ,d .Aug. 20, 1847, aged  18  yrs. 6  mo. 20  days. 

868.  Lucinda,  dau.of  Freeman  cc  Lois  Smith,  m.AEugh  McLain  and  had  son  James  who 


ra  .Mary  J. Hurley  .They  had  James  Arnold  and  Walter  Ernest, of  Fall  River, M 


(or  KcLane . ) 

7 

869. Mary  A., of  Seekonk,?. .1 . ,age  18  at  marriage,  m. Sept .12,1858, at  Seekonk,by 


Rev .A .H.Stowell,  William  P .Halley , aged  19  yrs . ,b .Woonsocket, res . ,3eekonk. 


son  of  Albert  &  Sarah  Halley. (see  R . I .Vital , Vol  ,IX,n . 70 . ) 

7 

870 .'.villian  T.or  F.,b.l827.  m. Martha  Carpenter  Whitaker . 

7 

871»Otis  H.,b.lo33.  m. Ellen  W. Cooper. 


386. There  was  a  stillbirth  at  Pautucket  May  7,1843*  Perhaps  there  was  a 
Freeman, Jr.  but  the  records  are  so  confusing  that  he  cannot  be  identified. 


6  5  4  3  2  1 

388.  ZENAS  KNAPP,  (Atherton.  George.  Samuel.  Samuel.  Aaron.) 


B.  Dec .15, 1782 .GR .Scotland  Cemetery, Bridgewater , Mass . 

D.  at  Rehoboth,Kass . 

M.lst  Dec .7, 1817, Anna  Leach, dau.of  Alpheus  &  Cassandana  (Keith)  Leach, at 
Bridgewater , Mass .She  d.July  14,1820 .GR .Bridgewater  Vital  says  July  14, 
1820, aged  33  yrs. at  Titicut . (or  d.July  14,1830, age  43  yrs.) 


1 

I 


/M 


A 


I'l 


:  » 

* 
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2nd  Sarah  Walker  Richmond. Intentions  published  May  7,1833  .She  b.July 
1 786,  Taunton,  Mass  *  ,dau.  of  Jonathan  &  Miriam  (Walker)  Richmond. 

t 

872.Zcnas, Jr .b. Aug. 20, 1818, Raynham, Mass  .m. Nov. 29 ,1849, Rebecca  Jane  Case  ,b  .Nov . 
10, 1830, Taunton, dau. of  Deacon  Aaron  &  Lovina  (Pierce)  Case. She  ago  19  at 
marriage, he  age  29»Lived  at  Newport, R .1 . 

388 .There  are  many  confusing  and  conflicting  records  concerning  these  famis 
lies  so  accuracy  is  impossible.  Perhaps  there  was  an  Alpheus  Leach  Knapp  who 
m.Cassandana  There  was  an^Amelia  Knapp  who  d.Mav  6,l856,aged  50  yrs., prob¬ 

ably  a  sister  of  Zonas,Sr.  Perhaps  Zenas,Jr.  d.in  1852  at  Taunton. His  estate 

v/as  administered  by  his  widow. His  wife  was  Cordelia _ _.T'hey  had  a  son,Lemas, 

b.ca.l829  who  m. 184-9, Clarissa _ Perhaps  a  Zenas,of  Raynham, m  .Amelia  , and 

had  Zenas , b .1805 • ?  Jonathan  Richmond  was  a  Revolutionary  soldier. 


6  5  ^  3  2  1 

389.  CLOTHIER  KNAPP,  (Atherton.  George.  Samuel.  Samuel.  Aaron.) 

B.  ca.l775»Raynham,Mass .  (  or  1760  to  1790.) 

'  D.  Dec  .?l8, I83I, Dedham, Mass  . 

/ 

K.  1810, Salome  Hall, Raynham, who  d . July  17, 1853, dau. of  Reuben  Hall. 

2nd  Thirza  'Washburn, b. Sept .8, 1795, dau. of  Kehemiah  &  Polly  (Preston)  Wash 
burn. She  lived  and  died  in  Raynham. 

7 

873*  C  .Sumner  ,b  .1  .ay  27 , 1 8l  1  ,R aynham , a  farmer  and  chorister  in  the  church  for 

30  frs. 

J 

874-  •  whir  za ,  b  .May  22 , 1814- . 

7 

875*  Caleb  A., b.July  27,1816.  d. 184-6.  Perhaps  m.Lura  Ann  0  .Allen,  dau  .of  John  c: 

Susan  Allen. She  d.at  ^7%^  Rochester, Mass., Oct.  11, 184-1, aned  21  vrs. 

7  ^ 

876.  Charles  Ireson,b . Jan .23 ,l8l9,Raynham .d .1850 . 

7 

8?7«  Cleora,m . Jeff erson  Coolidge , Livermore , Maine . 

7 

®78.  Cn  arl  e  s  Au  gu  s  ~cu  s  ,  b.  Raynham. d.  1850,  Easton,  Mass  .Wife  appointed  guardian  of 

the  children.  Is  he  same  as  876?) 

7 

^79.  ^lojthi^r^Jr^jb  .ca,  1795*d.l8l9. His  father  appointed  guardian  of  children. 


. 

f 
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390.  GEORGE  IQ'APP,  (Atherton.  George.  Samuel.  Samuel.  Aaron.; 
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* 


B.  May  10,1780,  Raynham,Kass. 

D.  Sept. 8, i860, age  8l  yrs. , Atherton,  Raynham  or  Providence, R .1 . 

M.  Kch. 30,1809, Lydia  Stevens/£>ighton,Ma3s  .b .Troy , May  17,179^.d. July  12,1859 


f 


1 1  -H 

,b.i:ch.9,l82l|..  d. Sept. 15, 1824.  ^  u  U 

Eliza, b.l,rov. 22, 1825.  Clar1?,~w^bably ^ / » KK ‘ 


880.  John  Adams, b.Mch. 9,1824.  d. Sept .15,1824. 

7 

881.  Julia  Ann  El 

882.  Granville, b. Apr .13, 1828, Fall  River , Mass .m. Mary  Elizabeth  Eoyt,b.May  15, 
Sd.3-s-im. 

El i zabeth  Hoyt,  Westorook, name  .  rney 


I83I . d .  1: ov . 20 ,  l05'9 ,  dau . of  Joseph  H.& 

lived  at  Walton, He  .and  had  a  female  child  who  d.  Oct  .^1, 1853,  G-Se  3  months. 
883  .Alexander  Simmons  ,b .  July  1 ,1830  .d.Feb  .  26,1868  .m. Margaret  T.Smitn  arc-  narri- 

.  fit 


et  Maria  Hopkins. 

7 

88k . 0 1 i s  Wilbur , b . Aug . 2  9 , 1 83 2 .m .Mary  Knox . 

'  — ^ - — ■  'd.V-27-'?0u 

885 . George  A^dyTj u  1  y  ,1^30.d. ITov »22,loo0  .m .Lydia  0  , Dr ing . 

886 . Emeline ,b  .Dec  . 25 ,1820  .m .William  Stoddard, ITov  .22 , l8kl . Intentions  published 

ITov. 20, 1841  .He  b  .Aug. 23, 1818  .Moved  to  Taunton, Hass  .They  had  Er:iiy^',b  .Dec. 


20,l8424<8’and  .Jilliam  Herbert ,b .Oct .23 ,l847,ri1aunton. 


88 7.  Mary  Jane ,b  .Kch*.*18l6 .m .Kch.27 ,1838 , Earl  S  .YJilliams  .Moved,  to  At  tleDoro,I'.ass. 

888.  Edwin. Became  a  minister  and  moved  to  New  Yprk  state. 

7 

889. Almira,b.Kch.8,l3l0.m.Kch.9,l834,v;illiam*lT*Babcock,"both  of  Troy"  . 
j._q  -_7 

890.  Ann  Eli za,b  .110^1825  .m.  June  24,1 840, Andrew  J .Bosworth.at  Canton. Lived  at 

Bridgewater ,Mass\ 

Y 

891 .  Will iam^TijMdoy .  I,l8l2.m. Sarah  Barker  Coffin. 

A  V. 


! 
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403.  JACOB  5THAPP,  (Jonathan.  Jonathan.  Samuel.  Samuel.  Aaron.) 


B.May  30,1781 ,  Conning  ton, Mass 
D.0ct.3,l847,W^s^n^^HMass.  A  farmer, 


M.  Anna  Burton. 

7 

8 92 .Kadi son,  b. Washington , Ma s 3 . 

7 

893»wiHiam>  b. Washington, Mass • 


403.  There  was  also  a  daughter.  Did  Jacob  move  to  Florence  Tp,, Williams  Co. 
Ohio.?  Jacob  was  aged  79  in  census  of  i860.? 
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I4.04.  WILLIAM  KNAPP,  (Jonathan.  Jonathan.  Samuel.  Samuel.  Aaron.) 

B.  Apr .13,1783 >  Curamington,Mass.  (?) 

D. July  15,1853. 

II. 1st  Anna  Whitmarsh,b .Sept. 11 ,1765,Cummington.d. Jan.l ,l805.dau.of  Jacob  « 
Anna  (Pool)  Whitmarsh.Anna  Pool  was  dau.of  Samuel  ?  Pool, a  Lieut. in  the^ 
Revolution. 

2nd  Martha  (or  Patty  )Brown,Stonington, Conn. 

7 

89U .William  Whi tmarsh,b .Dec .20,1 80lj..d .1849 .m .Mari a  Harriet  Austin. 

T 

895 .  Addi s on  Melville , 'Water bury ,  C onn . 

7 

8 96.  Edwin,  of  Cunningham, Mass. 

.  6  5  4  3  2  1 

409.  SHEPHERD  JAMES  KNAPP,  (Jonathan.  Jonathan.  Samuel. Samuel.  Aaron.) 

B . Jan . 7, 1 795 » Cummington,Mass . 

D.Peb.22,l875,Ncw  York,  N.Y. 

M.Mch.29, 1820, Catherine  Louise  Kumble,b.l793.d.l872.dau.  of  William  &  Es 
ther  (Caton)  Kumble.  Catherine  was  b. Sept. 26, 1793. d. July  26,1872. 

897.  Peter  Kumble ,b .Aug. 3 ,l825.d.Feb . 21 .1871 .m.Anna  Amelia 

7  - 

898.  Gideon  Le e,b. Sept. 29, 1821. d.July  l5,l875.m.Feb .1,1 842, August a  M. Spring. 

899. Addison  Kelvin, b .July  13, 1835. d. Sept. 16,1874. Single. (Bapt. Jan. 1836. ) 

900 .Shepherd, b .Oct . 1829. d. Apr .I83O. 

7 

901.Shepherd  Fordyce,b.Aug.29,l832.d.Dec.2^.l886.m.Kate  Floyd  Smith. 

902 . Will i am  Kumble , b . Nov . 2 . 1827 . d . Sen t . 2k . 1877 .m .Mar 5 a  Meserole. 

7 

903.  Theodore  Augustus ,d. Aug. 1838, aged  10  months. 

409. Shepherd  James  was  brought  up  on  a  farm. At  age  17  his  father  gave  him 
a  horse  to  ride  to  New  York  City. He  sold  the  horse  to  Gideon  Lee, a  relative, 
for  $100. and  entered  his  employ  in  the  leather  business. He  became  a  partner 
and  retired  in  1835*  He  was  President  of  the  Mechanics  Bank  for  35  years.  He 
was  Chamberlain  of  the  City  of  New  York  while  Gideon  Lee  was  Mayor.  Was  Direc¬ 
tor  and  Trustee  of  many  institutions  and  was  held  in  high  esteem.  A  steamboat, 
on  the  Hudson,  which  burned,  was  named  after  him.  Family  tradition, reported  by 
Clayton  Knapp, says  that  Jonathan  &  Pens is  Knapp  named  their  seventh  son  MShep- 
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herd  because  of  the  following  incident.  Shortly  before  the  boy's  birth, one 
Thomas  Shepherd, who  resided  on  Bridge  Street ,Northampton,riding  through  Gunaaia 
£  mington.made  the  Knapp  home  a  station  on  his  route  and  made  so  pleasing^inpres 
sion  on  Mr •  &  Mrs. Knapp  that  when  the  baby  was  born  they  named  him  "Sheoherd" . 
Shepherd  Knapp  arrived  in  New  York  with  less  than  a  dollar  in  his  pocket. Gid¬ 
eon  Lee  had  married  Laura  Buffington, Shepherd  Knapp's  cousin.  In  1819  he  was  % 
taken  into  the  firm.  He  retired  in  l839."The  History  of  the  New  York  Swamp", 
by  F.W  .Norcross, contains  a  wealth  of  material  concerning  his  activities.  In 
1632  he  was  a  Director  of  the  branch  bank  of  the  United  States. Was  Pension 
Agent  in  New  York  from  1838  tO  181+l.He  held  official  positions  in  several  in¬ 
surance  and  banking  organizations  and  became  President  of  the  Mechanics  Bank, 
later  the  Mechanics  National  Bank, in  l838,in  which  position  he  continued  for 
36  yrs., including  the  critical  period  of  the  Civil  War.  Catherine  Louise  Kum- 
bbl  was  of  Dutch  descent, her  father  being  a  watch  and  clock  maker  as  early  as 
1775.  Shepherd  first  lived  at  No. 2, North  Washington  Square,  later  on  Washing- 
)  ton  Heights,  his  home  being  called  "Melbourne".  In  1829  he  and  his  wife  joined 
by  confession  of  faith, the  Brick  Presbyterian  Church, then  on  Beckham  Street, 
of  which  Dr. Gardiner  Spring  wqs  pastor.  In  1832  he  became  a  Deacon  and  from 
183!].  until  his  death  he  was  an  Elder  of  that  church.  For  many  years  he  was  one 
of  its  TrustBss  and  for  six  years  from  1868  was  President  of  the  Board. (See 
the  manuscript  family  records  of  Rev. Shepherd  Knapp, a  grand-son,  for  more  com¬ 
plete  records. )New  York  City  Directory  and  other  publications  refer  to  Mm. 

!• 

il-10.  FORDYCE  KELVIN  KNAPP,  (Jonathan.  Jonathan.  Samuel.  Samuel.  Aaron.) 

B. Dec. 26, 1802, Cummington, Mass.  Lived  on  the  homestead. 

B.Feb.8,1895. 

M.ca. I836, Elizabeth  Celia  Smith, of  Hadley , Mass . ,b .1813 .d. 1902. (She  is  some- 
times  called  Elizabeth  Eastman?) 

90^*£^2£^iiilZinJtJr.,b.Nov.l2,l837.  m. Laura  Smith. 

905. Sophia, L.,b. Jan. 29, 181+0, Cummington.d.l891.m. 1871, Charled  Dickinson  Reynolds 

b. 181+7. Had  tji&f  Knapp  Reynolds ,b .Hadley , Mass .m. Louis  E.Crozier. 
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|  906 .Samuel  Shepherd  ,b .  1843 , Apr . 26 . d .  1927 .m .Agnes  Parsons  and  Sarah  C.Cole. 

907.  Kelvin  Smith.b.May  19, l86]+.m. Olive  Rosebrough. 

908.  Elizabeth  M.  ,b.Aug.6  or  18, 1848. d, Sept. 2, 1848. 

909.  Helen  M. ,b . Jan. 6, 1853 .  d. Jan.3,l870 . 


y  4l9-  ABIJAH  AUSTIN  KNAPP,  (Abijah.  Jonathan.  sLuel.  sfrauel.  Aaron.) 

B. Feb. 19, 1797, Easton  or  Bridgewater , Mass . 

B. 1879, Easton, Mass.  aged  82  yrs. 

K.Kch.7,l824,Chloe  Wade, of  Easton. dau. of  Capt. David  Wade.  Intentions  pub- 
^  lishcd  at  Brocton,Mass .  on  above  date. 

910 .Eliza  Aus tin,b .Mch. 26 , 1825? , Eas ton, Mass . 

9H.Emeline  Allen, b .May  21,1827,  "  " 

2, 1829.m. Lizzie  W.White. 

913 .Kary  Jane, b. Aug.  13,1834.  d.1845. 

4X9. Abijah  was  a  farmer,  cooper,  nail  maker,  a  Unitarian  and  a  great  Bible 
student. 

6  S  k  3  2  1 

421]..  JOB  KNAPP,  (Job.  Job.  Seth. Samuel »  Aaron.) 

B.July  18, 1795/ 9h, Douglass , Mass .Was  Lieut,  in  Weir  of  1812. 

D.May  29,1840. 


73 


M. 1816, Sarah  Balcome,b. 1791. d. i860. 

7 

93l|.. Betsey ,  m. William  Heath.  Cv 

7 

915.  Laura,  m.Kovry  Prentice. 

7 

916.  oar  ah  Ann,  b.l823.d.l897.m.l8)+3,Samuel  Pike  Lovett, b  .1824. d. 1890. 

425«  MOSES  KNAPP,  (Job.  Job.  Seth.  Samuel .  Aaron.) 

B.May  11, or  16,1797, Douglas, Mass. 

D.May  29, 1868, Douglas, Mass ♦ 

M. Apr. 1,1821, (or  Feb. 15?)  01a  Balcome,of  East  Douglas , dau. of  John  &  Millie 
7  Balc°me.She  b .Sept ,/,l802.d. May  23,l890.All  children  b.at  Bouglas. 
9^7.^jdjJLsjm,b .l821.d.0ct . ,1871  .m. Nancy  J. Merchant . 
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918 . Beniamin,  b. Douglas  .d.1876, Douglas. m. Elizabeth  Cady. 

7 

919. Mary  Ann, b. 1030.  m.A .J .Thayer . 

7 

L  920. Edward  B.,b.l832.  nu Lottie  Luke. 

•  7 

921.  Moses  M.  (or  E.),  d. yoking. 

7 

922.  Henry  H.,  d. young. 

7 

923.  Almira  M. ,b  .1836 .m.Dr . T. Kendall  Whittemore .Had  Ola  M. ,b .Graf ton, Mass ,m. _ 

Fossil,  A  member  of  D.A.R. 

7 

924* Dorothy,  (or  Dolly) , 

7 

925»f’aimy,b .1021).. Intentions  published  Sept  .1,184-6,  to  m. David  Stone  at  Douglas 
a  widower, son  of  Archelius  &  Rhoda  Stone,  A  carpenter , age  25  yrs. 

4-25. Moses  was  inf  luential,  weal  thy ,  Sup  t.  of  Howe  Mills. 


6  5  4-  3  2  1 

I4.3O.  CYRUS  KNAPP, Jr.,  (Cyrus.  Job.  Seth.  Samuel .  Aaron.) 

B. Aug. 20, 1794 , Dover ,Vt . 

D.July  l5,l868,Wardsbcro,Vt. 

r  M. Jan. 18, 1816, (or  Jan. 26,1819. ) , Emily  Streeter, by  Amos  Rice, J.P. She  b.Aug 

20 ,1794-  *d.  Oct  .27,1860  ,Wardsboro  ,Vt . 

926. Evaline  F.  ,b  .Oct.  12,1824-.  m. Alonzo  Starkey. 

7  / 

927.  Curtis  C. ,b. Oct. 7,1826.  m.Ruth  A. Johnson. 

7 

928 . Fanny  M. ,b .Mch.l6,l832,Wardsboro,Yt.m. Aug. 27,1873 , Russell  Aldrich, Wardsbo 

,  6  5  4  3  2  1 

4-31*  ASAPH  KNAPP,  (Cyrus.  Job.  Seth*  Samuel,  A-aron. ) 

B. Feb. 27, 1796,  Dover ,Vt. 

D. June  6,l867,Marlboro,Vt . 

M.Mch. 8, 1825, Relief  Higley,b . June  21, 1801. d. Oct. (or  Sept .) ,29,1889./// 
dau.of  Judith  &  Relief  (Stearns)  Higley, Marlboro ,Vt.  ^7 

929. L^cina  Relief , b.Aug. 2',?826 .m. June  28, 1854, Alfred  Wells  Titus, of  Chester- 

.  field, N .H.Had  4-  children.  Res .  Wilmington,  Vt • 

F  7 

930.  Horace  Stearns ,b .July  10, 1828 .m. Sarah  Taskett. 

7 

931 » ^t^ws^r.frtb .  June  19,103O*d.Aug.l6  or  26,1833  •  Scalded  by  falling  and 
pulling  a  kettle  of  boiling  water  over  him, dying  in  3  hr s . 


* 
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7 

932. Franklin  Dwight ,b .Apr .18, 1835. m. Helen  A. Crosby. 

7 

9 33  .Fayette  Warren, b  .Mch.28,l839.d.l892.m.Fa3iny  M.Lamb  . 

7 

934 .Asaph  Clark, b. May  23  ,1840  .m. Susan  A. Nutting. 

7 

935«Jolm  Henry ,b .June  6,l844*m.May  24, 1869, Lizzie  M. French, a  widow  with  one 
son  six  yrs.old.  John  was  a  Jeweler  at  Dover, Vt. No  children. Also  called 
Henry  John. 


6  5^321 

432.  ENOS  R. KNAPP,  (Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B  .Oct  .26, 1797,  Dover  ,Vt  .7  BU^^' ^ 

D. June  23,1886. 

K.Mch. 9, 1825, Dolly  (or  Lucy?)  Ellis, b. June  13, 1802. d.Fcfc. 2, 1886, Dover .  All 

children  b.  at  Dover. 

7 

936.  Augustus  Warren,b.Mch. 17,l826.m. Jan. 30, 1856, Adeline  M. Harm. No  children. 

7 

937 . Adeline  Kann,b .  1827 . d .  Aug .  5 ,1859 .  Vf**^*^*-'  'VW  ?ih  ' 

7 

938.  Lucy .Lucre jtia,b. Aug. 8, 1832. d. Nay  27,l8k9. 

..  /\  Jr.  /  S  3  ¥ 

i|32. Census  of  1 850, Monkton,Vt .names  these  members  of  his  family  : Emma , age 
55,b.Vt. ,Asa  Tune sun, age  62., Jane  Tunesun,age  52., Clarence  Tunesun,age  16. Lucy 
was  age  62  in  1850. 


,  6  ,543 

433*  ORVILLE  KNAPP,  (Cyrus.  Job.  Seth. 
B . June  16, 1799, Dover ,Vt . 


2  1 
Samuel .  Aaron . ) 


D. Nov. 23, 18 61. 


I‘i .  Jan.  ,1825, Susan  Barber, b.l801,dau. of  Nathan  Barber , Wilmington, Vt. 
7 

939. Susan  Manilla, b .Aug. ,1827, West  Troy , N .Y . 

7 

940. Elizabeth  Wilbur,  b.l844-»H.Y. 


.  .  °  5  4  3  2  1 

435.  HIRAM  KNAPP,  (Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B. Feb. 7, 1803, Dover, Vt. 

D. Sept.  17, 1859, Stratton, Vt . 

'Bev^Bj1’1828’41  f-arlboro,Vt., Elvira  Stearns, of  Chesterf ield.N.H .  ,bv 
.  •  •H.Kewton,dau,of  donas  (Boater,  *  Boll,  (Page,  Stearnses  ecu, 
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7She  b .Sept .10,1804, Marlboro, Vt.d .Mch, 14,1880,  Stratton,  Vt. ,  a  widow. 

9!H.Poll7PhedoraGrave3,b.AUs.l6,1830.Marlboro,yt.d.H/K/^,Apr.29,1902.m. 

July  2,1848, Isaac  Sprague  who  d.Aue.24,l902.Had  Eva  P .  ,b  .1849.r,.lS71,Wal- 
lac©  Davidson, b.1846. 

942. Carlosp  B.S.,b.May  13,1832.d.Sept.lO,1697.m.Jane  Allen. 

943, Ppmn_C.,b.Kov.24,1833.d.Nov.3,1863.n.Ardelia  Heedham. 

94^i  *Penry  E_.  ,b.Cct. 29,1835. d.  Jan. 11 , 1904. m. Eleanor  Hall. 

945. L2man_Snhs, b. Nov. j,, IO37. d. Oct. 9, 1904 .m. Julia  Agnes  Severance. 
^.Ppton^saElU.,b.Sept.4,i839.ffl.Eeb.l1,1863,El»aL.Perry 

947. Jo_seph_Danl_el__Velo^£o,b .July  28,1842.m.Carrie  Medbury. 

948. Indiana  A.,b,July  28,1844,Soraerset,Vt.Lived  at  Sprin6fleld,„ass.m.Seot.lO, 
1871, Herbert  A. Smith, Baltimore, Me. Had  3  children. 

949. Elvira  M.Arressaville  b  Jui-cr  r,  /  0 

le,b. July  25,1646,Sumerset,Vt.m. Jan.  1, 1867,//^. c.J. All©, 

len,b.Peb*7,l8I(.7 .  Had  4  children. 


440.  ,U  GROVES  KNAPP,  (Cykus.  skh.  sLuel.  Aaron.) 


B  *  July  29, 1812, Dover, Vt .Lived  at  Wardsboro.Vt. ,in  1830. 

D.Kay  2, 186 9, Wilmington, Vt. 

1U Jan. 31, 1837, Sylvia  Ellis,b.Mch.7,l8l4.d.Mch.l5,1880. 

930.  Gilbert  A.  ,b.  July  3,1843, Wtaington.Vt.d.H«v.22,1e8l. 

931. Enna  0.,b.Jan.l8,1848.d.Jan.28/29,l8Sl,Wilmlngton,Vt. 

952. Francis  D.,h.0ct.8,l84l.d.July  2k, 1 842. 

9b3 .Ario s  C.,b.l847,Wardsboro,Vt.  (is  this  sarce  as  #951?) 

444.  bIxliES  mpp,  (R^fus.  j1.  skh.  sLuel.  Aaron. ) 

B.J  eb„5>l800, Woodstock, Conn. 

D. Sept. 28, 1840, Dudley, Mass., of  dysentery. 

H.lst  Oct. 20, 1823, Ann  Frances  Winsor,Dudley,Kass.She  d.June  23,1832,aged  30 
?2nd  July  23, 1833, Lucy  E.Winsor, Dudley, Mass . 

954 •Frances  Elizabeth. b  Jar,  iaoq  ™ 

7  &n»20,l829»Thompson, Conn. d. Mch,.  7>1849,  tuberculosis . 

SSj^Lucian,  d.Aug.l,i832,aged  7  weeks. 
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444»BayIies  was  called  "Capt.B.He  was  Town  Clerk  of  Dudley , Mass  ^in  1 832. 
Also, Chairman  of  the  Selectmen. 


, ,  6  5  4  3  2  1 

W-9.  BRADFORD  KNAPP 9  (Rufus.  Job.  Seth..  Samuel.  Aaron.) 

B. Oct. 3, 1807, Sutton, Mass. 

D. Brooklyn, N .Y .;af  ter  IS'/O. 

H. Nov.  12, 1840, Brooklyn, N.Y. , Susanna  Hughes, b .Apr .1818, New  York  City. d. Dec. 

25>l879, Brooklyn, dau. of  Kerman  &  M&gdaline  Hughes. 

958. Ellen,  b*lol}.l. 

7 

957 *Susan  Bradford ,b ,1844® 

7 

958 .Bradford  Henry ,b .July  23, 1848. d. Jan. 3, 1919.m. Elisabeth  Ketcham. 

449.Feb. 2, 1838, Bradford  Knapp  sold  land  in  Ontario  Co., N.Y. to  Andrew  Turk, 

of  Senaca. Feb. 9, 1837, Bradford  Knapp, New  York  City, for  $1 .quitclaimed  land  on 

/A 

the  water  front  of  Buffalo  to  Adrian  H.Xuller  and  sells  one  tract  for  $50,000.- 
May  14, 1849, Bradford  Knapp  and  wife  Susan, of  Brooklyn, N.Y. sold  land  in  Buffalo 
to  John  D. Shepherd, of  Buffalo, for  $51650.  Nov. 23,1835  Bradford  Knapp  and  Ste¬ 
phen  V .R .Boger t , of  New  York  City  bought  land  on  the  ship  canal, Buffalo, from 
Pierre  A. Barker  and  Betsey, his  wife,  for  $80000 .Brooklyn  Directory  for  1850 
gives  his  address  as  166  Henry  St., and  In  1869  as  351  Clermont  Ave. 


8  5  4  3  2  1 

455.  JOHN  GR IDLER  KNAPP,  (Samuel^Goldsmith.  Peter.  Seth.  Samuel.  Aaron.) 


B .Mas s . Bap t «Mch •  2 7 , 1803 , Age  44, census  of  1850, Madison, Wis  .  A. Lawyer. 
D. 


14.  Emma  D, 
7 


.,b  .Conn,  age  44  in  1850. 


959. Charles, b. N. Y. , age  14  in  1850. 


6  •  5  4-321 

485*  WILLIAM  KNAPP  ,M.D . ,  (William.  Paul.  Seth.  Samiel.  Aaron.) 


B. Sept. 28, 1778  or  Oct. 28,1788  or  Sept .28 .1787, Springfield, N.Y . 


D.Feb.3,1874, (77?), aged  85  yr s .Buried  in  East  Waver ly,N.Y.cL 


M. June  14, 1812, Armenia  Gates, of  Bainbridge .N.Y. b, Jan. 20, 1792. d. Nov. 29,1850 
.  r-o  ,  (Holbrook) 

0ed  58  yrs . ,dau.of  Azel  &  Margaret/Gates. 


i 
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960 /Jill iam  Ii,  ,b  .Nov.l6 ,1813  . d.Aor  .8  .1895  .m. Mary  Ann  S/hackleton 
7 

961.  Augusta  A. ,b.Feb.20,l8l6.d.June  26, l898.m. 1st, Apr. 2, 1835/38, Benjamin  Pit¬ 

ney  Snyder ,b. Sept. 20, 1769  (or  1796) .d. Aug. 19, 1859, aged  63  yrs.Ke  m.lst 
Mary  _ _.2nd  Esther  Canfield, dau. of  Enos  &  Polly  (Robertson)  Canfield. 

3rd  Augusta  A. Knapp.  Augusta  m.2nd  Mch. 8, 1882, Enos  Bucklee,Ithaca,N.Y.He 

36. 

d. Oct. 21, 1882. Augusta  had  (1 ) Armenia, b . July  2£, 1837/d. ///.July  31,1910.n. 
Nov.20,l855>Charles  Dunlap  and  had  LaPayette  and  Ray.(2)Alice  Elizabeth, 
b .1  eb . 22 , 1845 *d •  Jan.  1  ,lo70.m.F eb * 21  , l864,Bert  Wasson •  (3 ) DeLaf aye t te  Sny¬ 
der,  b. Apr .8, 3 847 «d. May  6, 1898. m. Mch. 8,1869, Lucy  A.Stowell,dau.of  Rev .Aa¬ 
ron  &  Lucy  (LeBarron)  Stowell.Had  DeLeon  El ting,  Minnie  Darling  and  Aaron 

(4) Margaret  Emily ,m. Thomas  Yates  and  had  Norman,  Thomas,  Romeo  and  Mary. 

(5) Mary  Adell, b. Aug.  1828 .m. Apr .22, l81;7,D.L.F. Clark  and  had  Della,  Mary  an 

Archibald.  (6)Esther  Elizabeth,b.Nov.  ,1832. d.  Jan. I,l8?0.m. _ _ Wheeler  and 

had  Benjamin  and  Jasper (The  last  two  were  step-dau.) 

962.  Emily  Margaret ,b .Apr .14  or  24,l8l8.m. Sept. 22, 1843, Thomas  Yates. Had  Benja¬ 

min  P ,b . June  11,1844.  Thomas  P.b.May  17,184-7.  Jerome  N.b .Apr .22,164-8.  Non 
mati  S.b.June  16,1853 .d.  194-3 .  Mary  E.b. Feb. 12, 1858. 


✓ 


963 .Mary  Gates,b .Apr .22, 1820. d. May  4,1858 . Single . 

964 .4  <!Eome_jB.  ,b  .Aug.17 ,1822  »d  .Jan.  22,1853  *®.Maria  Armstrong. 

965.  Lucia  Lucre tia.b .May  7, 1825. d. Apr .24, 19044m. Rev. Aaron  B^Stowell  as  his  2nd 

o- 

wife. He  d.Mch.23,l891,Herndon,Vt .Had  Reuben  Bennett,  William  A. and  Fred. 

966.  Armenia, b. Mch. or  May  2?  or  28, 1828. d.Feb. ,1908.m. Oct .20,1856, John  Cheney. 


Had  George  A. and  Della  M. 

7 

967 , Azel,b. Sept. 29, 1834. d. Sept. 11, l899.m. Harriet  Babcock  and  Drusilla  Anthony. 

968. Hauti©  L. ,b .Apr .10,184] , is  said  to  be  a  dau . ? 


465. William  studied  medicine  with  Dr .White, practiced  at  Bainbridgs , Factory- 
ville  and  Waver ly,N.Y .Retired  to  a  farm  in  Old  Wolcott  Hollow, Athens, Pa.  Was 
Surgeon  General  of  the  N .Y. State  Militia. Practiced  at  Jerico ,  also  .He  was  an  //: 
able  doctor  for  his  time. He  lost  an  arm  in  middle  life  from  the  premature  dis¬ 
charge  of  a  cannon. All  his  children  were  b.at  Bainbridge .He  was  a  man  of  great 
energy  as  shown  by  the  large  amount  of  stone  wall  that  he  laid  with  one  hand. 
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Tho  wall  was  in  good  condition  in  1914*  Did  he  m.2nd  Sept .22,1873 , Emily  M. 
Knap?(see  Mrs .Bingham' s  letters.)  Azel  Gates  d. Feb. 23,1832, aged  66  yrs.Mary, 

^  his  wife, d. July  22,l83l)-,aged  69. Their  children, < Jane, d. Aug.  11, 1848, aged  28, wife 
ofjReuber  Hoyt.  Orpha  d.July  28,1832, aged  37.  Mary  d. Oct .30,1837, aged  .  Lucia 
d.I-Ich.xO, I83I, aged  26.  Azel  d. Sept .16, 1829, aged  19.  Armenia  Gates  came  from  a 
family  of  soldiers.  She  was  a  niece  of  Light  Horse  Harry  Lee  and  a  near  rela¬ 
tive  of  Gen. Gates .Her  father  and  seven  brothers  served  in  the  Revolution. 


6  5  If.  3  2  1 

466.  SYLVESTER  KNAPP,  (William.  Paul.  Seth.  Samuel.  Aaron.) 


B. ca. 1790, Springfield, N.Y. Age  59, census  of  l850.Real  Estate ,$1000 . 

D. Dec. 25, 1872, aged  82  yrs. ,Smithboro,N.Y.He  was  a  physician. 

M. Apr .16, 1815, Lucy  or  Lucinda  Fitch, b.Feb. 15, 1790. d.l871,dau. of  Judge  Jon¬ 
athan  Fitch, of  Windsor, Conn wife, Esther  Sill. Jonathan  invented  Fitch' 


steamboat  in  1785, later  improved  upon  by  Fulton  in  1807.  m.atilerico  Ridge 


or  Sill town, now  Bainbridge,N.Y. 

7 

969. Caroline, b.Jan.^1, 1816. d. Jan. 21, I849.m. Oct. 30, 1834, Dr.. 


Colburn. Had  Hen¬ 


ry  ,b. 1837. d.1838.  Andrew  R . ,b .1839. d. 1897. m.Adie  A.  &  Simmones. 


Lucy  J . ,b.l85l.m.  Smalley. 3  children. 
7  “ 


970. Eliza, b. 1818. d. I86I/63 .m, 1842, George  Clinton  Kress, b.l8l6.d. i860. Had  Este: 
b,l854.m.G. A. Forest.  William  Claymoreor  Clymer ,b. 1847. d. 1895. m.18 71, Mary 


A. Blache.  James  Clinton, b .1854*  Harry  G.b .1858. m. Jennie  B.Reed. 

971.  Amelia, b .Oct. 10, 1820. d. Jan. 2, 1898. m. Liberty  Phelps  and  A. G. Bigelow. 

972.  Andrew  Craig,b .1822. d. June  4,l832.Killed  by  the  railroad.? 

973.  Charlotte, b. Sept. 12, 1824. d. Dec. 4, I683.m. Nov. 3, 1843, Elijah  Smith. Had  Sylves- 


i 


ter  K.b.l844.m. Julia  Harris, of  Buffalo.  Antoinette ,b. 1846 .m. 1873, Harman  W 
VanAn twerp •  Alice, b .1853 .m. 1871,1 .J.Goodenow.  Jabez  L. ,b .1855 .m. Flora  Me 
Allis ter.  Clara  E. ,b. i860. m. Henry  Bodell.  Horace  D.b.l865.m.l866,Birdella 


Putman  or  Putmnan. 
7 


974 • Sarah, b. 1826 .m. 1842, Horace  Chubbock.Had  Inez  Della,m.l868, Calvin  Ives.  Aa¬ 
ron  F. ,b. 1852 .m. Cora  Munnick.  Clinton  Kress,b .l855.m. twice .  Antoinette^. 
l864.m.Rev.  Rible. 
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975. Sylvester , Jr . ,b .Apr . 8, 1828. d. Apr .30,1888 .m.Adelia  A .Spring. 

7 

9?t>.  Antoinette  ,b  .May  5»l830.d.Nov.l0,l885*m. Jan.l5,l852,Ira  D.  Guernsey  .Had  Hen- 


> 


ry,b.l853.d.l85ij..  Ella,b.l855.m.. 


Kniffen.  William, b. i860. d. i860.  Ethel 


el, b. 1862. ra.H.C. Gillespie, Chicago.  Farma,b .1868. d. 1895. m.  Bowman.  F^J-. 

? 

977* Jabez  Fitch, b. June  27* l332.d.May  29, 1852. Killed  by  the  railroad. 


J4.66.  Sylvester  read  medicine  with  Dr  .White  and  practiced  at  Bainbridge  and 
Smithboro,N.Y. Graduated  from  Cherry  Valley  Medical  College,  Coopers  town, 1'I.Y .  He 


taught  many  young  doctors  .Member  of  the  American  Medical  Association  in  18214.. 

who 

Lucy  Fitch  was  grand  dau.of  Jabez  Fitch  $  with  William  Knapp  and  Ebenezer  Mead 


were  appointed  in  1792, Commissioners  of  the  Stage  Company, New  York  to  Boston. 

.  James 

(See  Hist. of  Greenwich)  Lucy  was  great  grand  dau.of  Major  jtfSjfoCjfyLfyijf  Fitch  and 


Alice  Bradford, a  Mayflower  descendant.  His  will  mentions  Amelia  Phelps  of  Man- 
itowac»Wis. , Esther  A. Forest, a  grand  dau.,  children  of  Eliza  Kress, deceased. 


William, James  and  Harry, of  Willsboro, Pa. , Sarah  Chubb ock, of  Cazenovia  , Muskegon 


> 


Co. Mich. , Caroline  Coburn, Cazenovia, Mich. , Antoinette  Guernsey, Elmir a, N ,Y. , Syl¬ 
vester  Knapp,  Jr .  ,M.D.Smithboro . , Charlotte  Smith, residence  unknown, ■Qrobabl';r  3 o'*1 

*  A 

western  state,  all  of  age  except  James  &  Harry  Kress  .Executor  ,L.Burr  Pearsall, 


Nicholas, N .Y .  and  Adelia  A. Knapp, wife  of  Sylvester , Jr .  "in  consideration  o^- 
faithful 

the  many  years  of/service  rendered  me  and  my  family  by  her."  Jonathan  Fitch, b . 


P  eb  .15, 1  /’I(.5.d.i831  .m.May  lj,  1775, Esther  Sill ,  Jerico ,N .Y .She  from  N  .Lynn, Conn.  ? 
Sylvester  Knapp  and  Lucinda, his  wife, of  Preston, Chenango  Co.,N.Y.and  Erastus  ?; 
Farnham, late  of  Sodomy , Delaware  Co. ,N.Y.sold  land  to  Hansford  Henks? ,of  Norwich 
N.Y.in  1830. 


6  5  b  3  2  1 

M>? •  ISAAC  KNAPP,  (William.  Paul.  Seth.  Samuel •  Aaron.) 


B  .Sept.  ,1793  •  Springfield, Otsego  Co.,N.Y. 

D.May  2,1882, James town, N.Y.  A  farmer.  <JL- ($>/w ^ /%/ 2  • 

Isabelle  Taylor,  (or  Ida  Belle  or  Elizabeth? )b .Mch. ,1797. d. July  26, 


1892, aged  95  yrs. 

978 . Nancy ,m . Ab solom  Bowman, of  Waverly ,N .Y .Had  son  William.  He  m.2nd  Barbara 
Albright. 


*9- 
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’  7 

979»Geo't'ce  ,b  ,ca  .l8l5» 

7 

980.Mary. 

^98l.Fanna,b  .Feb  .1 ,1822,  Cherry  Valley  ,N  .1  .d.Feb  .4,  18  94  .m. Apr.  3,1814-2,  Samuel  B . 

Smith, b. Aug. 13, 1817, Tioga  Center, N.Y. d. Nov. 28, 1889. His  ancestors  from  Heid¬ 
elberg, Germany  .Had  Mary  Adell,b .1845* d .1913  »*i.  Herrick  Seymour.  Isabelle, b. 
I8I4.8  .d«1910  .m.  Austin  Cole. Had  large  family  in  Calif.  Warren  A.  ,b  .1843  *d 
1906. m. Frances  Lounsbury  and  Lucrelia  Kirby.  Ella  M.  ,b  .'1853  .d.!917«m.Rob- 

! 

ert  Spendley.  F anna, b.l863.m.C. Frank  Crocker. 

982. Eliza, (or  Sarah?).  j 

983*Emeline , 


984 »Martha . 

y 

985. Devillo.b. June  30, 1833. d.Apr. 19, I878.E1. Cordelia  Thornton. 

7 

986. Isaac.  ; 

7 

987.Thilbert,b.ca.l832A0.  ! 


i 


6  5  4  3  2  1 

468.  DAVID  KNAPP,  (William.  Faul.  Seth.  Samuel.  Aaron.) 


B. 1794, Springfield,  N.Y. 

D.  Of  Jamestown, N.Y. 

M. Sarah  Sayre . 

7 

988.  Charles,  b.ca.l8l5. 

7  - 

989.  Hiram,  b.ca.l8l7. 

7 

990.  Eliza. 

7 

991.  William,  b.ca.1820, 

7 

992.  Gardner,  b.ea.l825. 


6  5  4  3  2  1 

470.  HIRAM  LISCOMB  KNAPP,  (William.  Faul.  Seth.  Samuel.  Aaron.) 


► 


B.Feb .19 , 1802, Springfield, N.Y. 

D. Oct .18, 1865, Orwell, Pa.  Buried  there. 

M. Dec. 18  or  28. 1826, at  Rome , Bradford  Co ., Pa. , Elizabeth  Haley  Easterbrook, 


of  Woodstock, Windham  Co . ,Conn. ,b .May  29, l806.d. Nov. 21,1891  or  1882, Orwell, 
dau.of  John  &  Elizabeth  (Howard)  Easterbrook. 


. 


' 

* 


*  * 

. 


■ 
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993 .Martha  H. ,b . Jan. 3 ,or  June  23 , 1828 . d . June  27, l887.m.Aug. 15, 1849, Nathan  Case 


» 


Elsbree.Had  Mary.  Martha.  Hiram.  Maria.  Lewellen. 

99^.Teressa,b.Aug.23,l831.d.Jan.22,l852.?  m. Jan.22,l852,Manson  Elsbree,a  broth. 


er  of  Nathan  Elsbree.Had  son  Fred. 

995.Alswitha, (Alswirtha?), b.Aug. 6, 1833- d.Nov.4, 1890 .m. i860, Dr. William  Lawson 
(or  Lott)  Frisbie, b.Mch. 25, 1834, Orwell, Pa. d. Sept. 14, 1896, Palieville, Pa. 

son  of  Zebulon  &  Polly  (Goodwin)  Frisbie.Had  Zebulon,a  physician, who  m. 


his  cousin, Kate  Knapp, dau. of  Hiram  Knapp, of  Elkhart, Pa. Bad  son, Paul. 

996 -Hiram  Llscomb?Jr. ,b .Nov. 11, 1836. d. Nov. 19, l882.m. Hannah  Catherine  Cuykendal* 
997. Elizabeth  H.,b.July  8,1835  or  June  8, 1839. m. Oct .4, i860, Henry  Taylor, of  Wes* 


Warren, Pa. (or  1st  Dr .Benjamin  Babcock  and  2nd  Charles  Crandall?) 

993. Armenia, b .Mch, 20, 1841/45 .m. 1st  May  4  or  14,1863, Benjamin  B .Babcock. 2nd  Capi! 


Charles  H.Crandle,of  Strausville?  Pa. 

7  CuJ^-3,1^- 

999.  AchiL j. e s  J .  ,b  .May— 4^1-645.  d.Kch.l  0,1 8  98  .m.Zella  Conklin. 

1000. Capelli  B.,a  physician, b .May  6, l845,Orwell, Pa. d.Mch. 10,1898, Hamilton, (or 


G> 


Lyman ) , Washington. m. Susan  Crandall. 

7 

1001  .^^elancthonJL.  ,b .  June  29, 1847. m. Gertie  Smith  and  Mary  Eveline  Austin. 

.  osephxne Jan. 28, 1873 , Preceptor  swor t^^ndham , Pa . 

Had  Haley ,m. — — Finch.  Ruth, m. Lee  Johnson, Binghamton, N.Y.  Theressa,n. 


_Kuykendall . 


1003  .Frances ,  Liscomb  ,b  .  July  6,1838  .d.Apr.l,  19l5.m.  Elvira  Eddy.  Sj*' 
1004.  Jemima.  ? 


470. Dr. Hiram  and  twd>  brothers  studied  medicine  under  Dr  .White,  of  Otsego  Co. 
N.Y.  Dr. White  was  the  most  famous  physician  of  his  day  in  Central  New  York. They 
were  said  tfc  have  attended  Cherry  Valley  Medical  College,  Cas tie ton, Vt .Medical 
College  and  Albany  Medical  College.  He  settled  at  Orwell , Pa. where  he  practiced 
until  his  death. In  census  of  1870  his  widow  is  called  Elizabeth  Mahal a, age  65, 
real  estate, $5000.  personal, $800 .  He  is  also  said  to  have  been  at  Squaw  Grove, 
DeKalb  Co., Illinois  in  1835. 
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1^-76.  SAMUEL  EDWARDS  KNAPP,  (Paul.  Paul.  Seth.  Samuel.  Aaron.) 

B.Jnly  21,1797»Moretown,Vt. 

D.July  4,1875, GR  Duxbury  Cemetery. 

M. -Feb.  19>l832, Martha  Hazel tine,b. May  22,l803,dau.of  Joseph  &  Martha  (Knap^ 

Hazeltine.  m.by  James  Smalley, J.P. 

7 

1009. LaPayette,  (probably  Washington  LaFayette )  ,b .1833 .age  16  in  l850.d,1910. 
Buried  in  Duxbury  Cemetery .Perhaps  b.at  Huntington, Canada.  Single. 

1006.  Luke, b.l83i|,.m. Polly  McElroy.or  Mc-Colroy. 

1007. Jose£J^z_eltine,b.Sept.8,1839.m.Carrle  L . Chamberlain  and  Elzi^KcElro?'; 

476. Samuel  E.was  a  shoemaker  and  a  Universalist.Res. , Huntington, Canada  and 
More  to  wn,Vt  .after  1845.  Jan.  23, 1826,  Wm.D.  Ross,  Essex,  sold  land  to  Paul  Knapp, Jr 
and  Peter  Kartenus,of  Willsborough.  Feb . 7, 1826, Peter  Martenus,of  Willsborough, 
Essex  Co.,N.Y.sold  land  to  Paul  Knapp, Jr. and  Samuel  Knapp, same  place.  Mch,8, 
1826, Wm.D. Ross, of  Essex, sold  land  to  Samuel  E. Knapp, of  Willsborough  for  $336. 

479.  PAUL  KNAPP,  (Paul,  Paul.  Seth.  Samuel.  Aaron.) 

B .  1 8 O4./05 ,Moretown,Vt.  or  N.K.  A  shoemaker.  "5th  child  of  mother." 
D.Mch.6,l889,aged  83  yrs.  li  mo.  28  days.  Perhaps  b.0ct.23,l806,MontPelie: 
M. Sabrina  or  Margaret  Kennedy, or  both,b.l808.d.Feb . ,l850,dau.of  James 


Kennedy.  Lived  at  S t J ohnsbury , V t . and  Barnett  sometime. 


Children  of  Sabrina 
7 


1008. Warren,  b.1335.  Vt.Age  Ip, census  of  1850, Montpelier ,Vt. 

1009. Orlando, b.Vt. age  13, in  l850.m. Clara  Glidden,of  Plainfield. They  went  to 
Florida, owned  an  orange  grove. Orlando  Florida  was  named  after  him. 

1010.  Jennette, b.Vt. age  10  In  1850. 

1011.  Elizabeth, b.Vt. age  8  in  1850. 

Children  of  Margaret  Kennedy. 

1012.  Carrie  L. ,b .Sept. 8,1864 .  n.Georgd^Sargent /o-3i-i8S7- 

1013.  Julia,  d.1903.  m. Spaulding  Clark. 

1014.  William,  d. young. 

1015.  Lee  Victor^b. Feb. 28, 1864. d. Oct.  ,1925.m. Qrana  Ward . 
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I4.8O.  ORLANDO  KNAPP,  (Paul.  Faul.  Seth.  Samuel.  Aaron.) 

B .Mch . 8 , 1808 , More town, Vt . 

D. Jan.l8,l891,Duxbury,Vt.GR 

M. Eliza  M. Mead, b .July  l8,l8l6.d.0ct.3,l862.GR  Duxbury,Vt. Cemetery. 

1016 .  Chari  e  s  Dudley  ,b .  ca .  1840  «m. Adel tha  Griff  in  and  Fannie  Sawver. 

7  jjv  j 

1017. Olive  Jeannette, b. Dec. 28,  l8487.d. Dec.  27,1904.  Single. Duxbury,Vt, Cemetery. 

1018.1m  0 » ,b  .Mch.  14 , 1851  »d .  J  an  .4*1940  .m. Net tie  L  .Kenyon. 

6  5  4  3  2  1 

481.  HOLLAND  EDWARDS  KNAPP,  (Paul.  Paul.  Seth.  Samuel.  Aaron.) 

B .Sept. 27, 1812, Montpelier ,Vt. 

D. Jan. 4, 1900, Cabot, Vt. 

l-i. Sept, 22, 1838, Lotisa  Philona  Hills, by  Rev. Hall. She  b.  Jan. 30,1820, d. Feb. 20  . 

I890,dau.of  Zerah  A. Hills. She  b.at  Middlesex, Vt.d. at  Rochester, Windom  Cc. 

Vt.  (Did  he  m. Jan. 6,1831, at  Berlin, Vt. Susan  Bishop.?) 

1019. Sarah  Jane,b .Nov .  17,1839, More town,Vt.d. Apr .  ,1918  .m.Kch.  10, 1.861,  John  D.Nici 

^  ols.Had  William  Dean, b .May  28 ,1862. d. Apr .6, 1892. m. Jennie  S. Coffin.  Gcr£n 

trude ,m. Henry  Streeter. 

7 

1020.  Julius  Po^ery,b. Jan. 28, l844»Moretown,Vt.m. Sept. 5, 1867, Maria  P. Johnson, b. 

Liverpool, England. Her  father  was  a  sea  Capt . ,lost  at  sea. 

1021.  Lei ah  19, l846,Moretown,Vt.d. Nov. 26, 1910 .m.Mch. 4,1869, David  Cun¬ 

ningham. She  d.at  Cabot, Vt. 

7  ,  | 

1022.  Bertha  Patty, (she  was  named  Patty  Bethia,but  she  changed  it) ,b .Nov. 20,185* ' 

Mo r e to wn , V t . m . July  31,1873, Merrill  Osgood  Evans, Nor thfield,Vt. Had  Merrill 

•  i 

0 . Jr . ,  Bertha  P.,  Carl  Clarence ., Earl  Wayne. 

l°23.Clarence  Hills, b. July  16, i860. d. Oct. 20,1910 .m. Ellen  Estella  Knapp.  I 

481. Holland  was  a  farmer  at  Moretown,Vt.He  drove  team  from  Montreal, Canada. ’ 

to  Boston, carrying  freight. Vesta  V .Knapp  writes : "Rolland  was  a  Capt. in  the  Horn?! 

J 

Guards .After  he  was  married  he  drove  a  four  horse  team  from  Burlington, Vt. to 
Boston, Mass .freighting  goods. They  CArried  flour, sugar  and  all  kinds  of  grocer¬ 
ies. He  owned  two  four  horse  teams,*drove  one  himself  and  hired  Geo .Hazzard, a  ne- 
gro;  to  drive  the  other  .Drove  until  the  railroad  was  put  through  Vt. J> 


‘ 

■ 
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I(.85*  ROBERT  KNAPP, Jr.,  (Robert.  Paul.  Seth.  Samuel.  Aaron.) 

.  ,  ,  f  's*ierxr0' 

B.ca.l8l7,Vt.  ' 

D.ca.  1865, aged  48  yrs  .  w 

M. Sarah  VanCuren, (or— VanBur©n?)of  Erie  Co. ,Pa. ,b.May  l6,l8ll.d.Mch.25,l892. 

102lj_. Allen  F.,b.l8kl,Pa. 

7 

1025 • Delilah, b. 1843 # Pa. 

7 

1026. Rosetta  or  Rosilla,b .1852, Pa. 


485.  There  is  confusion  over  Robert .There  is  a  record  of  a  Robert  Knapp, b .17S7. 

d. 1823. m. Jane  M. - ,b.l791.d.l823. Children; James  R. b. 1820. d.l 901 .jrf/and  sister. 

(or  wife?<)Matilda,b .1822. d. 1904. All  buried  in  North  East, Pa.  Of  his  father, 182. 
Robert, it  is  written  "Robert  Knapp  yoked  his  oxen  and  went  to  Ohio  with  wife 
and  two  children. He  lived  to  be  lo4  yrs. old. His  mother  lived  to  be  111  and  did 
her  o\m  housework  until  over  100." 


o  5  4  3  2  1 

486.  ABRAHAM  KNAPP,  (Robert.  Paul.  Seth.  Samuel,  Aaron.) 

B .Oct .30 , 1819.  Moved  to  western  N.Y.  from  V t • 

D. Aug. 30, 1865, aged  45  yrs.GR  Phillipsburg  Cemetery , Erie  Co.,Pa. 

M. Lydia  Donaldson, b .1820, Mill town, now  Arbuckle,Pa. 

102 7 •  2|La-P-5-°.  Loratng. , b ♦  June  19,1846. d.Mch.l7,1926.m.Lodema  Kent. 

1028 .Gilson  Miletus ,b .May  19,1848. d. Aug. 4, 1921. m« Jeannette  Cox. 

1Q29 .gosjgl  jRqzslle?)  Mely^ll^  ,b  . Dec  . 20  . 18 . d .  1 91 3  .m . Eva_ _ . 

1030.  Gerroame, (Jerome? ),b.tf.Mch. or  Nov. 17, 1856. d. June  28, 1865, aged  9-3-11. 

1031 . Rosetta,  b .1857. 
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B. Sept. 22, 1817, Pembroke, (or  Phelps? ), N.Y. 
D. Nov. 15, 1906, Royal ton, Niagara  Co. , N.Y. 


M.Mch. 22, 1865, Phoebe  M. Brownell, b. Jan. 1, 1828. d. Feb. 5,1 906, 

.7 


1032. Mary  E., b. Sept. 15, 1867. d. Dec. 18, 1934«»* June  27, l894»Dr .Clark  Edwin  Ernest, 
at  Gasport,N.Y.  Had  Paul  McClure, b.l896.d. 1898.  Lois  Knapp ,b .1898 .m. Er¬ 
nest  S.J. Maynard.  Franklin  Liscomb,b .1902. m. Agnes  Marshall  White. 

492 .Frank! in  Lis  comb  was  a  Homeopathic  physician  at  Gasport,N.Y. 


'  V  . 


'  - 


-  ' 
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lj.98.  LISCOMB  FRANCIS  KNAPP,  (Francis  Liscomb.  Paul.  Seth.  Samuel.  Aaron.) 
B.July  19,l8l4,Waterbury ,Vt . (or  Stowe?) 

D . July  10,1840, in  his  26th  year. 

M, Nov. 13 .l83^,Rebefeah.  Langmaid. (or  Nov. 30), by  Rev. John  Currier. She  b.June  2 


> 


12, 1817. d. Sept . ,l898,dau.of  Capt .Solomon  &  Hannah  (Towle)  Langmaid. 

7 

10 3 3.  Franc is  Liscomb ,b .July  6,l838.d.Apr .l,19l5»ro»Elvira  Eddy. 

6  5  4  3  2  1 

502.  GILBERT  CLARK  KNAPP,  (Francis  Liscomb.  Paul.  Seth.  Samuel.  Aaron.) 

B. Jan. 12, 1814 , Franklin, Hass . 

D. Aug. 27, 1883, Worcester, Mass . 

M. Jan. 22, 1856, Lucinda  Goddard, b .May  2,1831 
7 

1034.  Janes  Herbert, b . June  7>l858. 

7 

1035.  Josephine  Gilbert, b. Dec. I4»l860.d. July  2,1863. 

1036 . Matilda  Gertrude ,b . Jan . 22 ,1865 • 

502.  Gilbert  was  in  business  at  Richmond,Va.from  1843  to  1852, then  made  hi; 
home  at  Worcester , Mass . 


6  5  4321 

505.  HIRAM  KNAPP,  (Francis  Liscomb.  Paul.  Seth.  Samuel,  Aaron,) 

B. Apr .20, 1820, Athol, Mass. 

D. Bee. 28, 1885, Athol, Mass. 

M.Oct .30, 1848, Elizabeth  Pierce  Goddard, b .Sept .1,1825* d. Feb .  18,1892’, Athol , 
dau.of  Ashbel  &  Betsey  (Pierce)  Goddard. 

7 

1037 . Annie  Elisabeth, b .Nov. 23, 1849, Athol .m. Charles  Eninger 

1038 . Caroline  M.  ,b. Nov. 26, 1849?  Athol.  (perhaps  b .1859? y 

1039.  Emma  Lois, b.Mch. 23,1863, Athol. m. Henry  M. Prescott. 

,  7 

1040 .  J o sephine  Lucinda ,b.0ct.ll,l85l.d.0ct.l6, 1851 . 

7 

1041.  Charles  Gilbert, b .Nov. 28, 1852. Drowned  Nov., 1869. 

7 

1042 . William  Ellsworth, b .Aug.3,l86l . 

.  6  5  4  3  2  ‘1 

519.  SAMUEL  KNAPP,  (Moses.  Samuel.  Moses.  Moses.  Aaron.) 

B. Dec. 30, l8ll ,Bradley , Maine . 


* 

.  •  .. 


1  . 


-  1 

- 


■ 

<  «*■ 


11]+ 


D.  Sop  t .  12,1881+,  Oldtown, Maine. 

M.lst  Almary  Willard.  Had  two  children. 


2nd  Adeline  Heald,Sept.9,l81+7,by  George  Hubbert,J.P .  ,Stonington, Conn. She 


b.  Apr.  13, 1819,  Brewster,  Me.  d.  June  1+,  1885,  Leadville,  Colo  .Buried  in  Old- 
town  Cemetery . Children  b.at  Bradley, Me. (perhaps  Geo .Hubbard. ) 


101+3. Hiran  C . *8 .June  10, 1837, d. Sept. 27,181+2, 
7 

101+1+ . Willard  S.  ,b . Mch. 6, 181+1. d. Nov.  17, 181+3* 

7 


101+5  .Mary  Willard, b  .Nov.  8 ,181+9.  ra.Mch.  11, 1916,  Fred  V  .Foss  ,b  .Jan  .12, 181+8  .She'X' 


d. Aug. 20, 191 6, at  Snohomish, ’Washing ton. 

101+6. Addie  Josephine ,b .May  26, 1851, Oldtown , Me .m. Feb .8, 1875, Oldtown^yril  For- 


i 


tier ,b. Aug. 6, 181+6, Quebec, Canada. Had  Genevieve  Cutler, b. Feb. 5, 1877.  Ar¬ 


i 


thur  Henry  ,b  .Nov. 15,1878  .m. 1921, Signs  Robinson. 

7  ; 

101+7.  Bor  a  Rachel, b  .Feb  .10,1853  . d. Dec .2,1883  .m.Sept .  9, 1882, Milford, Me . , George  ' 


Hawthorn,b .Aug. 10, 1352, Old town, Me . 

7  ,, 

101+8, Jerome  Harris, b. Aug. 25, l851+.d. Jan. p,l887»m. Feb.  10,1886, at  Leadville , Colo ,  ' 


Lizzie  Nulty . 

7 

101+9. Lillie  Salome, b .July  1, 1856. d. Jan. 8 ,1874* Single. 


I 


1050.  Nettie  Sabra,  (or  Sarah)  ,b.Mch. 27, i860. d. Oct. 20, 1905. m.  June  10  ,l89l+,Lead- 

r 

ville, Colo ., Paul  P .Peyer ,b. Jan. 11, 1858 .No  children. 

7 

1051.  Nina  Caroline, b.Mch. 27, i860. m. 1st,  June  1+, 1886, Leadville, Colo ., Willard 


Yothers ,b .Aug. 20,1860 . d . June  7 ,1896, Leadville, Co] o .She  m. 2nd  at  Los  An¬ 
geles, Calif  ., in  1908, Ernest  L .Battelle ,b .Aug.  9,1851+.  No  children. 


519. In  census  of  1850, Milford  Tp ., Penobscot  Co., Me. he  was  a  lumberman, aged 


39  yrs. Living  with  him  were  his  bro .Cyrus  W.aged  28  and  wife  Phebe, aged  29. 


„  6  $  k  3  2  1 

521.  JOHN  N. KNAPP,  (Moses.  Samuel.  Moses.  Moses.  Aaron.) 


B .Mch . 21 , 1815 , Bradley , Maine . 

D. Apr  .1+, 1890, Bradley, Penobscot  Co.  , Maine . 

M. Jan. 25,181+1+, at  Dixraont , Me ., Eliza  Whitney ,b . July  2,l823,Dixmont ,d. Oct. 20, 7 


1887, Bradley ,  Children  b.at  Bradley. 

1052. Agnes  Annie , b . Jan .  10 , 181+5 •  d .May  30,1863. 


‘ 


. 


-*  r. 
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1053 « Salome , b . Jan . 6 , 1047 • d . Jan . 22 , 1048 . 

7 

1054 . Ella  A., b.Dec. 24,1849. d.Mch. 27,1852. 

7 

1055 . May , b  .Apr .19,  1851  •  d .  Sep t  •  2 , 1852  • 

7 

10>6. John  N.,Jr.  b .Jan. 29, l853*d» Jan. 2,1876. m. Feb . 7, 1891, Eugenie  Bartlett® 

1057.  Ernest  Nose? ,b .Mch.2, 1862 .d .Feb . 9,1891 .Single . 

7 

1058.  Fred  F.,b.Mch. 3, l864.d.Mch. 25,1865. 

7 

1059. Irvin  Sherman, b .May  31,1867. d. Dec. 28, 1927. m. Apr .19, 1915, Lovise  C. (Wilson) 


Knapp, widow  of  Ambrose  Eugene  Knapp,  Oakland,  Cal  if . 


_  6  5  4  3  2  1 

523.  SEWELL  CROSBY  KNAPP,  (Noses.  Samuel.  Moses.  Moses.  Aaron.) 


B.Apr.9, 1819, Bradley, Mains, and  lived  there 
D. Jan. 2 9, 1888, Bradley , Maine • 


M •  July  8, 1851, at  01dtown,Me • , Ca.roline  Gilman, b.Sept. 2, X828,01dtown«d .June 

k 

19,1913 >S toe ton  or  Oakland, Calif . 

7 

1060 .Sev;ell  Alvin,b «Sent.9.l89ii.  m. Louisa  K.Schwilk. 

7 

106l. Edwin  Gilman, b .Sept. 24, 1858, Columbia, Cal if .Lived  at  Oakland. m. 1st, Oct .10 


1893 »Kelene  Francois©  Lowex,nee  Badarous,Sacrimento,Calif . (or  Lomax?) 2nd.! 


Dec. 29, 1926, Marjorie  Banchor.  (Perhaps  Edward  Gilman.) 

1062 .  Ambr o 3 e  Eugene , b . 0  o t . 1 9 , 18  58 . d . Sep  t . 29 . 1 90  7 .m .Lo vi sa  C. Wilson. 

7 

1063.  Carolines. May  15 , 1860/61 , Columbia , Calif .m. June  7,1884, John  D. Louder-back, 


Chicago , Ill .Had  Caroline ,b .May  7 , 1886 , Columbia , Calif .  Jean  Douglas ,b .May 


i 


1887, Chicago . 

7 

1064.  william  Hobart, b.Mch. 19, 1863, Columbia, Calif .d. Doc. 10, 1889, Nordhoff, Calif . 

1065.  Moses  Arthur, bjdov. 30, 1865. Res.  ,Los  Angeles , Calif .  A  Churchman  in  MbxIco. 


8  54  321 

524.  CYRUo  C,KJiAPP,  (Moses.  Samuel.  Moses.  Moses.  Aaron.) 


B. July  25, 1821, Bradley , Maine . 

D. Dec .29, 1870 , Bradley , Maine . 

M. July  4, 1850, Boston, Phoebe  Foss, sister  of  James  Foss. She  b .Dec .24,1823 , 

Houl ton, Me .d. Dec .11, 1902, Bradley , Me . 

1066. Ella  E. ,b .May  1 7, 1851, Bradley, Me .m. May  17,l870,Hyrcanus  Blackman. 


; 

, 

. 

-• 

^  v  _• 


. 


.  «  • 

>  .  -  * 

. 
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1067.Levi  Obed. ,b .Oct .15, 1856, Columbia, Calif .m. July  4, 1879, Eliza  J. Clapp, Ed¬ 
dington,  He . ,b . Jan. 27, 1059, Eddington. 

1060. Herbert  Cyrus, b. Aug. 26, i860, Bradley, Me. m. June  17,1882, Bradley ,  Amelia 
Burke, b .Dec.2,l858,Orono,Me. 


6  5  4  3  2  1 

525. JAMES  I. KNAPP,  (Moses.  Samuel.  Moses.  Moses.  Aaron.) 

B .May  12, 1825, Bradley , Maine . 

D. Apr .24, 1864, Bradley , Maine . 

M. Apr. 13, 1850, Bradley, Me., Millie  Billings, b.Apr. 5,1826, Albion,Me , (or  Algio 

d.Mch.26,1902. 

7 

1069. Mo ses,b.0ct .26,1851 •  d. Apr. 20, 1852. 

7 

1070. Sewell ,b .July  19,1853-  m.Dec .25,1884, Florence  Scotney, Snohomish, Wash.  b. 

Oct .11,1868 , Canaan, N .H.d. Nov. 8, 1918, Snohomish, Washington. 

7 

1071.  Carrie, b.Apr. 7A855.  d. Aug. 25, 1858 . 

7  ,£ 

1072. Cyrus,b  .Apr  .5, 1857* d.  June  28, 18 93 Dec .18,1886, Milford, Maine, Mamie  Dual- 

^  ley ,b. Dec. 8, 1856, Milford, Me.  d. Dec .5,1887.  No  children. 

7 

1073*0r&  Crosby , b .Mch. 19, 1859.  m. 1st, 1882, Hannah  Burke, b.June  10, i860.  m.2nd, 
Mch. 20, 1900, Lillie  Welsh,b .Nov. 18, 1857 .d.Oct .3,1904.  m. 3rd, Aug. 8, 1906, 
Edith  Corelli  Burrell ,b . June  8, 1883, Corunna, Maine .d. Aug. 25, 191 5 


„  6  5  4  3  2  1 

532.  ARTIMDS  KNAPP,  (Oliver.  Oliver.  Moses.  Moses.  Aaron.) 

B.  1820,  Franconia, N.K. 

D.l890,Concord,N.II. 

M. 1839, Lizzie  Wyman. 

7 

1074. Bodie.  (or  Sadie?) 

7 

1075.  Emma, m. 18 ?5, J .Delano, Concord, N.H. 


6  JACOB  54321 

535*  JACOB/A .KNAPP,  (Oliver.  Oliver.  Moses.  Moses.  Aaron.) 

t~'!a 

B.  1830, Franconia, N.H. 

D 

M. 1861, Phoebe  Parker. 


. 

■ 


. 

* 


. 


» 


. 
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1076. Mattie . 

7 

1077 ‘George 

6  5  4-  321 

536.  GEORGE  KNAPP,  (James.  Oliver.  Moses.  Moses.  Aaron.) 

B  .Lisbon, N,?I.  R03  .Laconia, N  .H. .  Served  in  Co.D,  8th  Regt . ,N .H.Vol . 
Died  in  service,  1865, Natezek, Miss . 

M.  Mary  J. Farrar . 

7 

1078.  George  E.  ,b  .Laconia, IT  .H.  m.Anna  G. Burns. 


„  8  5  4  3  2  1 

537.  CHARLES  COGSWELL  KNAPP,  (James.  Oliver.  Moses.  Moses.  Aaron.) 

B.May  15, 1820, Lisbon, N.H.Lived  in  Littleton, N.H. and  New  Haven, Conn. 

D. Jan. 19, 1893, Berlin  Falls  .-M 

M. Sept. 22, 1843, Mary  C. Cogswell, (or  Coswell?) ,b. Sept. 7, 1821. d. Aug. 17,1881. 
m.probably  2nd  Mattie  E.Fareleigh.  b-io-issL 
1079.Alwiida^F.,b^i852.d. Jan. 21, 1856, aged  3-4-17.  F 

^  1080 .Mamie  Alwilda,b7l880.d. July  26,1884, aged  3-11-0. 

7  a ij, 

1081.  Louise  Mary ,btl^3^.d. 1921 .m. 1st  _  Southworth, (1836-1921) »2nd  Wesley 

Southworth. (1865-1928. ) 

7 

1082. Ardella  0. ,b. Sept. 13,l848.m. 1st, Mch. 10, 1877, Rev. George  Beebe  who  d.Mch.9, 

1879.  m. 2nd, Oct. 10, 1881, Samuel  J. Mead, miss ionary  to  Melange, So .Africa, 

7 

1083.  Emma  Mary , -adopted. 7  irK-iss7 
n  7 

1084»Charles  E.  -  adopted.’ 


^  ^  6  5  4  3  2  1 

545 »  GEORGE  KNAPP,  (George.  Oliver.  Moses.  Moses.  Aaron.) 
B.Dec.6,l826,Colebrook,N.H. 

D. Jan.26,1907,Colebrook,N.H. 

;  j1Vira  ESt6lla  Little'b-Dec-^'1836.  She  m.2nd  Daniel  Pletcheri 

^  1085.Mie2;,b.SePt.23A3S7.m.Helen  Smith. 

1086 .Annie,b.Mch.6,1860.  m.Charles  Tewkesbury. 

IO87. lAlsie.b.Peb. 22, 1862.  m.Grace  E.Planders. 

old!  Ellira^STdiuIof  JaSb°Little“'M07ed  ‘0  Colebrool!:  when  13  Jr 


_ 


* 


. 
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549*  -JOSEPH  CHANDLER  KNAPP,  (George.  Oliver.  Moses.  Moses.  Aaron.) 
B.  Jan.6,l832,Colebrook,N.PI. 

D. 

M. Lovina  Elliott,  dau.of  Samuel  Elliott. 

7 

1088 . Melissa, living  in  1933, East  Colebrook,N.H.m. _ _  Sweet. 

1089.  Alice,  living  in  1933, Boston, Mass .  m« _  Holbrook. 

8  5  4  3  2  1 

550.  WILLIAM  CHANDLER  KNAPP,  (George.  Oliver.  Moses.  Moses.  Aaron.) 
B. June  6,1835, Colebrook,N.H. 

D. 

N.  _  Marshall. 

T 

1090.  Ellen. 


6  5  4  3  2  1 

55l »  EZRA  KNAPP,  (George.  Oliver.  Moses.  Moses.  Aaron.) 


I 


B. 

D. 


T7- 


/ftl 


Lived  in  S t o war 1 1 0 vm , N . H . 


K. July <21, 1861, Sarah  Hannah  Sargent ,b .Mch. 8 ,1846, dau.of  Moses  Richard  & 
^Fannie  (Glines)  Sargent , Canterbury, N.H. 

1091.  George,  b.1862. 

7 

1092.  Henry,  b .1864. 

7 

10 93 « Arthur .  b.1867. 

_ 

1094*Ethel  J.,b.l869. 

7 

1095.  Will  A.,  b.1874. 

7 

1096.  Jennie,  b .1880. 

7 

1097.  Edna  J.,  b.1884. 


' 


. 


,-d  rl  &  X 


i 
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555*  AARON  KNAPP,  (Aaron.  Aaron.  Aaron.  Aaron.  Aaron.  Aaron.) 
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8 


B.1803,  Rehobo th, Mass . 

D. 

M. Dec. 11, 1825, Rebecca  Moore, who  d.Mch.7,l868,Rehoboth,dau„of  Thomas 
&  Sally  (Leach)  Moore. 


1098 . AaronJBi_,b.  1828. d. Aug.  ,l867.m.Mary  Doud. 

8 

10 99.  Peter ,b . I83O, Rehobo th, Mass .d. Jan. 26, 1885. 


7  6  5  4  3  2  1 

558.  RUFUS  KNAPP,  (Peter.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


I 


B.May  16,1783, Ashford, Conn. Lived  in  Hanover ,N.H. in  1784,  in  Norwich, Vt . and 

i 

in  1832  moved  to  Yates, N.Y. 

D.June  4, 18^5 * Covington, N.Y. (or  Conn. or  Corrington,Conn. ? ) 


M. Nov. 24, 1803, Wealthy  Goodrich,  (or  Saunders, ), Norwich, Vt.  ,b'.'sept.  13,1781,  * 


(or  (1779)  d.Feb  .20,l843»dau.of  Hezekisli  &  Rachel  (Smith)  Goodrich.  (or  d.Feb. 


23,1843) (Perhaps  Wealthy  (Goodrich)  Saunders.) 

8 

1100  .He  zeklah  Goo  dr  1  ch  ,b  .Aug;  .4 . 1804 .  d  .Nov  .16 .187^  .m  .Mary  Crary  or  Cary. 

1101 .Almira ,b .Aug . 8 , 1805 • d .Mov .20 ,1848 ,Pr e s tonville  Cemetery , Ger ard , Macomb 


Ce. , Mich. m. Feb .4, 1830, John  Bartlot,a  Major ,b .Feb. 17, 1803, Norwich, Vt.d. 


Jan. 14, 18 78, Girard, Mich. 

8 

1102. Amanda, b. Feb. 26, 1808, Nor-wich,Vt.  (or  Feb.20,l807)d.Feb.l,l885.m.Feb .4,1830, 


Major  Bartlot ,b 6ct .31,1804*  (Probably  there  was  a  John  Bartlot  one 
Major  Bartlott , brother s , who  m. sisters.)  Amanda  had:  Elencre.  Harriet. 
Nelson.  William.  L.Jane.  Wealthy  M.  Edison  S.  Addy  A.  Arm  Ec  Frank  B, 


Charles  B.  Eva  M. 

8 

1103 .Mary ,b .Oct. 27 , lo09» d .Apr .23 ,1891, Pres tonville  Cemetery , Macomb  Co . ,Kich. 


m. John  Bartlett. (or  Bartlot) 


3.l61p.  all,  Aug.  11, 1810,  Norwich,  Vt.m. Benjamin  Saunders  or  Sanders, Nunda, N.Y. 


► 


p.Hgnnah.b.July  5, 1812, Norwich, Vt.m. James  Fisher, of  Pavilion, N.Y. 

1106.  Harrie t, b. Sept. 21, 18lli, Norwich, Vt.m. John  Drake.Lockport.N.Y. 

1107 . Betsey, b. Sept. 18, 1816, Norwich, Vt.d. Sept. 19, 1817, Norwich. 


1 


- 


- 

* 

> 
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8 

1108 . Benjamin  Franklin, b .July  11, 1818 , Norwich, Vt. 

1109.  Caroline, b. Jan. 21, 1821, Norwich, Vt.  Single .Buried  in  Prestonville  Cemetery. 

7  6  5  4-321 

565.  GEORGE  WASHINGTON  KNAPP,  (Peter.  Feter.  Peter.  Aaron.  Aaron.  Aaron.) 

B.Aug.l7»l800,N.H.  He  was  u  farmer, aged  50, Census  of  1850, Washington  Tp., 


Macomb  Co., Mich. 


M.  Jan.l5»l82ij.,Evaline  Vail, Covington, N.Y .  ,dau.of  James  &  Helen  (Compton) 

Vail ,Brattleboro ,Vt .  ,he  b  .Feb. 27,1774>Southold,L.I .  Evaline  was  age  46, 

census  of  l850,b.N.Y. 

8 

1110.  Laura  Maria, b .Nov. 24, 1825. m. Jeff erson  C .Plum, b .1819. 

8 

1111.  Eliza  Malvina, b. Dec. 9, 1827* 

8 

1112.  Helen  Vail, b .Aug. 30, 1831. 

8 

1113.  Andrew  Benjamin,b .May  28 ,l835#Mich. 

8 

1114. C-eorge  Albert, b . Aug. 20, 1844 •  Jean  M. Brandt .  ? 

1115.  Evaline, b  .Jan.  14, 1^4-7, Mich. 


f 

1 

: 

t 

«: 

* 

l 

b. 


I 


\ 

r 

i 

[ 
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566.  EBENEZER  KNAPP,  (Peter.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 
B .  July  12,1798 .  (or  Oct .31,1802. )  (Probably  latter  correct-1) SAt 

M  .Hannah  Kimball  *9 

8  J 

1116. Mary,  b .1820. 

Ill 7. Stephen,  b . 1822, Carl ton, N .Y. 

8 

1118 . Matilda, Is t ,  b .1824 •  d.soon. 

8 

111 9.  Matilda, 2nd,  b.l826,Yates  Co., N.Y. 

8 

1120.Sophronia,  b.l828. 

8  r> 

1121 . Brunson. "b .I83O .  m. Rosetta  M.Kij 


■i 


/9& 


.Kimball . 


1122  .Chauncev.b  .l835’.d  •l'925'.n .  Julia  A  .Bell . 
~o". 

1123. Harriet, b .1838, 


:v  .  ■ 


* 


.rf«  vi  aiu  .  Of L£ 

■ 


% 
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56? t  HENRY  KNAPP,  (Asa*  Peter.  Peter .Aaron.  Aaron.  Aaron.) 
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* 


B. July, 1792, Pine  Plains, Dutchess  Co. ,N.Y .Moved  to  Barker, N.Y. in  I832. 
D.June  30 ,1645* Barker, Broome  Co., N.Y. 

M.Mch. 1,1817, Ann  Harris, at  Pine  plains  or  Barker , N.Y. ,dau. of  John  &  Mary 


(Gamble )  Harris.  She  b.Oct.4,1797.d.Nov.7,1857.b.H.Y. ,age  53,52000.  ,Cen¬ 


sus  of  1850. 

8 

112[j..Mary  Ann, b. Apr .27,1818, Barker, N.Y. d.Oct.  12, l849.rn.Apr.  15, 18J+2, Luther  Har¬ 


ris, who  d.0ct.l2,l8it9.  (?) 

8 

i:l25.I_erer_,b.Mch.l^.,l820.d.M&y  25,1918 .m. Cornelia  Eveline  Nash. 


1126. Eunice  Burnap,  (Unis)  ,b  .Apr  .20, 1822. d.  1908  .m.Lyman  Lyon, b  .N.Y. , age  3k,  con- 


sus  of  1850. 

1127. baloma  Lodice ,b . Jan.l  or  16,1825. Living  in  family  of  sister, Eunice , in  18-C 


d.l905.m. Dec. 27, 1873, Spink  Kinyon, Broome  Co., N.Y. 

H28.John_Harri_s,b. Feb. 11, 1827-d. 1913  .n. Caroline  R.Hyde. 

1129. James, b. June  21, l829.d. Aug. 26,1831 , 

8 

)  1130. Harriet  Gray.b.July  30,1831.d.l902. (or  1922)m.Feb.4, 1856,  Jasper  (or  Joseph 


Wooster . 

8. 

1131. Cornelia, b. Aug. 27, 1833. d. Dec. 31, (or  3, ) 1865. Single . 

LL32, Elizabeth  Husted,b.Nov.24,l836.Living  in  Chenango  Forks, N.Y.  ,N.Y.  in  1909. 


d«1919.  Single. 

567.  Henry  was  a  farmer,a  Methodist  and  a  Democrat. Lived  at  Pine  Plains, 

Dutchess  Co., N.Y. from  birth  until  18l7;after  that  at  Barker.H.Y.until  his  death, 

Anna  Harris  was  b.l?97,Pine  Plains,N.Y.d.l857,Barker,H.Y.h’er  father  was  John  U 

j  Hsrrls  and  her  m0 ther  was  Mary  Gamble, who  was  b.ln  1752, Westchester  Co., N.Y. and 

d. Dec. 20, 1834.  John  Harris  was  son  of  John  &  Rachel  (Moss)  Harris.  John  bought 

a  farm  in  Broome  Co.  a  year  before  his  marriage  and  moved  on  it  a  year  after  j# 
marriage. 


S8^VAHREN  OAPP#  (Asa»  Peter*  Peter.  Aaron.  Aaron.  Aaron.) 
B.ca. 1804, Pine  Plains, N.Y.  $23™ 


D. Jan.l9,l889#Barker ,Nfy. 

M. Clarissa, - „.b  .ca  .1800  .d.  Jan.  29, 1889. 


. 


- 

* 


& 


8 

1133 . Betsa,  (Betsey ), Age  20  in  1850. -age  I|.0  in  .1875  census. m. — 

Charles, age  12, and  Nathan, age  lj.,in  census  of  1875. 

8 

1134.  Eleazer  C., b.ca. 1833/34.  auMary  J. _ . 

1135.  Lucy  Ann,b.H.Y.age  Hi-  in  1850  census.  m._ _  Turner. 

8  .  . 

H36 .Harvey ,b .orob/ably  at  Whitney's  Point, N.Y. age  11  in  1850 
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Utter .Had 


8 

1137. Archie. 

568 .Warren  was  a  farmer, age  k6  in  1850  census, worth  42500.147  acres, re  tir¬ 
ed  and  living  at  Chenango  Forks  in  l872*His  will  probated  Feb .18, 1889, mention¬ 
ed  Eleazer  C. , Barker, N.Y. , executor.  Betsey  Utter , Chenango  Forks.  Lucy  Ann  Tur¬ 
ner, Maine, N.Y.  His  wife  Clarissa, d. Jan. 29*1889. Her  will  mentions  Eleazer, Har¬ 
vey,  Lucy  Ann  Turner  and  Betsey  Utter. 
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569.  PETER  G .KNAPP,  (Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B.ca. 1798, Pine  Plains, N.Y. 

D. Oct. 31, 1848, Newark, N.Y.  Also  lived  at  Palmyra, N.Y. 

ra  M. Temperance  _ . ca.l821. 

8 

1138.  Nathan, b.Feb. 5, 1833. d. June  8,l896.m.Sliza  Caton. 

“S“ 

1139. Betsey,b .1824. m. David  Daggett , Newark, N .Y . 

8 

1140.  Charlotte  M. ,b .ca.1824* 

8 

1141. Eleazor  C. ,b .ca.l826. 

8 

1142 . Roxanna, b  .ca.1827 * 

1143.  Weal thy, b.ca. 1829. Probably  d. young, Not  in  1852  land  transfer. 

1144.  John, of  Calif .b.ca. I83I. A  minor  in  1852. 

1145 . Name  unknown, b .ca. 1836. 

r 

lll[6. Abby  A., of  Palmyra., b .ca.1838, a  minor  in  1852. 

1147 .Caroline ,b .ca .1836 . (Perhaps  same  as  1145)  Caroline  or  Wealthy  m. John  K. 

1 

Spencer, of  Clyde, N.Y. 

^Eleazer  C.,  Charlotte  M.,  Roxanna  and  Caroline  sold  land  at  Arcadia,!! .Y.Mch. 

^  22,1852  to  John  M. Carey.  Also  John,  Nathan  and  Abby  A., sold  land  by  guardian/ 

Peter  was  at  Newark, Wayne  Co., N.Y.  in  1850  census. 
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9 
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533*  PETER  KNAPP,  (George.  Oliver.  Moses.  Moses.  Aaron.) 


9 


B.  Bap t, July  31»l8o8.  Res.  Foxboro ,Mass . 
D.May  17>l8  7^4- >  Foxboro  ,Mass  • 


M.  Mary  Cooper. 

&  7 

ID4.8.  Oane,  m.  _  Kerr. 

fi  7 

1149. Elizabeth,  m.  Brown.  Had.  three  children. 

&  7 


(SEE  PAGE  67.  #553.) 

Out  of  order. 


\ 

It 


1130 .Maria, m. Samuel  Dickerman  as  his  second  wife, he  b . Jan. 4, 1826 .Had  son  Rob¬ 


ert  Kerr, b. June  29,1870. 

fi  7 

1151 . Mary ,b . Sep t. 9,1836 .d. June  8, 1843"  of  dropsey  of  the  brain. 

a  7 

1152.  Thomas  Cooper ,b. Sept. 9, 1835. d.Mch. 7 *1836. 


I 


Another  child  d.Oct .2,1837* 


7  6  5  4  3  2  1 

571.  RICHARD  KNAPP,  (Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B.Mch.  14, 1795, Pine  Plains, 

D .Dec .28 , 1875, Barker  or  Castle  Creek, H.Y. 


M.Mch. 13, 1819, Margaret  Simmons, b .Sept .19,1801 .d.Aug. 30,1864- 

8 

1153 .Abram  or  Abraham,b  .Feb. 27, 1820. d. Apr  .4,1850, Barker, N.Y.m. Fanny  Dimmiek.b  . 


1828. Lived  in  family  of  Horace  &  Beckey  Ann  Dimmick,aged  29  &  23. 

8 


1154 .Catherine ,b .Oct . 29,1821 . d . J an. 8 ,190 6 .m. David  Hall .Had: Her ace . -Mary . -Char¬ 


les. -and  Maggie  Bancroft, adopted. 

8 


ll55.Sarah,b  .Hov.7,1823  .m.  John  Raymond, of  Rankin, Illinois.. Had :Mary  E.-Lucy  El¬ 


len  .-Emily  D»— Richard. -Della,  (perhaps  Sarah  Ann. ) (Perhaps  lived  at  But=* 


ier,Ill.  Etama,b .Dec.30,l847. ) 
8 


1156 .Maria  K.,b.July  or  Jan. ,4, 1825. d. Dec. 28, 1897 .m. Spencer  Blair, son  of  Asa 


Blair  who  was  b.in  1822. d.1870. Spencer  went  to  Calif. in  the  early  goldrui 


I 


rush  days  and  soon  sent  for  his  wife, and  still  later, for  their  children 

•  ■ 

who  made  the  journey  alone  and  by  water. They  had  Asa  Edson  Blair ,b .1845  • 


d.1902,  and  Estella  Irene  Blair , b.ca. 1847. d. Calif ,,ca. 1858. 
0 


H57.Parmelia,b.Aug.7,l827.d.Dec.l3,l868.m.0bed.Dimmick. 

8 


'4/ 


1158 .Diantha,b .July  26,l829.m.V/illi s  Blair.  Had  Della .  (-orr^sho=©aiie<ik=t4©iis;? ) 

(fit  xAJ. 


* 


' 

(  . ,  4*1 


- 
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Ilf?  9.  Polly  ,b  .  July  4*1831  .d.Sep  t .  2, 1864  .m. Charles  Bancroft  .Had:  Willie  . -Eddie .- 

Prank. -Maggie, (adopted  by  her  aunt.) 

8 

1160 . Asa ,b .Apr . 2, 1833 .d.1910 .m. Jane  Bancroft  and  Matilda  Burroughs. 

f?  8 

1161.  John  S.,b .Aug. 29*1836. d. Sent. 22. 1921 .m.Loulsfl  A. Blair. 

.iiarilla ,b  .Feb .8 , 1839 »m.  Jan .1 , 1861 , Calvin  H. Gaylord. Had  Bertha  C.  (also 

called  Louella  and  Marietta  or  Marice.?) 

8 

II63. Jane, b. Feb. 12, 1842. Living  in  1930 .m. 1st, John  Douglas  Cook. 2nd, Titus  D.Cook 
Birmingham,  N  .Y . 

571. Petition  to  probate  his  will  was  made  Jan. 31,1876  by  Calvin  H. C-aylord. 
Mentioned  children  Sarah  Raymond, Rankin, Illinois .-Maria  Blair, Summerville, Calif 
John  S. Knapp,  Jane  H.Cook  and  Diantha  Blair, all  of  Chenango , Broome  Co., N.Y. - 
Marilla  Gaylord,  Catherine  Hall  and  Asa  Knapp, all  of  Barker  or  Banker , N.Y. Mag- 
Bancrof t , a  granddau. , resides  with  her  guardian, Catherine  Hall, and  is  under  age. 
7 

ABRAHAM  KNAPP,  54321 
■^72.  Abraham,  (Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B .Dec .8, 1807, Pine  Plains, N.Y.  Res. Barker, N.Y. 


D.Peb.20,1862. 

M.ca.l848 ,Pamelia  W. Perkins, b .1826. d.Aug. 27*1877. or  Nov. 18, 1379. b .N.Y. 

Did  he  m.lst.  Hoard.? 

#  8 

H64. Arm  Venette,age  4*census  of  l850.m.  Reed. 

8 

1165. nary  Jane  or  Jennie, age  2, census  of  1850. m.  Barron. 

U66.Delph.ina  C .  ^Dell^b .Mch.l4, 1849. Age  1, census  of  1850. 

H67. Prank  W.  ,b .N.Y .Mch* 21, 1853 July ,1894.  (? )m.  Borrows.  (?)  Res.Chensffi 
Porks, N.Y. in  1876.  Aged  12  in  1863. 

1168 .Fred  W.  ,b.Apr .22,l853.d.Mch.29,l873*0ak  Park, Illinois .He  was  under  age  and  f 
had  no  estate  except  his  interest  in  his  father's  estate .Anna  V.Reed  and  ! 
Mary  Jane  Barron  are  half  sisters. He  lived  with  his  uncle, E.W. Hoard, Oak  ;; 

Park, Ill. The  uncle  owed  him  $75., but  the  uncle  paid  the  funeral  expenses 
i  and  paid  for  the  shipment  of  the  body  to  Broome  Co., N.Y. He  made  no  claim 

for  the  cost  which  was  more  than  he  owed.  His  bro. Frank  W.said  he  died  at  ! 
Oak  Park, Mch. 31 , 18 (2 , aged  20  yr 3 .Left  4  sisters,!  bro. 
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8 


1169.  Helen  E. ,b .Aug. 10, 1856. 

8 

1170.  Charles  L,  ,b.Nch. 30,l857«d.Aug.l9, i860, GR, Chenango  Palls  , 


l 


572. Abraham  was  a  merchant, aged  l].2  yrs. worth  $800.  in  l850.His  will  was 

I. 

made  Sept. 20,1861  mentions  widow  Permeliamd  children, all  -under  age  20;  Ann  VI- 

1 

nettee,  Mary  Jane,  Frank  W.,  Delphena,  Fred.,  Helen.  Aug. 29,1876  Permelia, Jane , 
Ann  Venette ,Dell  C., Helen  A., all  of  full  age, live  in  Oak  Park. Ill .Frank  W.livec 
at  Chenango, N.Y.  Mch. 7,l8?7,Ann  Venette  is  called  Reed.  On  July  l#,l879,Dell  C. 
Parmelia  W.,and  Helen  A., living  in  Oak  Park, Ill. appoint  Frank  W. Knapp  to  act 
for  them  to  obtain  $500 •  from  Benjamin  Rogers , Executor . 
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57o.  ASA  KNAPP,  (Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


> 


B .Mch. 11 ,1811 , Pine  Plains, N.Y. 

D. Aug. 23 ,1896 , Melrose  Park, Illinois . 

M .0 c t .  10 , 1 814.1 , York ,  Ill .  , Philur ia  Plummer  ,b  .Aug . 6 , 1818 , Auburn , N  .Y .  d  .Mch . 

28, 1895, Melrose  Park, Ill. 

8 

1171  .Phebe  Angelia, b. Sept. 2l|,  (or  14)  1842, York, DuPage  Co.  ,111. d.  Jan. 16,1935, 

Bend, Oregon.m. Dec. 25, 1861, John  J. Dooley, Oak  Park, Ill.  Had  (l)Lilah  Anna,)* 

b. Nov. 3, l862,Auburn, Oregon. d.Apr. 17, 1938, Salem, Oregon. m. Nov. 18, 1886, For- 

ter  Samuel  Colt , Baker , Oregon. (2)Albert  Grant, b. July  4,1865 ,Auburn,d.Oct .j ’ 
5, 1866, Idaho  City , Oregon.  (3)  John  Francis, b. May  29,1866, Idaho  City. d.  1937, 
Portland, Ore. m. Nov. 27, 1889, Margaret  Helen  Griff ith, Baker , Ore . (4) Emma 
Knapp, b. Dec. 21, 1869, Idaho  City.d.Feb .5, 1872, York, Ill . (5)Frank  Ray,b.Nov./  ' 


I’ 


8, 1871, York, Ill .m.Peb ,5, 1905, Anna  Belle  Reese, Baker, Ore. (6)Honore  May,b. 


il 


ii 


May .13, 18 79, Baker , Ore. d. June  25, 1911, Portland, Ore .m.May  10, 1908, Edward 

Albert  Beamer ,Alvaco,Wash.No  children. ( 7)Asa  Knapp, b. Dec. 3, 1880, Baker, Ore  •; 

m. Mch. 15, 1804, Mabel  Rose  Prof itt, Baker, Ore .She  d.May  7,1905.He  m. 2nd, June  * 

* 

30, 1910, Lacy  Violet  0rcutt,Weiser , Idaho. No  children. (S)Margaret  Amelia, b.' 


Aug. 5, 1883, Oregon. m. Edward  J. Dougherty .Two  dau. Res .Bend, Ore . in  1939. 


1172. Emma  Jane, b. June  20, 1844. d. Oct. 7, 1910, Wheaton, Ill.m.May  4,1867, Henry  A. 


' - -- - j  j  —  . 

Vernon, York, Ill. Had  (l)Edith  Knapp, b .Apr. 21,1868 .d. June  11, 1934, Wheaton, 


'  ^ ^ 

Ill .m. June  30,1890, Henry  Albert  Burnham, Wheat on. He  d. Jan. 13,1891, Douglas,  \ 


i 
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Wyoming . She  m.2nd  Mch.  13 ,1902, Arthur  Eastman  Northrup /Wheaton. Had  four 


children.  (2) Arthur  Asa, b. Hay  16, l8?o, Wheaton. d. Jan. 5, 1896, ’Wheaton. Killed 


r . 

when  serving  in  the  Volinteer  Fire  Dep> t.m. Nov. 16, 1892, Mary  Hope  Stravn,  • 


► 


Wheaton. No  children. 

8 

11 73 ‘Harriet  Amelia, b .Sept. 11, 1846. d. Dec. 8, 1920, Melrose  Park, Ill .Single . 

8 

1174 .Rose  Ann, b. Oct. 12, 1848.  d. Nov. 2, 1848 . 

8 

1175*Hvelyn  Louise, b. Sept. 13,l849,York, Ill. d. June  20, 1913, Melrose  Park. Single 

8 

1176. Albert  Asa, b. Jan. 20, 1392. d. Dec. 20. 1912. m. Ellen  Florence  Sabin/. 

8 

11 77«  Will  3- c  Plummer  ,b. Feb.  20 ,1896.  d. Feb  .  It.  1 912. m.  Li  Hi  an  Elizabeth  Torrode. 

8 

H78. Charles  Elmer ,b .Apr .15, 1862. d. Sept .21 .1922. m.Emi iy  Hall. 


.  7  854321 

^77 .  ELI  KNAPP,  (Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


I 


B .May  8,l8l3,Pine  Plains, N.Y. 

D.Mch.24,1876. 

M. Deborah  Gray ,b .N.Y .age  31, census  of  1850. d. Apr .?,l897,aged  77  yra. 


'  I 

1179.  Ambrose/D.  N.Y.  age  11, census  of  1850.  Living  in  192li  .Single 
^8  6 

Il80 « x hebe ,b .N .Y . age  9, census  of  1850. ra. _ _McArthur. 

8 

-^®-*-,*k§iL>0.P.S.  ,b. N.Y. age  2, census  of  1850. d. before  l877*ra. Frances  M.  . 


577. Eli  was  b.N.Y.  ,age  37, census  of  1850, farmer, worth  $2850. V/as  Supervisor  'l 
of  line  Plains , Dutches s  Co., N.Y. in  1859. Dutches/  Co ., Surrogate  recordstEli 
Knapp, of  Pine  plains ;widow  Deborah, renounces  right  to  administer  Apr. 13,1876.  ] 

Son, Ambrose.  Dau,Phebe  McArthur, of  North  East.  Asa, a  dead  son  who  left  a  widow  | 


Fannie  M.,and  minor  sons, Eli  and  William.  And  this  note :  "I , Theodore  H.HiseT’odt 
for  $4075.00  paid  by  Ambrose  and  Asa  Knapp, as  administrators  of  Eli  Knapp, re¬ 


lease  the  estate  of  Eli  Knapp  from  all  claims  as  guardian  for  me.”  1876? 


1 


if 


1  ^  I  >’ 

579.  ABEL  KNAPP,  (X///.  Abel.  Pe^er .  Peter.  A^ron.  Aaron.  Aaron.) 


B .Aug. 28, 1803 , Berlin, Vermont . 

D. July  7, 1892, Clinton  Co., N.Y.  (or  Sept., 1877?) 

M, Aug.  15, 1826, Maria  South\^ick,Moores,N.Y.b.Aug.6,l804.d.Aug.25,l874,Moores/ 
dau.of  Deacon  Daniel  &  Mary  (Churchill)  Southwick,of  Berlin, VtJ?) 


•  r-  ,  .v...  . 
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2nd  Oct .214-,  1875 , Hannah  Warren , Berlin,' Vt.  (or  Moores, IT .Y. ? ) 

1182 .Almeda  J.  ,b  .Sept .17, l827,Moores,N.Y.m.Aug. 20,1856, Myron  W .Messenger .Ead: 


Julia  E. 

8  &^.73,/8£‘S-  , 

1183. Delia  C. ,b. June  12, 1829, Moores, N.Y. d^Sep t, .10, 3-8^0. m. Sept. 5, 1830, p  .Pendlet* 


ton  Douglas, son  of  Ebenezer  &  Hannah.  (Pendleton)  Douglas.  Had:  Charles  c-< 

8 

1184.  Par sons  A.  ,b  .Nov. 2,1830. d.ca.1875*!11-*  Juliette  Shedden. 

“0 - 

1185 .  Chauncey  F.,b. Dec. 31, 1833  .d.l894hn. Fanny  Matlock. 


1186.  Horatio  P . ,b . Jan. 7,1836 .m.Kate  Pitch. 

“8 

1187.  Emma  M.  ,b.Mch. 22, 1838, Moores, N.Y. m.Mch. 26,1863 ,W. A. Child,M.D.  ,b .Vt  .d.beios 

fore  1880, eldest  child  of  Rev. Dr .Willard  &  Katherine  (Kent)  Child. He  was 
b. Sept. 16, 1828, Pittsford,Vt. Had:  Emily  and  Edv/ard  W. 


8 

1188.  Charles  Luc ius,b. Jan.l7,l8I|-l.d.l 906. in. Maria  Hayes . 

1189.  Mary  Amelia, b  .Jan.  28, 18I1.3,  Moores,  N.Y  .m.  1872,  Dr  .Charles  Bidwell  .Had  son 

Prank.  (Or  he  was  son  of  Frank.?) 

1190. Orville  E.,(or  Orilla  E.  )b.  Jan. 17, l8b.6, Moores, N.Y. d.  June  1 ,1870 , Moores  . 

579. Abel  was  a  Whig  and  Republican  and  a  Congregationalist .He  settled  in 
Moores  in  1823  where  he  was  a  general  store  Keeper  and  lumber  dealer  for  over 
I4.O  years. Worked  on  farm  summers  and  attended  school  winters. 


7  6  5  4  3  2  1 

581.  ROLLXN  ORVIS  KNAPP.  (Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 
B.July  2ij.,  1807, Berlin, Vt.  "between  3  and  I},  o'clock  in  the  morning'1 

D. 


M.  Jan. 6, 183I, Susan  Bishop ,  Berlin,  Vt  .Age  lj.1 ,  census  of  1850. 

8  .~ 

1191«Sarahf.W.  ,age  13 ,  census  of  1850.  SX****^,  ^ 

8 

1192. Monica  B.,age  7, census  of  1850. 

8 

1193 .Orvis  Rollin,b.Feb.23,l834.d.Jan.l3,l837. -  “ 

58l. In  some  record  it  is  stated  that  a  Rollin  Knapp  went  west  in  an  oxcart. 

1 

..  7  6  5  4  3  2  1, 

582.  CHAUNCEY  LANGDON  KNAPP,  (Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B. Feb. 26, 180 9, Berlin, Vt. 


D.May  31, 1898, Lowell, Mass. 


' 
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M.Feb.4,l8iil,Fanny  Carter , Montpelier, Vt .  ,b  .Apr  .29,1817,  dau. of  Abel  &  Sally 


E> 


(Crawford)  Carter. 

8 

1194-Eir.lly  C. ,b. 1840, Montpelier ,Vt.m. _ Stickney  and  had  George  Arthur?and 


> 


John?.  (She  is  also  said  to  have  died  at  Lowell , Mass  .in  1864.?) 
1195»Fanny ,h. Dec .29, 184-2, Montpelier ,m. June  6,1867, Horatio  Richmond  Fletcher, 


Lowell, Mass.  Had:  Mariam  and  Richmond  Knapo. 

8 

1196.  Charles  Langdon,b .Aug. 10.1850.  m.Mary  Grace  Sawyer, 

1197. Mory  Frances, 

8 

1198.  Charles  C . ,b .Dec .24,l8l4? ,  d. Dec. 27,185??, Iowa. 

8 

1199. ^1i.jah,b .Dec . 24 , l823?d . J an .llj. ,  1887 .m. Maria  Whitney 


& 


582.Chauncey  was  Reporter  for  the  legislature  in  IS33 . Copartner  and  propri/ 
etor  of  the  "Voice  of  Fr^lom"  a  paper  published  at  Montpelier.  He  was  Secretary 
of  State  from  1836  to  1839.  Moved  to  Mass,  where  he  was  Secretary  of  the  Mass. 

ftj 

Senate  in  1851.  Was  elected  Representative  in  Congress  from  Mass. in  the  34th  sa . 
and  35th  Congresses .Later  was  proprietor  of  the  "American  Citizen"  of  Lowell. 
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583.  SOLON  KNAPP,  (Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B. 1811, Berlin, Vt.  (Also  called  Solomon.)  Moved  to  Ottawa, Ill. 

D. before  i860, at  Ottawa, Ill ., of  cholera. 

M.l838,Almeda  Southwick.b .N.Y .age  50, census  of  i860, real  estate  $1000.pere« 


sonal,$75. , dau. of  Daniel  &  Mary  (Churchill)  Southwick. 

8 

1200.  Henry,b .Aug. 28, 1841, Ottawa, Ill.Age  18, census  of  i860 .  (perhaps  Win  .Henry?) 

1201 .  Charles ,b .1850 . d. 1865, Ottawa , Ill • 

8 

1202 . Adelia,'#. age  13 , census  of  i860. 

8 

1203.  Elmir a, age  15, census  of  i860. 


583 .A  William  Knapp, aged  80  yrs.was  in  this  family , census  of  i860. 


591.  JOSEPH  CURTIS  KNAPP,  (Ebenezer .  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 
B . June  27, 1813, Berlin, Vt.  (or  b . June  11,1813?) 


D. Apr. 27,1882, Keosanwua, Iowa. Age  66, census  of  1880-only  Knapp  in  County, 


K. Dec. 10, 1848/49, Sarah^feenton.b  .Ind.age  48, census  1880-has  cancer .Father  b 
-  Ind .Mother  b.Pa • 


' 


. 
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8 

1204»Keo,b .Apr .19,1851, Keosaugua, Iowa. m. Hob art  A .Stoddard, Lit tie  Rock, Ark. 
_8 

1205.-io,  b . June  21,1850.  (or  1853? )Keosaugua,Iowa.m. Fred  H. Hill, Attica, Mich. 


1205 ^Hannah  Benton, b .July  31,l859.Hes. , Council  Bluffs, Iowa. 

591. When  a  very  young  man, Joseph  Curtis  moved  to  Iowa,  settled  in  Keosaugui 
gua  and  practiced  law.  Was  District  Attorney,  Judge  of  the  Supreme  Court,  Demo* 
cratic  candidate  for  Governor  in  1871/72.  Stood  at  the  head  of  the  bar  in  Van 
Buren  County  and  was  the  leading  lawyer  in  southern  Iowa. 
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599.  XRA  OWENS  KNAPP ,  (Mason.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B .Feb. 12, 1810, Barr e,Vt. 

D . 1 8 93/94 , Jan . 1 8 93 , Channahon , I 11 ino i s . 

M. 1st, July  14, 1833, Almira  Joslyn,b. Jan. 26, l8lO,Waitsville,Vt.d. Apr .13,1862. 

dau.of  Luke  Jcslyn.All  children  born  at  Channahon, Ill . 


2nd,  Sept .10 , 1864, Ann  S.Feebles.No  children. 

8 

1206 .George  Luke, b. July  8, 1834 .m. Emily  Parker. 

gk  0 

"  120  7 .Ogen.  Smith , b  . 0 c t .  14 , 1835 . d .  1 914 .m . Ellssab e th  C.Altliouse. 

8 

1208. Belinda  Sarah, b .Aug. 24,1838 .d.June  24, 1907, Aurora, Ill. m. Silas  J.Farks  or 


Farker . 

8 

1209. Solon, or  Solon  John, b .Jan. 6, 1842.  m. Ellen  Hutchins. 

8 

1210 .Lydia  Joslyn,b.Mch. 14,1845. (or  Jan. 27, 1845?)  d.same  day. 


1211.  L^dia,b .Jan. 27, 1847.  d.same  day. 

1212.  Amanda, b. Ill., age  21, census  of  i860,  d. before  1878. 

599. Ira  Owen  attended  Dartmouth  Medical  School, graduated  from  Woodstock, Vt . 
Medical  School  in  1833. Settled  In  Channahon, Will  Co., 111. in  1834.  Was  one  of  fa\ 
the  first  settlers  there  and  resided  on  the  original  claim  in  I878 .Practiced  ! 

medicine  there  for  15  yrs,then  retired  to  his  farm.  Mrs. Ann  S.Peebles  was  b.in 
England, was  widow  of  Robert  Peebles. She  b. 1820. (See  Hist. of  Will  Co., Ill.) 


* 

603.  DAVID  TRY0N  KNAPP,  (Mason.  Fetor.  Peter.  Aaron.  Aaron.  Aaron.) 
B. Jan.2,l821,Barre,Vt . 


D. 


' 


4 


. 

v>  .  .  .  - 


v 


-f4  '?■ 
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M.  1st, Sept.  12, 181+8 , Caroline  Augusta  Vail,dau.of  John  &  Mary  Maria  (Tuthill) 

'  Jr.  n-7'/S2l,j  jr-J-/?5a 

Vail 


Tf 

i 

i 


2nd,  Anna  Walker  • 

8 

1213. George  Artfor^jb. Feb, 19,1863 .Was  Assistant  Postmaster  at  Montpela er ,Vt . 

,  A  1931 

since  Aug.8,l888and  including  192l|..  Single. 

1214  .Mary  A.f-2 

8 

1215  .Fanny  Hji.4<fL.lrJ-/9-i8stj- 2^/fya-s^c- 

J tt***s%  (J  -Uv  . 

b03 .  Perhaps  his  name  was  David  Try  on  Knapp  •4ajmL^ 
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607.  WILLIAM  WISE  KNAPP,  (Nathan,  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B. Feb. 27,1806, Hanover, N.H.  (See  Berlin  Town  Records, by  Abel  Knapp  . ) 

D. 


M.Serepta 

8 


.  b.1817. 


1216 . Willi am,b.Vt .age  13, census  of  1850. 

8 

1217.  Ruth,  "  "  "  11  "  "  " 

8 

1218.  Nathan,  "  Ohio"  5,  "  "  " 

8 

1219.  Laura,  "  511."  3.  »  "  " 

Ill. 

1220 . Cornelia, b age  1, census  of  1850» 
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609«  CHESTER  KNAPP,  (Nathan.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B.July  10, 1810, Royal ton, Vt .Farmer , lived  In  Barre,Vt. 
D. 

_ _.,age  37, census  of  1850. 


M.Mary 

8 


1221 .Mary  I.,  age  6, census  of  1850.  Vt. 

8 

1222. Sally  A.,  age  5, census  of  1850 •  Vt. 
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611.  SAMUEL  OLIVER  KNAPP,  (Nathan.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


«a 

tis 


*,y 

w 


4 


r 


nr 


1 


f 


I 


B .Apr. 21, l8l6, Royal ton, Vt. (or  Feb .23,1817? ) (See  Berlin  Town  Records .A .Knapp h 
D.  Jan. 6, 1883/86, aged  66  yrs . Jackson, Mich. 

M.Aug.19, 1838, Northfield, Mass. Sarah  L.Balch,who  d. Dec ,12, 1899, aged  Sl.dau 
•of  Allen  &  Hepzibah  (Dodge)  Balch.She  b.New  Boston, N.H.  No  children. 


* 
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> 


6ll. Samuel  0.  settled  in  Jackson, Mich. in  1844  and  introduced  the  manufac¬ 
ture  of  woolen  goods  in  the  State  Prison. Was  President  of  the  Jackson  School  ^ 
Board  several  years. Was  a  recognized  authority  on  horticulture .A  member  of  the 
State  Board  of  Agri culture, l868/l874*He  was  interested  in  copper  mining  and  in 
1847A8,  made  a  valuable  report  on  the  geology  of  that  part  of  the  state.  Was 
Capt.of  the  Revenue  Cutter , ’’Erie"  which  carried  the  famous  rock  of  pure  copper 
which  he  found  -in  the  Upper  Peninsula  and  took  to  the  Smithsonian  Institute, 
Washington, D.C.  He  was  a  Methodist  and  a  Republican. Gave  most  of  his  fortune 
to  the  Methodist  Church, Jackson, Mich. (See  Mich. Pioneer  Collection, Vol . I  &  VII ^ 
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14.  MASON  KNAPP,  (Nathan.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


I 


i 


B .P  eo .2 2,1823 > Berlin, Vt .  Res . , Lowell ,Mass • 

D. 

M. 1st, Peb. 15, 1851, Mary  Maria  Swain, Hancock, N.Y. ,b .1833. d. Aug. 12, 1864, Low¬ 
ell,  Mass . 


2nd, Sep t. 5 s 1866, Helen  M. Emery ,Berlin,Vt . 

8 


r 


1223. Delilah  Jane,b. Jan. 31,1853 > Lowell, Mass. ra. Nov. 15, I 8 70,Hor tar  R. Walker , Sum¬ 


merville, Mass  .  In  freight  business 

8 

1224. Prank  S. ,d« age  8  yre, 

8 

!225.Herman  Maude ville,b .June  11, l867.ra.Apr. 11,1890, Seray  or  Leray  M.Frazer. 

1226. Eugene, d. young, aged  4  yrs. 

8 

122  / age  3  yrs® 

8 

3.2<^b .Prank  B . , b « June  4 »  1u62*  Went  to  the  Klondyke. 


6l4. Mason  served  in  Co. K. 7th  Regt. ,Vt .Vol. 
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619.  GEORGE  KNAPP,  (George.  David.  Peter.  Aaron.  Aaron.  Aaron.) 


B.Ma$  12, 1802, Norwich, N.Y. (or  Providence, R .1 . )Age  47»census  of  1850. 


D . July  2, 18 73, Guilford, N.Y. (or  Apr .4, 1844. No  will. Adm. Jan. 28, 1857.?) 

M. Betsey  Lyon, (perhaps  dau.of  Mercy  Lyon, b. 1774. d. 1862. ?)d. Jan. 27, 1884, age 


8 


8l  yrs. 


122 9. Mary  Elizabeth,b.Dec. 28, l826,Guilford,N.Y.d.Feb. 23,  (or  Mch.1,7)  l887,age 
67  yrs.  m.D.R .Cushman. 


V 
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8 

1230 .Mercy  Jane, b .1830 .Age  19, census  of  1850 .m. William  G.Mandeville . 

8 

123].. George  Thomas ,b .Jan. 1,1833 .Age  17, census  of  1850 .d.1890 .m.Lovina  T.Webb. 


* 

| 

i 

i 


(or  d.July  2,1878. No  Will. David  H. Knapp, Adm. Chenango  Surrogate  Record.)?  "• 


^  „  8 

1232. Charles  W.,b  .Sept  .8, 1834  .Age  l6,in  l85Q.m.  Dec  .25,  i860,  Rebecca  Peabody  .Res. 


Kansas. 

8 

1233.David_JIi,b. Jan. 2 7, l836.ro. Mary  Ann  Collins. 

8  . 

1234. Sarali,b. Jan. 1,1838. Age  12, in  1850 . m. Nov.  1, i860, John  A. Clark, Sidney, N.Y, 

1235.  Prances  L. ,b. Apr .1,1840 .Age  9  in  l850.ro. Truman  Cable, Af ton, N.Y. 

8 

1236.  Henry  M. ,b .N.Y. ,age  6  in  1850. 

8 

1237» Joseph  S.,b»N.Y.age  3  in  l850.m.Mary  Aime  or  Airos, St .Paul, Minn. 


r 


6l 9. Mercy  Lyon, b .R .1 .age  76  in  1850, lived  in  this  family. On  the  other  side 


of  George  Knapp 's  tombstone  is  "Thomas  Lyon, killed  in  the  battle  of  Little  York! 


1 


Apr, 1813, aged  5l  yrs.  Nancy, his  wife  died  Oct. 31 ,1862, aged.  £8  ^rs. "Mount  Hope 


Cemetery  Norwich , Chenango  Co.  ,N.Y.  ,has"George  Knapp, died  July  2,1878, 


I 


aged  76  yrs. Betsey, his  wife,d. Jan. 27, 1884, aged  8l  yrs. Mary  E. Cushman, their  dau.  ij 


d .Feb. 23, 188 7, aged  57  yrs." 
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621.  SIMEON  KNAPP,  (George.  David.  Peter.  Aaron.  Aaron.  Aaron. ) 


B. Aug. 16, 1808, Norwich, N.Y .Age  40, census  of  1850. Parmer. $800. (l8l2,D. A. R. ) 

D  *  Aug .2, 18 79, Caroer on, N.Y. 

M.Jan.l, 1834, Caroline  Root, Oxford, N.Y. ,b .Nov. 28, 1812. d.1889. (D.A .R  .  )dau«of 


Russell  Root, b. 1776  &  Charlotte  Adsit,b .1780 . 


1238 . Almeron  K.^/j(|(,b. Chenango  Co., N.Y. Age  13, census  of  1850 .b .Dec .13 ,1836, 
Pranklinville , d .Feb .27, 1904 .m.Sept . 28 , i860 ,Pamelia  Griswold, dau . of  John 


' -  —  * 

&  Emoretta  (Pinney)  Griswold, Lockport, Ill. Almeron  located  in  Minooka,Ill.  [i 


in  1865  and  established  a  lumber  and  grain  business. Pamelia  b .Dec .12,1836 
^3 9 .Duane, b .May  4,l839.d.Mch.22,l866..m.Elizabeth  Young. 

124(jPhidelia  or  Aaeline  Marion, age  8, census  l850.b .Sept .28,l84l/’.m,.f0tis  Hunt 

Fluent*.  (Probably  Marion  was  b.  1835. d.Mch.  1,1836TtST' different  children) 


f: 


1241. cLrle^b.X0]4^,McDonough,N.Y.Aug.4, 1844.  a.Polly  Morley. 

<l^^1^b/f°fOrd’,'-Y-a-0<:t*26,1864,0overnor.3  Island.A  soldier  .Single^ 


- 
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8 

1242 . Mary  Ann, b .Feb . 1847, Franklinville,ro. Nov. 1,  1872, Albert  Lemuryon. 

8 

1243.  George  Russell,b .Sept.4,  1853 ,Franklinville  .m.  1st, l8?2, Elsie  Martison.No 
children,  or  m.lst  Lovina  H. King, dau. of  Milton  &  Elmira  (Servis)  King, 
m. 2nd, May  23, 1912, he  age  58, Mary  G. Nicholson, age  25. dau. of  Perry  &  Dinah  [■ 

(Cardington)  Nicholson.  (The  order  of  these  marriages  are  uncertain. Lovi- 

na  was  b.l88l,age  31  yrs.at  marriage  May  23,1912.?/  b .Westfield, Pa . ) 

8  : 
I2I44. Charlotte  A.  ,b  .Oct .  7,l8i].9,Franklinville  .m.Amasa  Babcock. 

8 

12if5.  Cti  s.  Perhaos. 

8  .  f 

12i(.6 .Charles  Erastus.  Perhaps. 

621 .Russell  Root, b. 1776, m. Charlotte  Adsit,b .1780 .They  lived  their  married  I 
life  at  Oxford  and  McDonough  Tp.,N.Y.He  d.l850.3he  d.l85l.They  hadrCharles  who 
m.Polly  Mo r ley . -Russell .—Erastus .—Otis. -Charlotte ,m.Jesse  Everett • -Felicia ,m • 
Elihu  Cornell  e-Eliza, m. Benjamin  Balcom. -Caroline ,b . 1812, m. Simeon  Knapp .-Maria, 
m. Joseph  Daniels.  (Probably  some  of  these  children  are  confused  with  Simeon’s) 

I  j  •' 

Marion  Adelia  who  m.Otis  Hunt  Fluent  had  a  dau. Nellie  Griswold  Fluent ,b .Floyd, 

^  lovja.  (D.A  .R  . ) 

| 

.  $!$ 
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£24* OSBORN  N. (or  L.)KNAPP,  (George.  David.  Peter.  Aaron.  Aaron.  Aaron.) 

*  4 

B.1799,R .1 .  Farmer, age  61  in  i860, real  estate, $4000 .personal, B3000. 

D. 

„  s&Uy  . .  u  /A/y-/76«  | 

h. Content  Mann, b  .1810  .d. Apr  .i860 . ^^-7 


or 
Rovilla 


_,b  .1805, Mass  .  or  both. 


1247 . Lemuel  & age  14, census  1850. 

1248.  Cornelia  M.,  11  ”  " 

1249.  Jonathan^H. ,  9 

1250.  Ellen  Phoebe,  6 

1251  .Frances  M.  3  "  "  d. Apr. 28, 1921.  m.EUa  A.. 

1252 .Frederick  A.  b .1851  .m.Ella  A.  _ .d.1920. 


ti 

ti 


11 

11 


,.7  (Francis  ?) 


624. Osborn  is  also  said  to  be  son  of  Phoebe, age  79.b .R .1 . ,1850  census.  Alsc [ 

in  census  are  Kahala  Abby,age  4^ .Mass .-Content  Abby ,b .N.Y.age  37. -Rovilla  ///j  V 
Knapp, b. Mass. age  46. -Julia  A . Knapp, b. Mass. age  43. (Can  Osborne  be  placed  right?;! 


*  r 
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634*  WILSON  SHUBAEL  KNAPP,  (Shubael  William.  Obadiah.  Peter.  Aaron.  Aaron.  / 

1  i 

Aaron. ) 


A  Parmer,  Liberty  Tp., Delaware  Co., Ohio 


B.Mch. 19,1836. 

D .May  20,1885. 

M.Agr.6,l861+,Lucy  E. Cellar ,b .Mch. 20,1837. d. Oct.  11, 1902. 

^  1 


)■ 

i 


1253.  Harlan  Pave , b .0c t .26 , 1866 .  m.  Mil/}  Griswold. 
o 


1254*  Lucy  V/.,  b  .Jan. 5, 1872.  m. James  E. Taggart. 

8 

1255.  Mary,  b  .Apr  .18,1869.  d.Nov.13, 1885, aged  15  yrs. 


7  6543 

641.  HARRISON  NATHANIEL  KNAPP,  (Nathaniel.  Abiather.  Nathaniel.  Nathaniel. 

2  1 
Aaron.  Aaron.) 


» 


B, Aug. 2, 1836, at  Goshen,  Wethersf ield  or  Breclcnason,Vt .Age  23, census  of  186^ 
D. June  6, 1912, Minneapolis, Minn. 

H .  June  30,1863 , Ophelia  Brundage,Habashashi ,Bakota  Co  .  ,Wis  .d. Nov  .18,1911^, 


Minneapolis . 

8 

1256. Hardy  H. ,  b.Apr  28, 1865, Guillard, Minn.  d. Sept .22,1865, 
1257  • ,v  illard  Roscoe,b  .Oct  «l8, 1866.  Res.  Alhambra,  Calif. 


1258.Kaude  Hope, b. Aug. 19^877.  m. William  Allendorf, Minneapolis . 


65l. Harrison  lived  at  Richfield, Adams  Co.,Wis«in  i860, real  estate ,$1000 . ,// 
personal, §300 .Moved  to  Wis.in  1848. Enlisted  in  1st  Kinn.Regt.A  pensioner .Lived  ' 
in  Minneapolis  for  33  yrs. 
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642.  HIRAM  AEIATHER  KNAPP,  (Nathaniel.  Abiather.  Nathaniel.  Nathaniel.  Aaron. 

Aaron.) 


i' 


t 


B.Feb.2  or  6, 18/4.I, Goshen  or  Weather sf ield, Vt. 

D.  1925, Riverside, Calif . 

K.Mch.21,l862,Lovica  or  Almira  Lucy/Corringer ,b .Jan. 11,1843 ,dau. of  ’William 


&  Irene  Rich  (Churchill)  Corringer . 


1259. xda  Lcvica,b. Feb. 6, 1863, Wj.s.m. Perry  Lambert, Los  Angeles, Calif . 


c 

f 


I260.^_>gith  Irene, b .Jan. 1,1869, Wis.m. Charles  Bauter  and  _  Miles. 


126! .William  Nathaniel,b .Feb.3,l875,Owatonna,Klnn.m.Millie  Frederickson. 


I* 

I 

. 
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1262.  Edwin  H.S . ,b .Feb .22, 1882, Owatonna, Minn . 

614.2. Hiram  was  a  Civil  War  soldier  .Moved  to  Wis.in  1848,  then  to  Ellsworth, 
Minn,  to  Minneapolis, then  to  Owatonna, Minn. about  18 71.  In  I883  to  Riverside , Cal 

7  6  £  l±  3 

657.  ANTHONY  WAYNE  KNAPP,  (Hiram  Meeker.  Abiather.  Nathaniel.  Nathaniel. 

2  1 
Aaron.  Aaron.) 

B.ca. 1850/60, Perry sburg,Oattaragus  Co. ,N.Y. 

D. 

M. 

8 

1263.  Hiram  Lynn ,b .ca. 1883 .  Res .Elyria, Ohio . 

8 

1261).. Clara  Eloise  ,b  .1878  . 

8 

1265.Carrie  G.,b.l878.  (Probably  twins) 


> 
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662.  DANIEL  KNAPP,  (Elijah.  Abial.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. 1797, Lyman, N.H.  (or  Kch .20,1807. ?) 

D. Aug. 12, 1861, Lyman, N.H. 

F. 

M. Sarah/Hall, b. 1797. d. 1879, dau. of  Abraham  Hall  &  wife  Mary.  Abraham  d.Jan.,2 
22, 1831, aged  73  yrs Lyman, N.H. Came  from  Walpole, N.H.m.l 783, at 
Walpole, Polly  Floyd, dau. of  Benjamin  Floyd. She  d.July  19, 1842, aged  82  yrs. 

at  Bath, N.H. 

8 

1266.  Mary  Hall,b .Nov.27,l8l9.d.0ct .  14,1888, Lyman, N.H.m. Harrison  PorterY2-^/*' 

° 

1267.  Julia  Ann, b. Apr. 5, 1821. d, May  27,1870 .m. Hiram  M.GrantwW&O-^ 

1268.  Horace  K.  ,b  .A.pr  .27,1823 .  d.  Aug. 4, 18  72  .m.  Cordelia  C.Frey  or  Frye. 

1269. Hepzibah  A. ,b .Aug. 30,1826. m. David  Haskins  and  Asmon  P. Titus. 

o 

1270.  Uri,b. June  4,l823.d.May  9,l864.(Twin  of  Uriah.) 

1271 . Uriah, b .June  4*l823«(or  1832. )m. Armenia  Moulton. 

8  May  9, 

1272. Ira  0.,  b/1835.  d.  I838. 

8 

1273.  Emmaroy,b. July  30, 1840 .d. Dec .22,1863 .m.Asrauth  P. Titus. 

1274 . Annette. 

8 

1275.  Angelin 

1276 . Mary  Elizabeth.  ' 


I 


Kir-: 


, '  • 


- 


. 


- 
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663.  AMASA  KNAPP.  (Elijah.  Abial.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 


B .May  2, 1798, Lyman, N.H. 

D. Apr .24, 1886, Lyndon, Vt .  (or  Jan.22,l885»?) 

M. 1st, Mch. 20, 1820, Sarah  Carter ,d< July  10, 1867, Lyndon, Vt.  ,dau. of  Thomas 
Carter/}^. She  b  .1796, Littleton  or  Lyman, N.H. 


VW1 

r'f 


2nd, Mch, 5, 1868, Ann  Hoyt ,d. Lyndon, Jan. 9,1886. 

8 

1277  .Elvira ,  b .  Jan .  29 , 1821 ,  Lyman,  N  .H .  d .  0  c  t .  21 , 18  93 •  Lyndon ,  V  t  .m  .Mch  .2,1842, 


l 


Charles  K. Wells, a  farmer, who  d.in  Sept., 1864  in  Andersonville  Prison. Had  • 

-  •,  ,  , 

•  |  •  t 

(l)Harriet  Lavinia,m. _ Phipper  and  had  Delia.  (2)V/esley, starved  to  ///• 

r 

death  in  Andersonville  Prison. (3 )May,m. Frank  Webber  and  had  Lois, -Ethel,  \ 


m, 

8 


Ellis. -Cora. -Erma  Olive. 


1278 . Melissa, b. 0C t. 9, 1824, Li ttleton, N. H.d. Oct. 24, 1867, Lyndon, Vt.m. Mch. 13, 1845,  I 

1  1 
*" 

Haviland  F. Lockline, farmer, merchant  and  engineer .Had  Ella, b. Mch, 21, 1849.! 
d.Apr .5,1900 .m.Sep t .20 ,1867 , James  H .Holder > Charles  Manf ord,b . Xfitj : 


1851. d. 1853. 

8 

1279.  Elijah., b .Mch. 9, 1827 . d. Mch.  16, 1901  .m.Emelinc  K. Skinner . 

8 

1280. '.7illiam  Carter ,b .Mch. 10 .1833 .d. June  25, 1916. m. Ellen  A. Bronson,  Amelia  Sey* 


bold,  Matilda  Myer  McDonnell  and  Mrs. Dorcas  Reeder. 

663 .Amasa  was  a  Methodist, a  farmer, a  Whig-Republican. Lived  at  Littleton, 
N.H. from  1826  to  1837 .Was  Selectman  l830/31.Was  appointed  Capt.of  Co, 11, 32nd 
Regt. N.H. Militia,Feb. 23, 1831. Vacated  Feb .24.1834. Lived  on  40  acres  in  1886. 
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665.  HIRAM  KNAPP ,  (Elijah.  Abial.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 


IS 

I 

b 


B.Feb .19, 1801, Lyman, N.H. 
D. Jan. 22, 18 78, Lyman, N.H. 


M.Hepz3.bah  Hall,  (or  Wheeler.?)  All  children  born  at  Lyman. 

8 

1281. Ira.  Probably  d. young. 


1282 . Wesley,  d.age  14. 

8 

1283. Gabriella,  m. Willard  WTing.  No  children. 


8 


1284.  Louisa, m. Charles  Chamberlain  Foster  .Had  George  W.,b.May  6,l859.m.Sarah  A1 
.  berta  Hoskins. -Charles  H.m. Winnie  Swasie .-Jessie  M.b .l868.m.Seth  Titus. 

1285.  Charles, b. I83I. d. 1843*  (Perhaps  Charles  Wesley ,#1282. ) 


I 


. 

.  .  I  .« 

- 

•  * 


.  .1  ;i  : 


•  1:  ■  -H  ••  V 

-  e 


•  •  *1 
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668.  JEHIAL  KNAPP,  (Elijah.  Abial.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 
B.June  l8,lS07, Lyman, N.H.  (Also  called  Gehial.) 


D.Apr  .5>l864»Lyman,N  .H . 

M.lst  Daphene  Bartlett.  All  children  hers. 

2nd  Emily  Kelsea  or  Kelso. 

8 

1286. Salome  S .  ,b  .Aug. 29, 183 7 .m. William  H.Ganett ,Peermont,N .H . 

8 

1287. Ira  Oscar ,b. June  7^18.39.  m.Flavia  T.Stickney . 

.“3 - 

1288 .Aria'11,  (or  Adrial  or  Arial)b. Feb.  1, 1843 > Lyman. d.Mch.24 ,1866 
Moved  to  Canada. 


,Bo  thwell ,  Ontar 
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683.  TIMOTHY  KNAPP,  (Daniel*Lyon.  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron 

B .Feb .6, l8l4, Billerica, Mass .  or  b. N.H. age  36, census  of  1850. 

D.Mch. 29, 1888, Meadville,Pa. 

K.Oct . ,1835 , Clarissa  Terry , Gumming town, Mass . ,b .Apr .6,l8l5»d.May,l88l ,Mead' 

ville,Pa.She  b. Mass., age  34»census  of  1850. 

&  8 

P  1289. Minnie,  d.1879. 

8  ) 

1290. Olivet  m.  Baugher . 

8  “ 

1291»Henry  Newell, b. Nov. 7 ,18 36. m. Carrie  W. A. Ward, 
o 

1292. Frank  )£///, b.Mch. 2, X85l.d. Jan. 8, l890.m. Eunice  Sheridan. 

“8 

1293  .Shepherd  T.or  For  dye  e,  b.  .Aug.  11,183  9.  ra.  Nancy  Ann  Baugher. 

“5 

1294 .Arthur  Lott ,b. Dec. 2, 1856. m. Julia  Belle  Rumsev. 

1295»Frances  S.,b.Pa.age  11, census  of  1850. 

8 

j.  1296. Harriet ,b .Pa. age  9, census  of  1850. 

683, Timothy  was  a  farmer  at  Oil  Creek, Crawford  Co . , Pa. worth  $1000. in  1850 
He  moved  to  Oil  Creek  in  1836  as  a  carpenter  and  contractor .He  later  moved  to 
Erie,  Buffalo  and  Cleveland, Ohio .  Tradition  says  he  came  from  Springfield  or 
Chicopee ,Mass . 
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685*  SUMNER  KNAPP,  (Abiather.  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. Jan. 2 7, 1804 •  Bapt . ,0ct .4 »l8l8 .Norton  Vital,  (or  b .1807? ) 

D. Nov. 15, 1884. 


. 

■  . 


.  Lr  ,  t» 

. 


•W'V »,  '  ■ , 


138 

M.Mch.l5»l825,Phebe  Patton, b .Sept .18, 1804  or  Sept .19,1808 .d. June  6,1879. 

dau.cf  Daniel  &  Phebe  (Perry)  Patton, of  Nor ton, Mass .by  Rev. P .H. Clark. 

8  ? *&***' 

^  1297»Daniel  Sumner  ,b  .Aur1. 24, 1826. m. El j  zabeth  Clark  Merrill. 

1298.Abiather  Hayden,b.May  20  or  26  or  30,1828. 

8 

1299«Alvan  Perry  ,b  .Kch.  7,1830  .m.Phebe  S. Dresser  or  (or  Hobbs.) 

8 

1300.  Phebe  Adeline ,b . July  29, 1832. m.  Morse, of  Needham, Mass . 

8 

1301.  Nancy  Angeline,(or  Mary?)b.July  3, or  Aug. 3, or  Sept .3 ,1834, Norton  Vital. 

rc.May  24, 1857, Albert  Pitts, of  Taunton, Mass . 

8 

1302.  Cyrus  N. ,b. Sept. 23, 1836.  m.Mary  L. Perry .He  d.May  5, 1854, N. Coventry , 

1303.  Charles  P.,b.  ,1843, Norton  Vital, 

8 

1304.  Gardner ,  b .Aug. 24, 1846 

8 

1305.  Eliza. 

8 

1306.  Elinor,  (or  Nellie.) 

68^. Sumner  was  a  farmer. His  wife's  name  sometimes  spelled  Patten. 


► 
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686,  CHARLES  FRE10ERICK  KNAPP,  (Abiather.  Daniel.  Jonathan.  Nathaniel.  Aaron. 

B.July  3, 1806. Bapt. Oct. 4, 1818. Norton  Vital. 

D. 

K. Oct. 5, 1828, Rachel  Pond, at  V/ .Medway , Hass .  ^intentions  published  Apr.6,l82o, 

She  b . July  2,l800,at  Franklin, dau. of  Nathan  &  Rachel  (Clark)  Pond. 

8 

1307 . Mary  E.,m. Oct .10,1848, Solomon  E. Blake, Medway , Mass. 

686. (Did  they  have  Matilda  Rachel, d.Aug.5, 1835, Dowel,  and  George  Henry, b.  „ 
1835. d. I883 .m. 1859, Mary  Brewer  Cooley  and  had  dau. Sarah  Florence  who  m.  Tuttl< 

A 
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688.  DANIlL  KNAPP .  (Abiather.  Daniel.  Jonathan.  Nathaniel.  Aaron.  A  anon.) 

B  .Mch. j$l ,  1808  .Bapt  .Oct  .4,l8l8  •  (Norton  Vital . ) 

5 

D.May  27,1876, Lowell, Mass . 

„  „  _  /rso 

M.Mary  hunt, dau. of  Charles  Hunt, of  Milton, &  Ann  Snell .Intentions  published 
Uct. 10,1830. (or  Mrs. Jane  Hoyt, widow  of  Jeremiah  Hoyt.) 

1308 . Kehi table  Rachpl,b .Aug.5,l834,Lowell,Mass. 

1309. 2l°Ege_HenrI,bi.1835.d.  1883. m.Mary  Brewer  Cooley.  (See  #1311.) 


. 

' 

- 

A 


' 

•*s‘- 
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There  is  much  confusion  between  #688  and  #680.The  following  is  given  for  both 

of  them. But  the  identity  and  placing  of  both  wives  and  children  is  uncertain. 
7  M  6  5  4  3  21 

680.  DANIEL/KNAPP ,  (Daniel  Lyon.  Daniel.  Jonathan.  Nathaniel.  Aai  ■•on.  Aaron. 

B.1806.  Bapt .Feb .10,1811 . 

D. 

M. Jane  Bean  Clark, dau. of  Joshua  &  Mary  (Cahlen? )Clark, widow  of  Jeremiah 

Hoyt. She  b .Nov. 24, I8l6, Thornton, N.H.d. July  3, 1885, Lowell, Mass . 

.  8 

1310.  Eliza  Ann,  b .Nov.7,l8k0. 

8 

1311 . George  Henry ,b . 1835. d. 188^ .m. Mary  Brewer  Cooley.  (See  #1309.) 

8 

1312.  Horace  Hunt,  b .Aug. 12, 1845* 

8 

1313 . Mary  Elizabeth,  b .Aug. 5,1831.  .  .  .  . 

680  and  688.  These  may  both  be  wrong  or  data  interchangable. 
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690.  BRADFORD  FIELD  KNAPP,  (Ephraim.  Daniel.  Jonathan.  Nathaniel.  Aaron. 

X/XXX/XX/XXXX/XXXXX/XXXX  Aaron. ) 

B .Mch.ll , 1812 , Cumberland  Hill ,R . I . 

D. Oct. 17, 1895. 


K.  Hannah  Albee. 

8 

1314 « Jume s  A  .  ,b  .Sep t  .8 ,1834 *.m»  Jane  E .Bardett . 

8 

1315. Hebecca  Amanda, b. Dec. 13,l835.d.Mch. 18, 1856. 

8 

1316.  Elizabeth, b. Aug. 6, 1837. d. Sept. 5, 1894 .m. 

1317.  Hannah  Maria, b .Nov. 6,181)4-. d. Oct .17,1688. 


Dunbar. 
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693.  WILLIAM  W. KNAPP,  (Ephraim.  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B.Mch.29, (or  19, )1824, Cumberland  Hill, R. I. (or  Attleboro, Mass . ) 

D. 

M. Martha  Sturdy, of  Attleboro, Mass . 

8 

1318. Stella,  m. Charles  George. 

8 

131 9.  Minnie. 

8 

1320 . Harriet. 

.  8 

1321 . William.  m.Ida 


. 


: 


. 


-  .  ..  *  - 

# 


.  .  -*r  '  0.  .  ^ 


-  ‘•f* 
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696.  EDWARD  DAY  or  COOK  KNAPP,  (Ephraim.  Daniel.  Jonathan.  Nathaniel.  Aaron 

1 

B. Nov .1}., I83O, Woonsocket, R  .1 .  Aaron. ) 

D. 

K.  Martha  Stanlev, Attleboro , Mass . 

8 

1322.  Mayble, in. Herbert  or  Harold  Sones , Attleboro , Mass  . 

8 

1323 . Abby,m. Oscar  Neval , Attleboro  Palls, Mass. 

8 

132li. .Bessie ,m. Charles  Bar-row, Attleboro ,Kass . 

'  8 

1325»Fannie , 

8 

1326. Ephraim  Monroe,b.l866.d.l931»m.Cora  Jenks . 
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697»  RANDOLPH  KNAPP,  (Ephraim.  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. Dec. 30, 1832, Cumberland  Hill, R. I.  Res. Attleboro, Mass . 

D.Apr.22,1898. 

M.Mch. 28,1855* Anna  Frances  Follett, Cumberland  Hill, R. I. 

2nd  Oct. 1,1878* Sarah  Ellen  Pratt, N. Attleboro, Mass. 

8 

1327.  William, b .and  d. Jan.l,l857» 

8 

1328.  Willis,  b .and  d. Jan. 1,1857. 

8 

1329. Handolph,b .Aug. 19*1859. d. July  31*1860. 

8 

1330.  Emma  Frances, b. Oct.  11, l86l.d./^/^, July  2,1867? .m. Charles  E.Weatherhand 

Providence ,R . I . 

8 

1331.  Eugene  S. ,b . July  2, l867.d. Sept .5,1869. 

8 

1332 . Anna  Adell ,b . Mch. 31 * 18 72 .m. Dec .30, 1903, Frederick  A .Barnes, Provi dence ,R .1 
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704.  DANIEL  FIELD,  (Charles.  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 
B . Sept . 7, 1813 , Hardwick, Mass . 

D. 


M .Marion  B .Sage , War ic, Mass . , d. Mch. 2, 1889, Berea, Ohio. 

8 

1333. Albert  Daniel ,b .June  12, 1842 .m. Mat tie  Beecher. 

'  8  — ~  ~ 

1334 ‘Charles  Harvey ,b .Oct . 23, 1844, War e,Mass . 

8 

1335»E™ia  Mar  ion, b  .Feb  .3, 1846,  Ware,  Mass  .d.  1858 , Berea,  Ohio . 
1336. Edward  Willard,b.Dec.9,l848,Ware,Mass.d.Mch.8,  ? 


, Topeka, Kansas 


«. 

* 

♦ 


* 

. 


r-  <* 


<r»% 


**«»**. 


'  8 

X337»Clara  Elizabeth, b. Dec. 30, l853»New  Braintree , Mass  . 

8 

1338 .Emerson  Field,b .Dec .27, 1859 , Berea, Ohio  * 

70i|. Daniel  lived  at  Hardwick,  Ware, Mass. in  IBI4.3 ,  Hew  Braintree , Mass  .in  1852* 
Berea, Ohio  in  1857* 
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723.  LAMARTINE  FAYETTE  KNAPP,  (Hiram  Ebenezer.  Ebenezer  V/., Daniel.  Nathaniel. 

2  1 
Aaron.  Aaron.) 

B .  Jan .  22 , 1 848 , Bus ti ,  Chautauqua  Co . , N  .Y .  A  <^^vCU_  <3-  <?JU 

D. 

M. 

8 

1339. John  Laliartin,b .0ct.8,l890. 
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731 •  FRANKLIN  L. KNAPP,  (Ira.  Ebenezer.  Daniel.  Nathaniel.  Aaron.  Aaron.) 


B. 1826, West  Union, Steuben  Co., N.Y. Farmer, age  23, census  1850.  S[|_00. 
D. 


9 


M.l847» Alma  Drake, b. N.Y. age  25, census  of  1850. 

8 

1340  .Edwin  B.»b.July  11,1848  .m.  Per  sis  A. White. 
1341. Richard  Togooa,  d.Dec  .10,l892,by 


R. 


1342. Helen  A.,b.l847.d.l848. 

8 

1343»Curtis  L.,b.l86l.d.May  1863- drowned. 


731  .Franklin  moved  to  Fon  Du  Lac,Wis.  and  to  Fremont , Waupaca  Co., ’Was. in 
1858,  and  in  1861  to  Waupaca, Wis.  Returned  to  N.Y. in  1883, 
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740.  HENRY  JULIAN  KNAPP,  (Eli.  Moses.  Moses.  Nathaniel.  Aaron.  Aaron.) 


H 


if 


B  .Jan.  10, 1846,  ’Windsor,  Ohio . 

D. 

Nf2nd  Emily  (Sackett)  Landphear,a  widow, b .Men. 24, 1849 «ra. Feb  .6,l895,dau.of  I. 
Chauncey  &  Sarah  (Gladding)  Sackett. 


YLst  Eleanor  Matilda  Mill eken, June  26, l867.b. Canada. d.1870. 
8 


1344»Eva  Lovilla, m. Apr .1,1889, E.B.Alvord, at  Windsor , Ohio, son  of  Eliphaz  Alvord, 
.Res.  Springfield, Mass.  She  b.1868. 


. 


■ 


■>/  . 


* 


- 


' 


*T 


■  -  .*!  1  , ' 


8 


134£»Mabel  E.,b.July  9,1871  /Windsor ,  Ohio  .m.  and  lives  in  Middle! ield,Ohio  . 

8 

1346.  Elinor  ,b  .Nov .  3,1876,  Windsor ,  Ohio.  m.  Emery  St  John.  Res  .Springfield, Mass 

8 

1347.  Ethel,  m.and  lives  in  Warren, Ohio. 

8 

1348 . Harry  P . ,b .Feb . 2 ,1879, Windsor , Ashtabula  Co . ,Ohio . Single . 


S|,' 

y : 


& 


V.- 

A 


U;,, 

k 


740. Henry  was  a  Republican,  a  Methodist  and  a  Mason.  A  fanner  on  92  acres, 
raising  sheep, Jersey  cattle  and  White  leghorns.  He  enlisted  in  1862  in  Co.H, 

1 1 

29th  Ohio  Reg;t .  discharged  May ,  l065>.Wounded  four  times  and  spent  a  year  in  the  . 


hospital .Later  made  1st  Lieut .Co .F. 8th  Ohio  National  Guard. 


h 
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741*  ELLIOTT  MOSES  KNAPP,  (Eli.  Moses.  Moses.  Nathaniel.  Aaron.  Aaron.) 


!: 


B .Apr .19, 1848, Windsor , Ohio .Age  32, Census  of  1880. 

D. Apr .12, 1911, Huntsburg, Ohio . 

M. Apr .22, 1868, Elizabeth  Freidinger.b. Ohio, June  l85l,age  29, census  of  1880, 


8 


d.May  1,1910, her  father  and  mother  b.in  Germany. (or  m.Emogene  Castle?) 


1349.  Charles  Elliott  ,b  .Jan.  2.  l881i.m.  Edna  Richards  and  Pearl  Adella  Bickle. 

0 

13 50 . Mary,b .Apr  21, 1871* Huntsburg, Ohio 


l 


1: 


741 .Elliott  was  a  farmer. In  census  of  1850  he  was  a  shingle  maker, real  es-  r 

l 1 


tate ,  51000  .personal ,  5300 . 
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746.  JOHN  L.  KNAPP,  (Simeon.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 


I 


B .Mch.l9,l805,New  Portland, Maine.  Res .Kingfield, Maine . 
D.  1840, New  For tl and, Maine . 

M.  Elvira  Churchill  1 


t: 


I: 


8 


H-3~ 


135l .James ,b .1836,  m.Mary  Burnes. 

8  A 

133'2.0wen,bJl837.  d  .1888  ,m.  Julia  Blacks  tone . 

8 

1353. John, b. 1839. m. Marv  Viles. 


iT 
v  •' 


: 

w 

Sv 


& 
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747.  LSlVT  T  .KNAPP,  (Simeon.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B  .1807,  Kingfield,  Maine 


*i 

* 


D.  Drowned  in  the  river. 

W. 

M._  Mary  Sopher  or  Saplier? ,klglu 


*■! 


£•  ^ 


8 


1^3 


X354*Eraeline.S.lr./S*3 

8 

135^. Caroline  J'i3b 

8 

1356 .Levi  l\»SJ/8'5 

8 

1357*Lorsa.a  twin, j- 

8 

1358 . Loviza ,^.a  twin.]r./*Vo 

1359. Charlotte?.^/%‘/3 

8 

1380  .Marv  S.ir.tW 

8  “ 

1361  .Manley  ./■ 

‘  8 

1362.  Ruth. 

8 

1363 . Nelson. 
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749.  WILLIAM  L. KNAPP,  (Simeon.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 


B.  l809,Kingf ield, Maine. 

D. 

M.lst  Lovilla  Hutchins. 


& 


2nd  Harriet  Brown. 

13 64 « ^  f  ^  1.  .1837.  Was  a  C  apt  .in  the  Civil 

A.Greenleaf.  He  d*l893. 

8  * 

1365.  Jerome  B.,b.l84l.d.l900.m.LiZ2ie  S. Halley. 

8 

1366.  Frances  E. ,b .l847«m.Sben  J. Walker. 


All  children  b.at  New  For tland, Maine . 

V/ar.m.Aboie  Davis  ai 


and  Esther 
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755.  CHARLES  KNAPP ,  (Simeon.  Joseph,  Joseph.  Benjamin.  Aaron.  Aaron. ) 


B.  1818 ,Kingf ield, Maine . 
D.  Killed. 


M. Sarah  Moon  or  Moore  or  Mover. 

8 

1367«Charles . 

8 

1368. Jane,  m. Charles  Levett. 


\ 
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758.  SIMEON  C. KNAPP,  (Simeon.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 


B. June  1  or  6,1825  or  1827, New  Portland , Maine .  Res. New  Vineyard, Me. 
D. 


v 

gii 


V 


< 


.  - 


. 


* 


1)44 

M. Sarah  Blanchard ,b .June  25,lS33>Blanchard,Me .dau.of  Daniel  &  Melinda 


(Sturdevant )  Blanchard. 


8 


All  children  b.at  Blanchard, Maine . 


1369.  Frederick  Bernard. b . June  7,1855 .m. Isabelle  H. Blanchard. 

T 

1370.  Willis  Herbert, b. Oct. 23, 1856. m. Alice  Wells. 

8 

1371.  Walter  Blanchard, b .Dec .29, 1857. m. Sadie  Bell, of  Vt. 

8 

1372.  Carroll  Sumner ,b.Dec«19.l859.m.MarihftT  Clark. 

n? 

1373 . Mary  Jane, (or  Minnie  Jane) ,b .Sept.4»l86l.m. George  Philbrick.No  children, 

8 

1374»Adelbert,b .Feb .7 >1869. d. Nov *16,1876. 

7  6  5  4  3  2  1 

765.  ARCHIBALD  L. KNAPP,  (Charles.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 


more,£- 


B .Aug. 7, l8l 9, Leeds, Maine . 

D.May  8, 1897, New  Sharon, Me. at  home  of  son  Bradford. Buried  East  LIverBeel£; 
M. Feb. 20, 1843/44, Jane  White, b. Feb. 5. 1820. d. Dec. 6,1891  , dau.of  James  £e  Nancy  ; 

(Kenney)  White. 

8  _ . 

75 •Flavilia  Ruby ,b  .  Jan. 30 , 1845  .m.P aul  A  .  Duiagan.Res  .Farming ton, Me  . 

8 

1376.  Rose  Emma , b . Mch . 8 , 1 84 7 . m . N . B . P inkham .  Res  .  ,N. Dakota. 

8 

1377.  James  White,b.May  1 , 1848 . d . June  8,1848. 

8  I 

1378 . Charles  Burton, b. May  4,l850,Dixf ield, Me .m. Lucinda  0. Allen.  j 

13 79 •  Br adf  01  d  Archibald, b  .Mch.  9,185  /  .m.Etta  Gordon  and  Lena  Gordon. No  children.*’ 

8  j 

1380. Jennie  White, b .Oct .26,1861 ,m. Frank  Pinkham .Lived  out  west. 

765. Archibald  settled  in  Leeds,  moved  to  Dixfield,  later  to  E .Livermore , Me  !• 


7  6  5  4  3  21 

766.  CHARLnS  SeWELL  KNAPP,  (Charles.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.).’;!; 


B .Aug. 15, 1821 .  Res .Leeds , Maine . 

D. Jan. 5»l892. 

M »0c t .12 , 1854, Ve sta  A. Soule.  All  children  b.at  Leeds. 

8 

1381 .Mary  L. ,b .1858 .m. Willard  McGinnis  or  Maginnis . 

8 

•^•382 .Bartley  or  Bartlett ,b  .l862.Married«A  locomotive  engineer  in  Wis  .m. Ethel 
Eldridge . 

8  io-i-itV 

1383  »LdjiR-h  .L «  ,b  .1864 «m.  Nettie  Lindsen,  Etta  Corville  and  Minerva  Hamlin. 


4 

F 


. 

. 

..  .. 


-  . 

- 


•.  *  •  -  - ' 
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779.  CYRUS  B. KNAPP,  (Joseph.  Joseph.  Joseph.  Beniamin.  Aaron.  Aaron.) 

B.  1827, Kingfield, Maine .A  prominent  la\^er  and  Judge  of  E. Livermore , Me . 

D.  Also  lived  at  Auburn, Me. 

M.  Ellen  Luce. 

8 

1384. Isabelle  C . ,b .1858, E .Livermore , Me ,d. 1859. 

8 

1385. Joseph  W. ,b .1861 . 

8 

1336. Cora  Isabelle, b .1875* Auburn, Me. m. Isaac  B. Clary. 


7  6  3'  4  3  2 

786.  BENJAMIN  FRANKLIN  EASTMAN  KNAPP,  (John.  Joseph.  Joseph.  Benjamin.  Aaro 

1 

B . July  4,  1822, Freeman, Maine .  Aaron.) 

D. Sept .16, 1885, Lowell, Mass . 

M.Feb  .3, 1840,  Caroline  Frances  Pres  ton, b  .Apr  .12,  l82l[..d.Mch.  13,1906. 

8 

1387. Samuel, b.Mch. 8, 181|l.d.  Sept.  7, 1842. 

8 

1388 . Hiram  L. Preston, b .Sept .16, 1844 ,m. Elizabeth  Gilbert. 

“5 

1389.  John  Erman,b .Nov .12, 1846 »d. Apr .27,1914 »m. Isabelle  Kennedy . 

1390.  Mary  Savage, b  .Aug. 31,1848. d. Nov. 7*18 77 •Frank  C. Welch. No  children. 

8 

1391. Ivory  B.,b.June  llul850.d»Mch.l8. 1906. m. Laura  Tracv. 

1392. Nancy  F .Loretta, b .May  17, 1852. d. Oct. 18 ,1910 .m.Nov. 6,1868, Charles  Mur chi e 

b .Oct .1,1843 .Had :William. -Charles  Loren. -Jane  Ansley . -Caroline  Frances. 

Benjamin  Franklin. -James. -Elizabeth. -Mary .-Agnes  Ruth. -Janet  Margaret. - 

John  Talmadge .-Donald. -Gladdis  Evedna. 

8 

1393  .Frank  S t. anl ev , b  .Kch. 5, l859.d.Mch.l6,1917«ro. Caroline  Ames  . 

nr 

1394 • Caroline, b. Feb. 12, 1861. d. Aug. 12,1 920 .m. 1st,  Smith. 2nd, William  R.Far- 

num. 

7  6  5  4  3  2  1 

793*  CONVERSE  LYNDALL  KNAPP,  (John.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron. 
B.  l837»Freeman, Maine . 

D. 

M. Nancy  A.Dolbier. 

8 

1395»Fhilo  P. ,b .l857»d.l903>Madrid,Me.m.Cora  Larabee. 

8 

1396. Orin  L. ,b .1861 .Lives  in  Nevada. Single . 

1397«Grison  A. ,b .1863 .m.Kable  Dore.  No  children. 


- 


■ 


$ 


’ 


. 


8 

1398.  Luna  E.,b. 1865. d. 1903, Freeman, Me .m. Charles  Oliver. 

8 

1399. Hgrtle  B. ,b .186?. d. 1901, Kingfield,Ke.m. Willard  Peabody, 

lij.00.Dora  M.  ,b . l870.rc. Leroy  Luce. 

8 

lkOl  .Esther  E.  ,b  .1871 .m. Ben jamin  Clark. 

8 

lij.02. An  inf ant ,b. and  d.  in  /^i/.l860. 

8 

1403* An  infant,  b.and  d. 1 8 74 • 

8 

1404. Amelia  A.  ,b  .1875 .m. Edgar  Kempton 

8 

1405 •Henry  C .  ,b  ,l877»m»Lillian  iiorrison. 

8. 

1406.  Maud  1\T.  ,b  ,l879»m  .Fred  Collins. 

8 

1407.  Willie  M. ,  b .1882 . 


7  6^  4  3  2  1 

794*  HORACE  KNAPP,  (Elijah.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

IS  13 


B  .Feb  . 14,1819, Freeman, Maine  .  A  physician  at  Dubuque , Iowa 


D. Dec .18, 1886, Dubuque,  Iowa. 

1 ■'liiSQl  „ 

K .Lucre tia  Dicker son, b .Apr .25 ,l8l 7 ,N.K.d. Sept .22, 1895 » Chicago ,dau. of  Eli, 
&  Hannah  (Willey)  Dickerson. 

8  .,v 

1408.  Albert  M.^b  .Oct  .Ik, 1842 .m.Kittie  Crane  .  -A' 

~B  a  S-/<3  J 

1409.  Horace  Greeley, b. Dec. 13 ,l843.m. Mary  A. Miner, 

“8“ 

1410.  Henry  D. b. Aug. 26, l846.d. Apr. 18,1878. Single.  In  Civil  War. 

8 

1411 .  Edwin  C .b .Dec . 22 , 1847 • d . Nfcv .1,1848 . 

8 

1412 . George  Comb ,b .Mch.12,1853 .d. Aug. 18 ,l853»Lockpor t ,N .Y . 

8 

1413 . Frank  Leslie, b .July  4, 1854 .m. Lillie  Carr. 

8 

141)!-. An  infant  dau.,b.&  d.Sept.3,l84l* 

8 

1415 .Ann  Kay ,b .Kch.l8 ,1845 .m.l866,S.F .Lyds ton. 

8 

11l16 .Lucre tia  Paulina,b  .Aug .12, 1849. m.  186 7, William  Holden, of  Chicago. 

8 

1417. Josephine  Hortense,b .Sept .13,1851 .  d. Sept .22, 1852, Lockport ,N.Y. 


7  6  5  4  3  2  1 

801.  JOEL  KNAPP,  (Elijah.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B.June  16, 1835, Freeport, Maine,  ("(perhaps  Freeman, Me  .?  ) 

D. Mch. 21, 1902, Lowell, Mas s . 

M, Elizabeth  Putnam. 


. 

« 


* 


'  8 

Hi |.l 8  .Harry  Putnam, b  .Mch.l9> 1872. m. Helen  Maude  Courtney. 


7  c  6  5  if-  3  2  1 

806.  WILLIAM  G.  KNAPP,  (Stephen.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B. Dec. 27>l821, Anson, Maine.  Lived  at  Turner  and  Hartford,  Me.? 

D.May  3,1901 , Hartford, Maine . 

M .  No  v  „  8 , 184 6 , Cy n thi a  Ripley, who  d . M ch . 15 , 1 8 94 , Har tf or d , M e . 

8 

1419» Alma  A. 

8 

1420 . Busan  Ellen. 

8 

1421.  Mary. 

8 

1422 . Henry. 

8 

1423 . Delphinia . 

8 

1424.  Willi  am. 

8 

1425.  Lillian. 

8 

1426. Stella. 


7  6  5  4  3  2  1 

807.  ASA  KNAPP,  (Stephen.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B .Dec .29, 1822, Anson, Maine . 

D. Dec. 5 j 18 96, Livermore, Maine . 

M.Nov  .28,1847 ,Mrs  .Sarah  Thompson, of  Kingfield, Me  .Settled  in  Turner  ..remove 

to  Canton  and  later  to  Livermore, Me. She  d. Dec. 1899. 

8 

1427.  Ella. 

_  8 

1428.  Hattie  L. ,m.l879j John  Fremont  Wyeth,  (or  Coolidge?)  b. Oct. 23, 1856. d. Sept . 

1884, son  of  Augustus  &  Julia  E. (Norton)  Wyeth.  Hattie  b.1858. 

8 

1429.  Mary  J. ,b .Aug. 12,18  ? .Leeds .Me .m. Jacob  N. Shaw, Lowell , Mass .Had  dau.Ada. 

8  N- 

1430 .Isabelle, 


812.  EARL  KNAPP ,  (Stephen.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B .Feb . 10 , I83I , Leeds , Maine . 

D. 1903 , Wilton, Maine . 

K. Eliza  Berry. 

1431. Almira  B.,  m. Wallace  Battles. 


. 


- 


' 


t  j  *iA4 


(it*'. 


•  8 

lh32 .Richard  B . ,b  .1898  .m. Viola  Howland. 

~B 

3-433  .Herbert*L. ,b .l864.m.Ida  Averlll. 

l434*Isabell  E. ,b .1062 .m. William  Dixon  •  c'T  1 

1^35.  Charles  Edward,  b.l867.d.l89^-.m.  Flora  Kanter.(or  Mantee?)  Farmington,  Me  . 

8 

llj.36.Ina  M.  ,b  .1871  .m. Stanley  Stewa^rt.  Wilton, Me. 

8 

llj-3 7 .Margie  B.  ,b  .l876.m.Zephy  Batty  , Providence, R  .1 . 

8 

llj-3 8 .Abby ,b .  l8f>6. d.1859.  Leeds ,Me . 


Q  *7  6  5  1+  3  2  1 

815 •  STEPHEN  D^oATUR  KNAPP,  (Stephen.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron 
B. Nov. 22, 1839* Leeds, Maine. 

D. 

M. Oct  .29,1867  or  Nov.l,  I867,  Lizzie  B. Moore, of  Livermore, Me » ,b  .Iich.23  or 
May  21, 1850, dan. of  Abner  &  Eliza  Moore. 


8 

llj-3  9.  Frank  K.  ,b  .July, 1868. 

8 

ll|Ij.O.William  B .  ,b  .Aug.l870 . 

h  8 

“  l44l» Charles  R * ,b .June, 1874. 

8 

l41|-2.Rollin  D.  ,b  .June,  1886. 


7/<rvcfr-  6  5  4  3  2  1 

817.  ABIAL  B. KNAPP,  (Peletiah.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B  .May  .3.0 ,1829, Leeds,Maine . 


M.  1st, Lizzie  Fernald, Great  Falls, N. PI. 

,?-// ,.r ; 

2nd,  EllaC.Willett'J  North  Leeds , Maine « 

8  A  ^  -sU-^~  zp*7-JV~'rJ  7. 

1443 .George^b. May  28, 1380, North  Leeds, Maine. 

8  p 

1444 •  olyde^b  .0 c t •  11 ,1884 , North  Leeds , Maine . 


y  6 

8l8.  WOODBURY  S. KNAPP,  (Peletiah.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.  4 
B .May  14,1831, North  Leeds, Maine.  ,  c  ' 

- 

M. Rachel  Greenwood, Livermore , Maine .  kjrh’ ^ 

!  1445 « Jlj^lia^  A.,b  .Jan. 24, 1856, North  Leeds  .m.Gussie"  Gardner . 


» xx 

. 

. 

t 


. 
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. 
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820.  GEORGE  HENRY  KNAPP , (Peletiah.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B  .Oct.9>l835»North  Leeds,  Maine, 

M.  Marcia  Davis  .Farmington, Maine .  ' 

8  A  u, 

1446. Nellie, b. 0ct. 15, 1867-^North  Leeds , Maine . a^lr<^' 


7  6  5  4  3  2  1 

821.  ELIJAH  KNAPP,  (Jared.  Elijah,,  Joseph.  Benjamin.  Aaron.  Aaron.) 


B. Jan. 25 >1843 > North  Leeds, Maine . 
D.1892. 


M. Frances  E. Bradbury,  (or  Fanny) 

8 


n. 


1447 ^red  Elwood,b • July  10 ,1874 > Auburn, Me .m, Lydia  Ayer.  Res .Lewiston  and  Auburr 

/,  ; 


Maine.  No  children.  Perhaps  he  was  born  at  Wayne, Maine. 

8 

1448. Belma  A. ,b.Feb . 28, i860, Wayne, Maine . 

8 

144-9. Roy  0.  ,b. Dec. 22, 1882, Wayne, Maine. 


► 


7  6  5  3  2  1 

823.  AUREN  or  ANSON  G. KNAPP,  (Jared.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron. 


B. Oct. 9, 1851. 

D. 


M. Aug. 24*1888, Alice  M.Descome  or  Dascomb, Leeds, Maine . 

8 

1450 .Alice . 


824.  JAMES  MAXWELL KNAPP ,  (Ward  S.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B .Feb .27,1844  ,Biddef ord, Maine . 

D. 

M. 1st, Feb .21,1871, Lizzie  L. Weeks, Portsmouth, N. H. ,dau. of  Charles  P.&  Eliza¬ 
beth  (Cole)  Weeks. 


2nd, Nov . 7 ,1901, Isabelle  T .Sheen, Bos ton, Mass . 

8 

1451. Charles  W.b .Apr .28,1876, Kittery, Me.  d. young. 

8 


r 


1452 .Mary  Isabelle, b.Mch. 6, 1884, Kittery, Me.  d. young. 

824 .James  lived  in  Kittery  In  1862. Was  foreman  of  Boiler  and  Blacksmith 


Works  at  Navy  Yard. In  1886, to  Medford, Mass .and  manufactured  knives. Then  head 
of  macnine  works  in  Boston. 


a.,..*;* 


. 


' 

4».- 

. 

* 
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825.  GEORGE  H. KNAPP,  (Ward  S.  Elijah.  Joseph.  Benjamin.  Aaron.  Aaron.) 
B.June  12, 1848, Saco, Maine. 

D. 

R- 

M.B el indaA Fogg, Monmouth, Maine. 

8 

lk53. Eveline,b. Oct. 12, 1870, Johnston, R. I. 

8 

1454. Earl  W.  ,b  .Sept. 9, 1878,  Johns ton,R  .1  .m. Catherine  Monroe, Providence,?.. I . 


7  6  5  4  3  2  1 

828.  EDWIN  C. KNAPP,  (Henry  Wright.  Asa.  Joseph.  Benjamin.  Aaron.  Aaron.) 

B.  He  was  Collector  of  Customs  at  New  York. 

D.Apr.3,1917?  (or  1919.) 

K.  Abbie  , who  d.Apr.3 ,1917* 

8 

1455 •  Mrs. Fred  Fay. 

8 

1458. James  B.,  m. Carrie  Palmer. 


7  8  5  4  3  2 

831.  FRANCIS  WRIGHT  KNAPP,  (Charles  Butler,  Asa.  Joseph.  Benjamin.  Aaron. 

1 

B. Apr. 17,1837.  Aaron.) 

D.  . 

M. 1st, Dec .24, 185 9, Hannah  E .King, Waterloo ,Wis .  d.1898. 

2nd, Margaret  Livingston. 

8 

1457  .Charles  Francis, of  Meno tehee , Washington.  Had  two  daughters. 

8 

1458 . Albert,  d. Aug. 24,1 914 s  ’Einn.  Had  two  sons. 

8 

1459.  Grace  Martin. 

8 

1480. Hannah  Ellen. 

8 

l46l .Catherine  Hunt. 

8 

1482. Lillian.  Adopted. 

8 

1483  .Carrie.  Adopted. 

8 

14%  .Dallas.  Adopted. 


7  6  5  4  3  2 

839.  GEORGE  WHXTEFIELD  KNAPP,  (Edward.  Edward.  Edward.  Ebenezer.  Aaron. 

1 

B .Dec .6,1811 , Taunton, Mass •  Aaron. ) 

D. Oct. 11, 1858, Dighton, Mass,  (or  Apr.l,l855») 


' 


•*  - 


#»  •#.  •••« 
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h. Oct. 25, 1836, Hannah  Balcomfe  Round, of  Dighton,Mass. ,b. July  25,1813 .d. Oct . 


► 


ll,l858,Dighton.  ,dau.of  Stephen  Cc  Esther  (Balcomb)  Round. 

1465 .Lucinda  J.  ,b .Apr .23,1837, Dighton,  (or  Taunton?)  d. Nov. 30,1869, Pioneer , Pa. , 


m. Get. 25, 1857, Welcome  A.Farmouth,age  21,b.N.Y.Res.Buffalo,N.Y.She  age  22 


at  marriage .Intentions  published  Nov. 12,1856. She  then  called  Levinia. 


1466. George  W. ,b .Oct .28,1838, Taunton, Mass .d. Oct .30,1839. 

146 7» Amelia  E. ,b. Sept. 29,1841, Dighton.d.May  24,1910 .m.Dec. 19,1866, Samuel  Nelson 


Bushee, Taunton, Mass . 

i486  .Hamah  A.  ,b  .Feb. 8, 1844 •Bighton.&.peb .10, 1866, Taunton .m .Aug. 3, 1862, Charle: 


Edward  Gardner. 

8 

l469.Syble  E., b . Mch. 21, 1846, Dighton. d. Oct. 2, 1848. 

14 70. Sarah  E. ,b .Feb .1,1848, Dighton. d.Mch. 26, 1902, New  Bedford, Mass .m.Cct . 25, 


18 71, Leonard  Keen, Jr. 

8 

1471. Harriet  M. ,b.Mch. 25,1850, Dighton.m.Dec . 8,1870, William  C.Bohn  or  Bowan  or 


Brown. 

8 


j)  1472 •Charle£_Ei,b .Feb.  1  or  10,l852.m.Georgianna  F.Gross, 


1473.  Famy  E.  ,b  .Mch.  11, 1854, Dighton. d.Apr  .8,1854. 

1474. pamy  A. ,b .Novc6, 1855, Dighton.m. Oct .19,1881, Charled  Herbert  Kenyon, Frovi- 


dence ,R .1 . 

8 

l4?5.Georgianna  W. ,b .Aug. 30,1858, Dighton. m.Dec. 21, 1881, Ernest  L.Withwell. 


8^,9. George  Wade  was  appointed  guardian  of  these  children. 


7 

840.  EDWARD  NORRIS  KNAPP,  (Edvard.  Edward.  Edward.  Eoenezer.  Aaron.  aItou.) 


B . June  24, 1813, Taunton, Mass. 

D.Apr .26, 1886, Taunton. 

M.Dec.  1,1839, Miss  Wealthy  Godfrey  Hicks.b.July  26,l6l6/lS.d.May  9,1875,Taun- 


ton,dau.of  Capt.Benoni  &  Lydia  (Godfrey)  Hicks. 


l476.Edv.-ard  F. ,b . June  15, 1841, Taunton. d.Peb .16,1868 . 
^4-77. Lydia  J., b. Apr .4, 1843, Taunton. d. Feb.  1,1846. 


1478. Emi!y  A. ,b .Aug. 9, 1845. d. July  18,1910, Taunt on. Single. 

1479 . Arthur  B . ,b .Apr .21, 1847, Taunton. Single *in  1932. 


'  - 


1 52 


'  8 

]ij.80 .Laiira  I .  ,b .Apr  .30,1851  .d .Ndv .16, 1902, Taunton.  Single. 

8 

ll|.8l  .Charles  G.  ,b  .Jan  •  9*1856  •  d  .Apr .  5*  1856  *  Taunton. 

I  84-0. Edward  was  a  farmer  and  lived  on  the  old  homestead, Taunton. 

m  ,  .6  5  4-  3  2  1 

84I.  LLOYD  GOLLTITS  KNAPP,  (Edward.  Edward.  Edward,  Ebenezer.  Aaron.  Aaron.) 

B. Dec. 2d, l8li|., Taunton, Mass. Age  55, census  1870. Parmer  .Heal  estate  ,$6850  * 

D. Jan. 3 *1899* Tonic a, Illinois. 

M .  1  s t ,  Jan .  23 , 18^.2 ,  Sarah  Kirkpatrick , Urbana , Obi o . d . June  6 , 18 55^58 . 

2nd, Oct. 27, 1859, Priscilla  M. Woodward, Jefferson  Co., N.Y.d.Oct. 23,1898. 

8  cr^A- 

li|o2. Alvin  Murray, b . Jan. 2, 184-3. d. May  23,1864-,  Tonica,  Illinois. He  enlisted  in  the 

Civil  War  and  died  of  disease  at  home. (Also  called  Alvin  A.?) 

8 

1483 «L_lo\  d  Aus tin, b  .May  23,1844-  «d. Feb  .18, 1894-off1- .Fannie  Vining. 

14-84.. Sarah  Augusta, b .Oct. 29,1847, Tonica ,d. June  13,1885, East  Lynn, Ill  .m. Feb. 7, 

1867, Nathan  R. Kail, East  Lynn. 

8 

14-85. Dora, b  .May  11, 1852,  Tonica.  d.  Sept.  11, 1926,  in  Calif  .m.  1st,  May  30,1872, Albert 

D  H.Hall .  2nd, Oct. 27,  ?, Kimball  Oaks, 

8 

14-86.  George  Alden,of  Nebraska  and  Sioux  City,  Iowa. b  .June  6, 1858, Tonica , LaSalle 

Co. ,111 .m. Dec. 3, 1880, Ida  Elliott, b . July  25,1859. 

8 

11+8 7 * y Fremont  Perry, Nov .4, 1880.  Had 
Florence  Mildred  who  m.Edward  H. Sommer, Pontiac, Mich. (Was  she  adopted^) 

14.88 .Collins  Surteno.b. Nov. 1. 1863. m. Many  Isabelle  Dunaway. 

84-1. History  of  LaSalle  Co .  ,111  .published  in  1886  ,page  725,  "Lloyd  )C 

Knapp, of  Tonica, Vermillion  Tp.,was  b.in  Taunton, Hass. Dec. 22, 1814.. In  1836  he  came 

I 

;  to  LaSalle  Co  *  * and  settled  on  a  farm.Married  in  184.2  to  Sarah  Kir  lip  a  trick,  a  na¬ 
tive  of  Urbana, Ohio, b. Feb. 7, 1822, dau. of  Andrew  Kirkpatrick, who  came  to  LaSalle 
Co. in  1837. She  d.June  6,1858  leaving  five  children  -Lloyd  A. of  Kansas .-Dora, wife 
of  Albert  Hall , Chat sworth, Ill .-George  A. of  Nebraska .-Alvin  A.who  entered  rhe  Un~ 


► 


ion  Army  during  the  War  of  the  Rebellion  and  contracted  disease  from  which  he  u. 
May  23,1864.  in  his  22nd  year. -Sarah  A. wife  of  Nathan  Hail, East  Lynn, Ill. who  d. 
June  13,1885  in  her  38th  year. On  Oct .27,1859, Mr. Knapp  m. Priscilla  M. Woodward, a 
and^Sugene^C^^61*5011  *8*  °ct.  3,1830.  They  had  Hattie, wife  of  Fremont  Perry, 
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8/|2. ALVIN  G.KNAPr,  .Edward.  Edward.  Edward.  Ebenezer.  Aaron.  Aaron. ) 
n  n  .  -n  q  ,  Memphis, Tenn. 

.  ct00,±8l6,xaunton,Mass.  Moved  to  UMtMUt.&ge  3k  in  1850-^2  in  i860 


D. June  6, i860, Memphis, Tenn, 

M.Uct. 23, l843,Memphis, 'l'enn., Eliza  Mar tin,b .Ireland, age  26  in  18^0, called 


Elizabeth. Ago  37  in  i860, called  Eliza, 
o 

1489. Alexander  Jones,b.Aus.3,i845.in..)ulla  C.Roger  and  Lucy  Diesee 


l490.Allen^or  £Aller  Josephine, b. Dec. 6, 1846, Memphis, Tenn.m.Feb. 2, 1865, Ruf us  K. 


Glisson. 

8  / 

1491.  Julia  Ann,b  .Feb .  7,l8k8 , Memphis, Tenn. 

8 

1^ 92. Alvin  Green, b. Oct. X8,l850,Meraphis. 

8 

1493.0eor^e  Stamford.b .Aug.27,1852.m.Kate  Agnes  Crawley. 

1!t?li-:JS(K,A/MS’b’June  25>1856,Kemphis.m.Sept.2S,l875,Edward  J.Kerr. 

842  .Alvin,  (perhaps  Green)  was  a  molder  in  a  foundry  .Real  estate,§25000. 


personal, $37000. 


7 

843.  ALDEK  BRADFORD  KNAPP,  (Edward.  Edward.  Edward.  Ebenezer.  aLo».  Aaron.) 


1495. Abby  M.  ,b.0ct.l9,l83l|. 

8 

1496. Alden  or  Allen  Bradford, b.Apr.23, 1845. d. July  24, 1845, Providence ,R  .1 . 


B . Mch. 16, 1823, Taunton, Mas s . 

D. Oct. 25, 1893  , Providence, R. I . 

K. Nov. 26, 1843, widow  Fanny  Welden  Fisher  who  d.Aug.l,1864,Providence.b.Sept. 
7,1809.  By  her  first  marriage  she  had 


843.Alden  B.was  a  foundryman.manufaetured  stoves  on  a  large  scale  under  the 
name  of  Bars tow  &  Knapp, Providence. 


845.  JOHN  CALVIN  KNAPP,  (Edward.  Edward.  Edward.  Ebenezer.  A^ron.  Aaron.) 


l 

■ 


B, Mch. 21, 1830, Taunton, Mass • 

D. July  13, 1908, Toni ca, Illinois. 


i 

I 


M. Apr. !9, i860, Jenette  For sy the, b. Feb .1;,  1826, England  oi-~ir^l-and . d . Jan .  1 , 1 90S 

1497. Margaret  Elmore,b .Feb .12,1861, Tonica.d. July  22, 1921, East  Lynn, Ill .m.Dec .2, 
l886pNathan  R.Hall,p-refedhly  his  2nd  wife.  (See  llj.84.)  hi  ^  IV cAif 

^Ko  Ch<ih,  AUn  Sa/  3  C^|^M 
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1498 .Sraraa  Jane,b .Oct .23,l862,Tonica,Ill .d. Dec ,2,1931 > Toni ca .m.Nov .17) 1887, 

/Ko  c  Id- ' 

Cyrus  Henry  Gunn  «N ad—dau-rN et- tire— who- - m-. - . -  —Montrose  jBloomlnaton. Ill , 

8 

^  1499. Nettie  Priscilla, b .July  £ >1865, Toni ca.d. Sept.  11, 1929, Tonica. Single.  She 
was  a  Baptist  and  a  Methodist. 

845.  John  moved  to  Illinois  in  1851.A  farmer ,and  Baptist  .Real  estate  52500. 
in  1870. 


-7  ,  6  5  k  3  21 

oh-9.  NORMAN  A, KNAPP,  (Leonard.  Joseph.  Jabez.  Gladden.  Aaron.  Aaron.) 

B, Dec. 24,1848, Woodford, Vt . 

D. 

K. 

M. Sarah  Knapp ,dau.of  Lewis  &  Phebe  Knapp.  All  children  b.at  Hillsdale,!;. 

8  4 

1500.  May  S. ,b .Apr .2,1866, Hill sdale,N .H . 

8 

1501.  Charles  F. ,b. Apr. 1,1872. 

8 

1502.  Evaline,b. Oct. 11, 1875.  A  twin. 

8 

1503.  Emeline,b. Oct. 11, 1875*  A  twin. 

k  8 

r  l504«Hattie  B. ,b. Jan.24«l880. 

8 

l505»Maryland  L. , b. Nov. 16, 1887. 

8 . 

1506 .Maud ,b .Meh. 7,1878. 

8 

150 7 *Henry, b .Dec .8,1884. 


7  6  5  4  3  2  1 

870.  WILLIAM  T.or  P. KNAPP,  (Freeman.  Philip.  George.  Samuel.  Samuel.  Aaron.) 

B.l826,Seekohk,R.I .  Age  26  at  marriage,  (or  b. Attleboro, Mass* ) 

D. 

t 

M . June  12,1853, Martha  Carpenter  Whittaker , Seekonk, age  37,d.May  4, 1892, age 

75  yrs. , Seekonk, dau. of  Abner  &  Nancy  1 Whit taker £. 

8 

1508 . George  W . ,b . July  27,1856 .m.Prances  C. Gulliver. 

1509.  A  son, b. May  9 j 1854. d. May  9,1854. 


I  -  7  ^  54321 

871.  OTIS  H. KNAPP,  (Freeman.  Philip.  George.  Samuel.  Samuel.  Aaron.) 

B .Attleboro , Mass age  26  at  marriage. 

D. 


h 


•  - 


* 


- 


M. Oct. 30, 1859, Eleanor  (or  Ellen)  W. Cooper-, Seekonk, age  30,dau.of  William 


Cooper . 

8 

1510.  Emily  Frances, b . June  10, i860, Seekonk.m.Mch. 17, 1877, Patrick  McGuire. 

8 

1511.  Henry  Otis, b. June  17,1862 .m. Bernice  J.__ _ 


n  r  7  6  5  4  3  2 

8?8.  CHARLES  AUGUSTUS  KNAPP,  (Clothier.  Atherton.  George.  Samuel.  Samuel 

1 

B  .Raynham,Mass .  Aaron.) 

✓ 

D. 1850, Easton, Mass .  Wife  appointed  guardian  of  children. 


M. 

8 

l5l2. Charles  Augustus ,b .I8k6, Easton, Mass 

8 

1513  »Eliza  N.  ,b  .1848 , Easton, Mass . 


Is  he  same  as  #876? 


7  6  5  4  3  2  1 

879.  CLOTHIER  KNAPP,  (Clothier.  Atherton.  George.  Samuel.  Samuel.  Aaron.) 

B ,ca .1795, Raynham, Mass « 

D.1819, Raynham.  His  father  was  appointed  guardian  of  the  children  in  3819.  >-■ 

i 

M. 


8 

l5l4»Clara,b .1815 , Raynham, Mas s . 
8 

l5l5 .Fannie ,b .181 7, Raynham. 


7  6  5  4  3  2 

883.  ALEXANDER  SIMMONS  KNAPP,  (George.  Atherton.  George.  Samuel.  Samuel. 

1 

B . JULY  1,1830, Fall  River  or  Aaron.) 

Raynham, Mass.  Removed  to  Providence, R .1 . 

D. Feb .26,1868, aged  37  yrs. 

M.  1st, Margaret  T . Smith, b .Rehoboth, Mass .d. Apr .25, 1856, aged  26  yrs.,dau.of 
Zebina  &  Lydia  (Harvey)  Smith.  She  m.Dec.21,l850,both  aged  20  yrs. 

2nd, Jan. 1,1857, Mrs. Harriet  Maria  Hopkins, wi do w  of  Alexander  S. Hopkins, of 


8 


Providence . 


1516.  William  S. , b. May, 1856. d. May  23, 1856, Providence . 

8 

1517 . Mary  Jane, b. Nov. 2, l85l.m.0ct. 10, 1877, Fletcher  Stone  Mason. 

8 

,  ,, Fletcher  S. Mason, son  oi 

t 


William  H.&  Sarah  A. (Tanner) 
CJLdto^. — CUUz-, 


f; 


-  - 


-  • 


« 
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881}..  OTIS  WILBUR  KNAPP,  (George.  Atherton.  George.  Samuel.  Samuel,  Aaron.) 


B.Aug.29i 1832, Raynham, Mass . 

D. 


M.  Mary  Knox. 

8 

1519.  Anna  May,  b .l875*Raynham,Mass . 

8 

1520.  George  Otis,  b.July  7,1$ 77, Raynham. 

8 

1^21 .Emily  P, ,b . June, 1882, Raynham. 

1522. Herbert  B., b. Feb., 1887, Raynham. 

1523  .i^elxie  M.  ,b  .Nov .  ,  1888,//;^;/^^/^!!^  e  Raynham. 

8 

!  1^2l|..Alvah,b  .Mch. ,188 9, Raynham. 


7  65  [j.  3  2  1 

885.  GEORGE  A. KNAPP,  (George.  Atherton,  George.  Samuel,  Samuel.  Aaron.) 


B. July, 1830, Raynham, Mass. (or  1818)  Moved  to  Providence ,R .1 . 

D. Nov. 22, 1880, Providence, aged  62  yrs. 

M. Aug.  16, 18I4.I , Lydia  C .Bring, Tiverton, R .1  .Intentions  published  Aug.l4,l84l 


She  d. Mch. 25,18 77, Provi dene e , aged  57  yrs, 

8 

1525 .Maria  Dring,b  .1842, Raynham  or  Providence. 


891.  WILLIAM  S .KNAPP,  (George.  Atherton.  George.  Samuel.  Ssmiuel.  Aaron.) 


Another  child  d. Feb .10 ,1858 , aged  1  month, 5  days. 

II 

Miss  M.M.Bubier  wri tes : "After  the  death  of  her  parents, Mary  Jane  went  to  live 

1 

with  her  mother's  married  sister. I  believe  she  grew  up  and  married, but  I  know 
nothing  further  about  her." 

Ah  Ella  M. Knapp  m.June  13, 1879, Walter  Blatchford, Providence . 


B.Nov . ,1812, Raynham, Mass . 

D. 

M. Nov ,28, 18144, Sarah  Barker  Coffin, age  33,dau.of  Isaac  &  Margaret  (Swain) 


ii 

si 
f  ' 

L>: 

r. 


Coffin.  Wm.S.age  31  at  marriage, from  Nautucket. 
o 

1526. William,  d.age  4  yrs. 

8 

1527 . Mary  E. ,  d.age  6  yrs. 


m 


: 


. 


■ 

*  • 


-  .  - 


»•  *  *» 
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894.  WILLIAM  WHITMARSH  KNAPP,  (William.  Jonathan.  Jonathan.  Samuel.  Samuel. 

B . Dec . 20 , 1804 , Cummington  ,Ma  s  sAar on . ) 

D.  l849»on  his  way  to  the  gold  fields  of  Calif. 

M.  Apr  .2, 1832,  Harriet  Austin, b  .July  31,1814*  d.Kch.  ,l8S7»(naria  H. Austin.) 

8 

1528. Helen  Maria. 

8 

1929. Shepherd  Melvin, b .Mch. 23,1836. d. Oct .30,1912.m. Barbara  Sutherland  Anderson. 
8 

1530. Jane  Eliza. 

.  3 

lf?31»Lucy  Louise. 

8 

l532. William  Austin, entered  the  Civil  War  in  1862  and  rose  to  the  rank  of  Genes 

eral .  Born  ca.l84l. 

8 

l533»Charles  Edward,b.ca.l843» 

8 

1534 ‘Frances  Louisa. 

894»He  moved  to  Masillion,0hio . 


R 

1 

t. 


1- 

i 


i 

! 

i 

t 
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897 •  PETER  KIMBLE  KNAPP.  (Shepherd  James.  Jonathan.  Jonathan.  Samuel.  Samuel. 

1 

Aaron. ) 

B. Aug. 3, 18 25.  Bapt.May  10, 1829. Age  39, census  of  1865, contractor .Age  67,cen- 


sus  of  1892, farmer.  Lived  at  Orange town, Rockland  Co.,N.Y. 


D. Feb .21 , 1871 , Sparkhill , Rockland  Co.. age  70. In  drygoods  and  leather  businel 


Very  wealthy , inf luential  and  much  respected. Retired  in  i860. 

M.Anna  Amelia  Age  36, census  of  l865.Age  64, census  of  1892, 

0  7 


1535 . Anna  Amelia,  d.May  15,1862  in  her  15th  year. 

8 

1536 . Georpce  Alexis  ,b  .Nov . 17 . 184 9. d.  Jan .6 .1900 .m.  Jean  M. Brandt. &  Katherine  M. 


Haring. 

153 7 .Theodore  Augustus, bapt .Mch.l4,l338-,Brick  Presbyterian  Church, New  York  City 


8 


Age  11, census  of  1865. Age  38, census  of  1892. 


I 


1538. Laura  J.,age  8, census  of  1865. Age  26, census  1892. Probably  living  at  Pier- 


Mont,N.Y.  as  late  as  1916. 

8 

1539.  Fanny ,b . July  3, 1858. d.May  19,1862.  Age  2, census  of  1865. 

8 

1540.  Peter, age  6, census  of  1865. b. Sept. 11, 1859. d.Feb. 6,1868. 

8 

l54l • Elizabeth, b .Nov .29,1864. d .Feb .15,1893 .Age , i  day, census  1865. Age  24  in  1892 

i  /  H<?7. A-v^.  Qbmrvi*.  ....  LV. 5 


nil 


* 

'  H  i  , 
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8  i> 

1942 .Alfrcd^S  , .  d.Oct  .19,1910 .  m .Maude 

897»Bates  and  statements  in  the  above  records  do  not  agree. Some  must  be 
wrong. I  do  not  know  which.  Maria  Hyde  was  living  in  this  family  in  census  of 
1892, aged  32  yrs .  Was  she  wife  or  sister  of  Peter?  One  of  the  daughters  be¬ 
came  Mr s  . A  .X  «Fa3.1on •  rlhe  other  became  Charles  Stradl.ey-Idon’ t  know  which.Shep- 
herd  Knapp  says: "To  this  family  may  belong  Kate  Louisa, b .Aug. 25, 1861 .d. May  27 
1874, Tor  she  is  buried  near  Peter, Sr. in  the  family  vault  at  Greenwood  Cemeter 
The  list  of  children  above  may  be  incomplete  or  incorrect." 


(  b  5  4  3  2 

898.  GIDEON  LEE  KNAPP,  (Shepherd  James.  Jonathan.  Jonathan.  Samuel.  Samuel, 

1 

Aaron. ) 

B. Sept. 29>l821, New  York  City  and  lived  there.  Bap t. May  10,1829. 

D . July  I5,l875,in  his  54th  year., New  York  City. (July  10  and  12, also  given 
M. Feb. 1,1842, Augusta  Murray  Spring (nicknamed  "Duck" ) ,b .Sept .3, 1822. d.Mch. 
10,l885,dau.of  Rev. Gardiner  Spring, D. D. , pastor  of  the  Brick  Presbyteria: 
Church  and  his  wife  Susan  Barney. 

1543. Catherine  Louise, b .Jan. 13,1843  or  Dec. 10, 1844 . Bapt. Apr. 7, 1845. d. May  1, 

1844.  (Records  conflict  here.) 

8 

1544 -Kate  Louise, b . Dec. 10, 1845. d. Apr .21,1881 .m. Benjamin  De  Forest. Had: (l)Hele: 


b. Sept. 19, 1865, m. Henry  A. Griffin  and  had  Helen  and  Kate  Wyman. (2 )3enja- 

rain  b. Jan. 9, 1868  .d.age  27. Single . (3 ) Shepherd  Knapp, b. Sept .17,1869, m. 

Josephine  Laimbeer .Had  Josephine,  Augusta  and  George • (4)Edward  Layton. m 

Margery  Blivin.Had  Edward  Layton  and  Gideon  Lee . (5)Augusta  Spring, d. May 

4, 1885, aged  9  yrs. 

8 

1545. Shepherd, b. Jan. 23, 184 7. d. Apr. 18,1 902 .m. Emma  Benedict. 

8 

154& »F.4r ar d  opring ,b .Sept .  1 3  » or  May  10,l852.d.Mch.25,l895.m»Margaret  Ireland 
Lawrence . 

8  l, 

1547 . Ann  Augusta ,  bap t .  1854 •/b.3~%-/8S9.  d.  <? 33 ? 

8 

1548.  Gideon  Lee,  b.Sept.l3,l857.d.Dec,7,l895.'S*V^i"’ 

8 

1549. Ha^y^earsarge,b.  1865. d. Jan. 31, 1926 .m. Caroline  M.Burr. 

898. Gideon  Lee  was  in  the  ferry  business, especially  the  ownership  and 


' 


■ 
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management  of  the  ferries  running  from  the  foot  of  East  23rd  and  East  10th 
Streets  to  Long  Island. 

7  6  5  k  3 

901.  SHEPHERD  FORDYCE  KNAPP,  (Shepherd  James.  Jonathan.  Jonathan.  Sanuel. 

2  1 

B .Aug. 29 ,1832 .Bap t .5-10- ' 29 •Samuel •  Aaron. ) 


D. 


K. June  2,1853 jKate  Floyd  Smith,b.Nov.29,l832.d.Mch.23,l876.m.at  Brick  Pres- 

1 

hyterian  Church. 

2nd, Mr s .William  Lamence. 

6 

1550 .Shepherd  Fordyce, Jr., b. Dec. 29,1856.  Bapt .Nov. 27, 1857. d. Oct. 27, 1862, prob¬ 
ably  drowned  in  the  Hudson  River . (Also, said  to  have  been  a  member  of  the 

Brick  Church, Jan. ,1889  by  confession  and  dismissed  in  1897«) 

8 

-^•55l • illiam  Robert ,b  .Mch.  1,185^-1-. d.Dec  •  9, 1899. Two  children  buried  in  the  famil' 

vault  at  Greenwood  Cemetery  may  have  been  his, though  he  may  have  been 

single.  Aimee,b. Feb. 9,1870. d.Feb. 21, 1971  and  Kate  Floyd, b. Sept .28,1875. d 

Mch, 26, 1880.  One  record  says  he  m. Alice  M.Develin. 

8 

1552. Charles  B.,of  Redding, Pa .and  Del  Norte, Calif. 

901. Perhaps  other  children.  Essex  Co. ,N.Y .Record, 1864 .  Henry  Nocholl, surviving 
Trustee  of  the  estate  of  Mary  -Louise,  Mayme,  George,  R  .J.Bowdin,  trustee  of  the 
estate  of  Elizabeth  B. Hamilton,  H. M. Summer , trustee  of  estate  of  Judith  Cornel¬ 
ia  Blair,  Shepherd  Knapp  and  Catherine, his  wife, of  Suffolk  Co .N.Y. ,C.Cadwalla4< 
der, Sellers,  and  Ammelia  B. Sellers, of  Philadelphia, all  children  of  Louisa  A. 
Smith, of  New  York  ^ity. Lived  in  Schroon. 


1  r 


7  6  5  k  3  i 

902.  WILLIAM  HUMBLE  KNAPP,  (Shepherd  James,  Jonathan.  Jonathan.  Samuel. 

2  1 

Samuel.  Aaron.) 

B.Nov.2,l827.Bapt.May  10,1829.? 

D.Sept  .2lj.,l877. 

M.  Maria  Meserole. 

8 

l553»Maria  E.,m. Harry  Hotchkiss .  (or  single. Known  as  "Tudie".) 

8 

1554 .Fanny ,  d. young. 


' 


’•  ' 


l£9 


'  8 

1555 • Catherine  L.,  d.voung. 

8 

1556. William,  d. young. 

8 

1557.  John  K. 

8 

1558 .  Eveline, m. Harry  Hollins  -had  a  dau. Marion, a  famous  golf  champion. 

902. Shepherd  Knapp  says: "There  nay  have  been  a  Kate, perhaps  b. before  Evel 
ine.Or  perhaps  she  was  the  Kate  Louise, noted  above  as  possibly  dau. of  Peter 
Kumble  Knapp. To  this  family  probably  belongs  William  Kumble ,b . July  26,l86l,d. 
July  15, 1867, for  hr  is  buried  next  to  William  Kumble, Sr. in  the  family  vault  a 
Greenwood  Cemetery. But  the  dates  make  it  impossible  to  place  him  and  Kate  Lou 
ise  in  the  same  family." 

7  6  5  4  3 

904.  PORDYCE  MELVIN  KNAPP, Jr.,  (Fordyce  Melvin.  Jonathan.  Jonathan.  Samuel. 

2  1 

P  Samuel.  Aaron.) 

B .Nov .12, l837> Cummington, Mass •  Lived  at  Wooster , Mass .and  Bowen, Colorado . 

D. 

M.  Laura  Smith,Middlef ield.Mass . 

8 

1559.  Lora  E .  ,b  .Feb  .13 , 1881 , Wooster  ,Mass .  -  ‘  ‘ 
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906.  SAMUEL  SHEPHERD  KNAPP,  (Fordyce  Melvin.  Jonathan.  Jonathan.  Samuel. 

,  2  1 
■d  .Apr .  2b,l8k3  •  Samuel.  Aaron.) 

D.1927  or  May  13,1877. 

M.lst  July  29, 1855, Sarah  C,Cole.? 

2nd.?  Agnes  Parsons, in  l866.She  b. 1846. d.1917. Adopted  dau. of  Cyrus  M. 

Bartlett  and  wife , Henrietta  Converse , Worthington, Mass . 

8 

1560 .Helen, b.Oct .8, 18 76, Cummington, Mass. m. John  W.Kratzer ,Merchantvllle,N. J. 

Q  • 

1581. Lee,  b.ca.1850? 

8 

1562. Charles  Clayton. 

1563  .Hor tense .  J  3L ~  ' 

7  6  d  u  o  ? 

907.  MELVIN  SMITH  KNAPP,  (Fordyce  Melvin.  Jonathan.  Jonathan.  Samuel.  Samuel 

Aaron.)  -•  v  / 

B  .May  19,1864. 


. 


-  , 


*■  *  '  '*  .  '  ' 
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D.Aug. ,1939. 

M.Apr  .18, 1894, Olive  Rosebrough,b  .Dec  .16 ,1861, Bloomfield, Iowa  . 

8 

1564  .Arthur  Raymond, b  . Jan. 19, 1895 »Bo wen, Colorado  • 

8 

1565. Robert  Rosebrough,b .May .9,1897. 

8 

1^66 .Forest  Lamar , b. Dec. 12, l899.ro .Helen  Florence  Klein. 


7  6  5  4  3 

912.  CHARLES  AUGUSTUS  KNAPP,  (Abijah  Austin.  Abijah.  Jonathan.  Samuel. 

2  1 
Samuel.  Aaron.) 

B.June  2,l829»Easton,Mass . 

D. 

M.Feb  .1 ,1855, Lizzie  W .White , East  Winthrop,Me  .d.  Jan.6,190i|.,Eastondale ,Mass  . 

8 

1567 . Addie  Jane ,b  .Apr  .13 ,l856,Eastondale  ,I-lass  . 

1568.  Did  he  have  Eliza  N.? 


7  6  5  4  3  2  1 

917*  WILLIAM  KNAPP,  (Moses.  Job.  Job.  Seth.  Samuel.  Aaron. ) 

B.  1821. 

D.Oct . , 18 71, Douglas, Mas s . 

M. Nancy  J. Merchant  or  Marchant, Douglas. d. 1882. Intentions  published  Apr. 12, 

1846. 

8 

1569.  Cornelia,  m. David  Stone. 

8 

1570.  Fanny,  d. Jan. 23, 1853. 

8 

1571. Sarah,  b. Apr. 10,1846. 

8 

l5?2.Adella  W. ,b .Aug. 6, 1848 .d.Apr  10,1846.? 


7  65432  1 

918.  BENJAMIN  KNAPP,  (Moses.  Job.  Job.  Seth.  Samuel.  Aaron.) 

B .Douglas , Mass . 

D. 18 76, Douglas, Mass . 

M.  Elizabeth  Cady. 

8 

1573,  Job  ,b  .  1 794/95. d.  July  30,1840  .m. Sarah  Balcome.  '  *  7 

o 

l574*Fb°rence  Ann, b, Douglas, Mass. m. William  Perry. 


■ 


.  , 


■ 

■  . 
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927.  CURTIS  KNAPP 


6  5  k  3  2  1 

(Cyrus.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 


B. Oct. 7,1826,  Wardsboro 


M.  May, l86l,  Ruth  A.  Johnson. 

8 

l575»Curtis  C.,  b. Aug. 8, 1863, Bennington, Vt. 

Lived  in  New  Mexico  since  I883. 


930.  HORACE  STEARNS  KNAPP,  (Asaph.  Cyrus.  Job.  Seth.  Samuel .  Aaron.) 


B.July  10,l828,Marlboro,Vt .  A  builder. 

D. 


M.^Sarah  Ann  Taskell,(or  Haskell?)  or  Taskett ,Troy,N.H. 
1576. Harry  E. ,Winchendon,Mass . 


7  _  6  5  Ip  3  2  1 

932.  FRANKLIN  DWIGHT  KNAPP,  (Asaph.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 
B, Apr. 18, (or  13)l835jMarlboro,Vt.  A  carpenter  at  Keene, N.H. 

D. 

A 

K . Hel enACr o sby , dau . of  Milo  Crosby , Wilmington, Vt. 

8 

l577«Lucy  R.,m. Herbert  Wilder. 

8 

1578. Ida,  m. Charles  Sutton. 

8 

l579*Relen  A..,m.__ _  Gerrard. 


7  654321 

933.  FAYETTE  WARREN  KNAPP,  (Asaph.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B.Mch.28,l839,Larlboro,Vt.Res.  New  Fayne,Vt.and  Brookside  or  Brookfield, Vt. 

D. 

M  h*  anny  M. Lamb, b. May  6,1846,  dau  .of  Eli  O.or  B.Lamb  and  Charlotte  (Woodward^ 
Lamb.iili  was  b  »r  eb  .11 ,1816  .d.  Aug.  13,1891 ,  son  of  Jane  Brandson  &  _ Lamb,  - 


8 

1580.  Elmer  W. , 
"8— 

1581.  Emma  J. 


Sept .5^1838, Charlotte  Woodward, Philipston, Mass . 
er  W. ,  Brookside, Vt. 


ft 


re 


3 


1582  .Ada  Wf^' 


ti 


11 


o 

1583. Wilbur  F » 


ti 


At  Troy, Vt. in  1933 


1584. Mary  M. 


11 


n 
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‘  8 


l585«Lorin  II.  ,b  .Brookside ,Vt . 

8 

1^86. Martha  A. 


I 


FJ. 


93 1|.  ASAPH  CLARK  KNAPP,  (Asaph.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 


B .May  23, 181x0, Marlboro, Mass.  A  carpenter  at  Keene, N. II. 


D. 


M.'  Susan  A.  Nut  ting. 

8 

1587 ‘Lena, b .Keene ,N .H . 

8 

l588.Sstella,b .Keene, N.H. 


7  6  £  4  3  2  1 
(.2.  CARLOS  B.S. KNAPP,  (Hiram.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B.May  13 ,1832, Marlboro, Vt . 

t ! 

D.Sept .10, 1897 ,Sverett , Wash. 

M.  Jan.  1,1855 ,  Jane  Allen,b  .Oct  .9, 1837 , Stratton, Vt  .d.  Jan. 21,1 901 , Everett  ,V.Tae*  ! 

8  S 

1589.  Clara  H.  ,b  .Feb .7,1856,  Stratton,  Vt.m.  William  Hull. 

V  8 

1590.  Jessie, b  .Sept .8, 1858, Granville, Ill  .m.May  11, 1880,  Joseph  Jay. 

8 

15 91.  Byron, b. Sept. 2, 18^7, Granville, Ill. d. Oct. 5, 1865, Granville, Ill. 

8 

1592.  Charles  Frederick, b .Mch, 9,1862. m. Eva  Babcock. 

T~  "  —  ;; 

1593 . Frank  Lewis ,b . July  27, i860 , Granville , Ill . d .Mch. 18 ,1863 , Granville , Ill . 

8 

X594«Lary  E.  ,b  .Dec.  24,1864,  Granville,  Ill.  m.  July  27,  1884,  Clarence  Coates. 

8  ,  r 

15 95 . Walter  J. ,b .Apr .30,186 7, Granville, I 11 .m.Apr. 30,1890, Gertrude  Craig. 

i  1 

,  7  6  5  k  3  2  1  1 

94-3 *  PITMAN  C. KNAPP,  (Hiram.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

,  n  •  I: 

B  .Nov .  24.,  1833 ,  Marlboro  ,Vt . 

D. Nov. 3, 1863, of  wounds  in  Civil  War. In  Co. 1, 4th  Regt.Vt.Vol. 

0 

K.  Nov  .28,1858  ,Adelia  Needham,  Str  at  ton,  Vt  .d.  July  14,1874,  Warusboro  ,Vt . 

8  f 

1596.  Cora  Belle, b. Jan. 31, 1861. d. July  11, 1889. m.  Ogilvie. 

f  1597. Lucille, b.Aug. 25, 1859.  d.Aug.7,l862. 
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944*  HENRY  E. KNAPP,  (Hiram.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 


-  . 

V 

- 

V  4  ...  ... 

'  ~  . 

. 


. 


. 


B.0ct.29,l835>New  Fane,Vt.  In  Co.I,l6th  Regt .Vt .Vol .  ,in  Civil  War. 

D. Jan. 11, 1904, Norton, Kansas .  Also  called  "Squire". 

M. Hch.l,  1855 , Eleanor  Hall,b  .Sept  .30,1835 , Stratton, Vt  .d.Nov .  7 >1890, Norton,!' 

8 

1598.  Evangeline  A., b. July  21, 1856. d. July  25,1856. 

8 

1599.  Elsie  R., b .Aug. 11, 1857. d. May  10,1869. 

8 

1600.  Elliott  I.,b.May  9, 1859. d. June  24,1862. 

8 

1601.  Elliott  H,,b.July  26,l863.d.0ct.,l890. 

8 

1602.  Elmer  Ii.,b.May  12,1865. 

8 

1603.  E. Willis, b .May  12, 186?. d.Apr .25,1869. 

8 

l604.3ertie,b  .Apr  .25,1869.  d.  Oct.  30,1869. 

8 

l605»Adelber t  J. ,b .Aug. 17,1870.  Lived  at  Nor ton, Kansas . 

7  6  5  4  3  2  1 

945.  LYMAN  ENOS  KNAPP ,  (Hiram.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B.Nov . 5, 1837, Somerset ,Vt . 

D.Oct . 9, 1904, Seattle ,Wash. 

M . Jan .23,1865 ,Mar tha  A .Severance , of  Kiddlebury,Vt. ,b.l837,dau.of  Ebenezer 

Sc  Condina  (Jones)  Severance, a  descendant  of  the  Kirby  family  .Martha1  s 

middle  name  was  Agnes. m. at  Washington, D. C . 

8 

l606.Ggor-ge_Sb_enezer ,bDec .25. or  21 ,1866 .m. Gertrude  Patton  and  Alice  B.B5rd. 

8 

lo07. Frances  Agnes, b .Oct .5,1669, Middlebury , Vt .m. June  12,1901 , Everett  Robinson 

Morgan, C-rand  Falls, Wash. 

8 

1608.  Lyman  Edwin, b .Sept . 20,1878, Middlebury ,Vt.m.Mary  A.  .He  was  an  Episcopal 

Missionary  in  Alaska. 

8 

1609.  Mary  Alice, b. Oct .22,1881 , Middlebury ,Vt. 

8 

1610.  Flora  H. ,b. Dec. 13, 1875, Middlebury, Vt.  d. Dec .22,1875. 

1611.  Ber Lie  Velosco,b .Mch. 23, 1877, Middlebury, Vt.  d.in  in~fancy. 

945. Lyman  E. graduated  from  Middlebury  College, A. M. ,1862.  L.L.D. Whitman 
College, 1893. Enlisted  in  1862, age  24, in  Co.I .16th  Regt. Vt. Vol .Was  in  1 4  major 
battles  and  wounded  three  times .Wounded  in  the  repulse  of  Pickett's  charge  at 
Gettysburg. Later  enlisted  in  Co.F.17th  Regt. as  Capt. Wounded  at  Spotsylvania  . 
Promoted  to  Major  and  assumed  command  of  the  Regt. when  his  superior  officers 
_^re  filled  at  Poplar  Springs  Church, Sept .1,1864, and  commanded  the  rest  of  the 
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service.  Brevit  Lieut. Col. in  Dec .1864  by  Pres. Lincoln  for  gallantry  in  final 
assault  on  Petersburg. Resigned  in  1865. Admitted  to  the  Bar  at  Addison, Vt .in  % 
1^76.  Editor  of  Middlebury  Register ,1865  tol878. Lawyer  at  Middlebury ,1878  to 
1889.  Clerk  of  Vermont  Legislature ,18 72/74 . Judge  of  Probate  Court, 1879  to  1889 
Representative  in  Vt. Legislature, I886/87.  In  Seattle, Wash.  ,1893  to  190I4. .Gover¬ 
nor  of  Alaska, 1889  to  %$$/.  1893. 

i 

,  7  6  5  4  3  2  l 

946.  PRESTON  ASAPH  KNAPP,  (Hirtn.m.  Cyrus.  Jcb.  Seth.  Samuel.  Aaron.) 
b.  Sept  .lx,  1839  >  Sorrier  set,  Vt.  In  Co.I.l6th  Regt  .Vt  .Vol  .Res  .Stratton,  Vt .  and  Bal¬ 
timore  , Maryland. 

D. 


PI  .Feb .  11 , 1863 ,  Emma  L,  Perry. 

_^8 

1612.  Ernest  P . ,b .Aug. 5 >1874# Baltimore , Maryland. 

8 

1613 . Malcolm  T.,b.May  27, I867, Stratton, Vt. 

.7  65432  1 

947-  JOSEPH  DANIEL  KNAPP,  (Hiram.  Cyrus.  Job.  Seth.  Samuel.  Aaron.) 

B. Jan. 5, 1842, Somerset, Vt.  Corporal  in  Co.I,l6th  Regt. Vt. Vol.  Moved  to  Hal¬ 
ifax  and  to  Annacortes,VJash. 


D.  L 

ill  I 

K. Get. 6, 1871, Carrie  Medbury, Roseoe, Ohio. ,b .Nov. 21, 1842. 

8 

1614 . Mary  M. ,b .Aug. ,1872.  d. Nov. 28, 1875. 

.  '  19Q-)  i, 

1615. -=-dvmrd  Lyman, b .Sept .4,1874 -ro. Oct .5,1900 , Carrie  LaVerne  Boynton, d»  Jan. 5,^ 
l6l6.i*lora  M.  ,b  .Dec  .2,1878  .d. Feb  .12,1903  .m. Nov  .25,  ?  ,  Joseph  M.Rieley. 

947.Alsc  called  Joseph  Daniel  Velosco  and  Velosco  J.D. 

!i'>; 

7  6  -  f' 

9S8.  BRADFORD  HENRY  KNAPP,  (Bradford.  Rufus.  Job.  Seth.  Samuel.  Aaron.)  'j 

B.July  23, 1848, Brooklyn, N.Y, 

D.  Jan.  3, 1919,  Brooklyn,  N.Y.  *. 

K. Feb. 20, 1878, at  Brooklyn, Elizabeth  Ketcham,b . June  22, 1847, Brooklyn. d. Feb . 

13,1928 , Sumrni t , N . J . 

8 

1617. Henry  Bradford, b .1879, Brooklyn, N.Y. 


. 
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1618 . Leslie  Bradf ord,b .1880, Brooklyn, N .Y.d.l88l . 

8 

1619.  Grace  Bradford, b  .188J+.  m.R  .R  .Orchard, Summit ,N.J. 

1620.  Amy  Hughes, b .1886. 

8 

*Ear guente  Eli zab e  th,b  .1890 , Brooklyn ,11  .Y  .m.C  <L  •  SHAW ,  in  1 91 8 , Brooklyn ,  son 
of  A.W.&  Harriet  (Summers)  Shaw,Pittsf ield, Mass .Res .Newark, N. J .  in  1938. 

Had  Elizabeth  Bradford ,b .1920 . 

0 

.1  6  3  4  3  2  1 

960.  WILLIAM  H.K1TAPP ,  (William.  William.  Paul.  Seth.  Samuel.  Aaron.) 

B. Nov.  16, 1813/15, Bainbridge,N.Y.  (or  Delhi, N. Y. )  (Also  called  Joseph  William;'- 

D.Apij,.  8, 1895*  Waverly,  N.Y. 

M .Feb .  18 , 1843 ,J-iary  Ann  Shackleton, b. 0ct. 17,l8l9.d. Oct. 2?, l85l,dau. of  Rob¬ 


ert  &  Lydia  (Kirkpatrick)  Shackleton. 
8 


!622 .Jbs^Dj2jWarren,b. Nov. 17,!843.d. Apr. 5, 1921^. .m.Frances.  Eliza  Durkee. 

8  ,S»x 

1623  .^mogene  ,b  .Aug. 29, 1845 .m. Nov ,28,1866, Chauncey  M. Friable', of  Orvrell ,Pa. and 

Waverly,N.Y.  ,b  .Nov. 12,183 7, Orwell .Had:  (l)0rd,b  .Oct .13,1869. d. Feb  .20,18 ?C  ,  I': 
(2) Josephine  Knapp ,b . Mch. 31,18 72. m. Frank  Howard, lawyer  at  Waver ly . Had 
Emogene .-Frisbie .-Frances .-Frank. (3)Blanche,b.May  4, 1885. Single .  \ 

1624 . Willi am , b . Jan. 21 , 1848 . d . J an . 7 , 1929 *m. Henrietta  Karris . 

8 

1625.  Josephine  M. ,b. Jan. I6,l850.m. Arthur  L. Br inker , Denver , Colo .Had: Or son. -Ma¬ 

ry  .-Arthur  .-Anna  who  m. Albert  Warren  Knapp. 

8 

1626.  Mary  Ann, b .Oct .27,1851 . 

960. William  H.was  a  farmer, lived  at  Bainbridge, Orwell, Pa. Barton  and  East  /? 
Waverly ,N.Y.A  drygoods  merchant. His  grandson, George  Brinker  Knapp  thinlcs  he  w 
married  twice  and  that  he  was  insane  the  last  two  years  of  his  life.  Robert 
Shackleton  was  b .Feb. 28,1 798. d. Cornell, Ill .May  27,1874 .m. Lydia  Kirkpatrick  Jan 
2,l8l8. (Shackleton  Bible.) 


964 JEROME  B. KNAPP,  (William.  William.  Paul.  Seth.  Samuel.  Aaron.) 

B. Aug. 17, 1822, Bainbridge, N.Y. (or  Apr .12,1822.?) 

D. Jan .22, 1853 .Buried  in  Quaker  burying  ground, Waverly  or  Knoxville, N.Y. 
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M • Jan. 12, 1851 , Mari a  Armstrong. 
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1627. Frederick  Jerome ,b.ca.l850.d.ca. 1905. m. Emma 

o 


6+^/- 


* 


1628. Lena, (perhaps  she  was  dau.of  1627-Frederick  Jerome?)d. in *1937, Cleveland, 
Ohio  ,of  pneumonia. m. Carroll  Stark  who  also  d.of  pneumonia  in  June, 1937 
in  Cleveland. Ke  was  a  mail  clerk  running  from  Cleveland  to  Syracuse. Had 
Rexford. -Elizabeth. -Robert. 

96ij..  Jerome  B.was  a  physician,  studied  medicine  with  his  father  .Graduated  /// 
from  Geneva  Medical  Col3.ege,N.Y. Located  in  Knoxville, Pa. in  3.853  .Lived  there  in 
a  hotel  from  1851  to  1853. 


7  6  5  ip  3  2  1 

967.  AZEL  KNAPP ,  (William,  Willi am .  Paul.  Seth.  Samuel.  Aaron.) 


B . Sep t . 29, 183)1  ,Bainbridge ,N .Y .  Farmer  on  Ta3.madge  Hill, near  Waverly ,11  «Y. 
D.Sept .11 ,l899,Waverly ,N .Y . 

M.Xst  June  lip, i860, Harriet  Babcock,  (Hattie)  ,b. Apr.  10, l81pl.d. June  9,1875/76. 
dau.of  William  &  Caroline  (Olmstead)  Babcock, Windham, Pa . 


2nd  Drusilla  Anthony , (Delle ) , d.Mch.5,1900 . 

I  1629. Rev .Benjamin  B^fa  Presbyterian  minister ,b.Mch. 27,1861, Athens, Pa. d. Feb. 8, %% 


1938,  Waverly ,N .Y.m.Apr  .2lp,  1895  ,Mary  or  May  DeWort. No  children  .Left  wife, 
bro  ,  Jerome  B  ,  ,Sayre,Pa. ,  bro  .Azel ,  Ell  is  town ,  nieces  Mrs. Ira  Brink,  Ellis- 
town,  &  Mrs. Jay  Purple, Newark  Valley, N.Y.  He  preached  at  Old  Forge, N.Y. 


and  Calvary  Presbyterian  Church, Los  Angeles, Calif .in  1926. 

8 

1630.  Mary  Ga*es,b. Oct. 7,1863,  (or  0ct. 17, 1862.  )d.0ct .22,190lp.m.Feb  .22,  (or  28?) 

1887, George  W. Harding. Had  Mary, d. young.  Florence' b , July  22,1838.  Hattie 

s'"0*  — “ — ^ 

K. ,b .Feb .18 , 1897*  (Mrs. Brink  &  Mrs .Purple . ) 

8 

1631.  Jerome  Bonaparte ,b .July  30,1866,  (or  Feb. 26, 1866? )d. July  6,19ir0.m.Dec.27, 


1888, Jennie  L.Hullett, Sayre, Pa. dau.of  John  &  Martha  Byron  (Talmadge)  Hul-  j 


lett,of  Talmadge  Hill, near  Waverly. No  children, but  two  adopted  dau. 
1632. Harriet  V.,b.June  (or  Jan.)28,l870  or  Feb.8,l870.d.Aug.l5,l892.n.Nov.5, 


U’l 

!*:• 


1891, Gilbert  Edgcomb.No  children. 

8 

1633 .Azel  Gates, (Azel  A. in  father's  will //Waverly, N.Y .b.Mch.l6,l873.m.Mch.l6, 


if. 

k 

b 


», 


'i  [ 


1900, Della  Brewster, dau.of  Nathaniel  &  Rachel  (Shipman)  Brewster. No  chil¬ 


dren.  (name  also  spelled  Bruster?) 

1634. Carrie  C.(op  0.)  b.May  14,1875.  d. Sept .2,1875. 
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967.Azel  lived  on  the  old  homestead  at  Walcott  Hollow, until  the  death  of 
his  wife, then  moved  to  Talmadge  Hill/of  1#  acres.  His  will  mentioned  wife 
Drusilla, sons,Azel  A. -Benjamin  C.,who  received  the  Family  Bible .-Jerome  B.- 
dau^.Lary  Gates  Harding.  Witnesses, Jerome  B.,and  Anna  Harding, Waverly ,N.Y. 
Executor s,Azcl  A. Knapp  and  T.P. Yates. 


975.  SYLVESTER  KNAPP,  (Sylvester.  'William.  Faul.  Seth.  Samuel.  Aaron.) 

B , Apr .8,1828, N .Y .A  student  at  Nichols, Tioga  Co., in  l850,aged  22  yrs. 

L. Apr. 20  or  30,1888 ,Smithboro,N.Y.  Justice  of  the  Peace  in  1885  to  1888. 


M. Sept. 30, 1856, Adelia  A.Spring,b.Oct.l3,l834.d.Oct.l9,19l5,cf  apoplexy. b. 
at  Litchfield, Pa. ,dau. of  Seba  Spring, b. in  England, and  Ann  Wetmore,b.in 

Nova  Scotia. 

8 

1635. Pitch,b.Aug.2,l857.  d. Dec. 7, 1859. 

8 

1636.  Carrie  S . ,b .Nov .13 ,1858, Smithboro,N.Y. m. Hiram  M.Coon.  Two  children. 

l637.Ir^_G^,b.Nov.21,l865.  m. Lilli©  Wisch. 

►  o 

V  l63Q. Fanna  Temple, b . June  25, l867.d.Mch. 9, 190 7. m. William  K. Able. Had  Ruth  who  m 

_  Goldman, 

i 

985.  DEVILLO  KNAPP,  (Isaac.  William.  Paul.  Seth.  sLuel.  Aaron.) 

B.June  30,1833, Orwell, Fa.  A  carriage  maker. 

D . Apr . 1 9 , 18 78 , Jame s town , N .  Y . 

M . June  12, 1852, Cordelia  Thornton, "both  of  Factoryville'^b . Nov. 26,1832, Bam- 

by ,N.Y . d . July  28 ,1880 , James town, N.Y . 

8 

I639. Martha  A.,b.May  22, 1.853, Jamestown, d. Dec. 6,1916. 

l6Ij.0.Frank,b  .Oct  .25.1856,  James  town,  d  .Nov.  19, 1881 . 

8 

1641. Isabelle, b. Oct. 15, 1858, James town, m. Dec. 19, 18 78, Arthur  M. Collier (Collyer) 

Had  William  Devillo  and  Anna  Belle. 

8 

f  l6^2‘MaiT  Abbie,b. Sept. 5, I860, Jamestown.m.Dec. 12, 1883, Cass  Tyler , Portland, N.Y. 

Had  Maud  Lucy. -Martha  Mabel .-Cliff ord  Cass. 

8 

j  16^3  .WljjjLam  Henry,  b  .June  7,1870.  m.Mary  E. Wells. 


■  ' 


■ 

. 


•  •  . . 
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' 
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996.  HIRAM  LISCOMB  KNAPP.  (Hiram  Liscomb.  William.  Paul.  Seth. Samuel.  AaronJ) 

B.Nov .11, 1836, Orwell, Bradford  Co . ,Pa. 

D. Nov. 19, 1882. 

M. Hannah  Catherine  Kuykendall, b .Oct. 20, 1839. d. Sept .26,1878, dau. of  Peter  £c 

U1 stop 

Deborah  (Vandusen)  Kuykendall.  Peter  b .1794,//#/;#/  Co.,N.Y. 

8 

16MJ- .Hiram  Lewellen.b  .Aug .4 , 186  7 . d . Dec . 21 , 1 942 .ra .Minnie  Cargill . 

8 

1645.  Catherine  Rose, b  .Oct  .l(.,l869»m.  Job  Prisbie , Elkhart  ,Pa .  (or  Elkland) 

8 

1646 . Frederick  Prisbie, D. D. S. ,b .June  3,l8?4.m. Sept. 4, 1902, Carrie  Bulkley  Dor*a> 

ranee b  .1867, dau. of  Charles  Bulkley  and  widow  of  George  Gershom 
Dorrance  who  d.in  1900.  He  graduated  from  the  University  of  Pa. June 
1896. Practiced  in  Elkland, Pa. 

996.Hiram  L. graduated  from  the  Ohio  Medical  College, Cincinnati, practiced  £y 
at  Windham, Bradford  Co., Pa. 


7  6  5  4  3  2  1 

999.  ACHILLES  J. KNAPP,  (Hiram  Liscomb.  William.  Faul.  Seth.  Samuel.  Aaron.) 
B.Nch.3, 1843 tHWH  Orwell , Pa . 

D.Mch.10,1898. 

M. Feb .10,1875, Zella  Conklin, b .May  6,1845. 

8 

1647.  Fanny  M., b.Mch. 19, 1876. d. Sept. 31,1889. 

8  • 

1648.  Louisa  Josephine, b. Jan. 6, 1878.  Divorced  Dec .20, 1910. m. 2nd  Jan.9,lall,Loui^ 

m  „  Johnson, son  of  George  W.&  C.E. Johnson.  '  ^ 

lb49.Amenia  1 . ,b .Peb .11,1882 .Divorced  Nov. 3, 1009* 

8 

1650 .  Hiram_L.  ,b  .Mch. 25, 1884. m. Eva  ______  and  Hattie  Summers. 

o 

1651.  Louis  K.b.l885,Pottersville,Pa. (or  Pottsville)  m.lst,  ?  2nd, at  age  42, Jan.; 

13*1921, Nellie  C.  (Moore)  Wells, age  46, dau. of  George  R.&  Julia  (Codding^ 
Moore. She  b.at  LeRoysville ,Pa . (or  perhaps  Wells?) 

1652  .Margar  e  t  ,b  .0  c  t .  2 , 18  98 


1001 .MELANCTHON  L. KNAPP,  (Hiram  Liscomb.  William.  Paul.  Seth.  Samuel.  Aaron J 
B . June  2,1847  (or  Jan. or  June  29,1841? ), Orwell, Pa. 

D*  He  was  deaf  and  dumb  because  of  Scarlet  Fever. 

M.lst, Jan. 1,1876, Gertie  Smith,Towanda,Pa.b . Jan. 29, 1847. 


' 


‘ 


-  ^ 

* 

-  *  — 

^  t 


M.2nd,Feb.2£,l895*Kary  Eveline  Austin, b .Jan. 23, l850,S.Bridgewater, Pa.  dau. 

of  Mela  Austin. 

t  8 

I  16^3. John  H. ,b .1880 . 

8 

l654*BBeressa  or  Bessie ,b .1888, a  nurse. 
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1003. FRANCIS  LISCOMB  KNAPP,  (Hiram  Liscomb.  William.  Paul.  Seth.  Samuel. 

1 

Aaron. ) 

B.July  6,l835»waterbury ,Vt . 

D.Apr  .l,19l5>Hardwiclc,Vt . 

M. June  19, i860, Elvira  Eddy ,b .ca.l837>Woodbury ,Vt .d. Apr . 29,1912, Cabot ,Vt . 

Children  b.  at  Cabot. 

8 

l6£5*Eliza  Gile,b.June  I5»l86l.  d.May  30,1879. 

8 

1656.  Ellen  E.,b.June  21,1863 .m. Nov. 21, 1885, Clarence  H. Knapp. Had  Vesta  V. 

1657 . Caroline  Goodwin, b  .Mch.l|,l866 .m.Mch.  17 ,1886, Byron  G. 'Webs ter  , Cabot  ,b  ,ca. 

1868, son  of  George  &  Ellen  (Norcross)  Webster .Had:Edwin  Russell ,b .May  3'0 
1891. m. Edith  Lawson. Had  5>  children.-  Phyllis  Alida,b.June  2/;, 1397*-  Gor¬ 
don  W,b.June  2ip ,  1897. Twins . Carrie  G.m.2nd  June  l6,l891,at  Cabot, Ernest  K 

Bliss, b.ca.l87ij-, Mansfield, Vt. son  of  Marcus  &  Polly  (Pike)  Bliss. 

8 

1658 .  Myra, b  .June  2k,l867.d.Apr .  ,1683. 

1003*Francis  L.  was  in  Co.D.  6th  Vt .Eegt .’Wounded  Aug. 21 , X86Lp  at  Charleston 
Va. Discharged  Apr. 5,1865. 


7  6  £  k  3  2  1 

1006. LUKE  W. KNAPP,  (Samuel  Edwards.  Paul.  Paul.  Seth.  Samuel.  Aaron.) 

B.I83!;.  (ca.l836?)at  Moor  e  town,  Vt  .or  Huntington,  Canada . 

D. 

M. Polly  McElroy.  (or  KcColroy .  ? )  (From  Earl  V/.  Knapp.?) 

8 

l659«Gilbert  Samuel  ,b  .Mch.  3  ,l881i.m.E. Della  Floster  and  Orpha  Ainsworth. 

•  1660. Carl, b. Aug. 23, 1875.  m.  Stewart,  dau. of  Curtis  Stewart .(  cn^Za*d?) 

8  V 

1661. Arthur  L. ,b .i860 .d. Aug  6,l877*Buried  at  Middlesex  Center. 

1006.  Age  14, census  of  185>0, Underhill, Vt.  Res.  Middlesex, Vt . 


* 


. 


- 


•-  s 


*  ' 
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1007.  JOSEPH  HAZELTINE  KNAPP,  (Samuel  Edwards.  Paul.  Paul.  Seth.  Samuel. 


B .Sept .8 ,183 9, Huntington, Canada .  Res . ,Moretown,N .Y (Vt ) 

D 

M. 1st, Carrie  L. Chamberlain, Middlesex, Vt.d. Oct. 4>l865, aged  22  yrs. 

2nd,Elzina  McColroy,  (or  McElroy? )  ,h .May  19, l847»d. Oct. 9, 1900, dau.of  Arch¬ 


ibald  KcClorey. 

8 

1662.  Jessie  Adeline, b .May  l8,4$/4^V/  l864^Moretown,Vt .d. Nov.  18, 1865*  (1st  wife) 

1663 . Harry  Joseoh ,b .Oct .8 ,1876 .m.Emma  Alexander  and  Rosamond 

8 . 

X664.  Joseph,  b  .Moretown,Vt .  (Perhaps  same  as  #1663.) 

8 


1665. Guy  Samuel  ,b .Aug.24, 1886, More town, Vt .or  Berlin, N.H .m. Sept .5, 190 7, Helen 


Eliza  Foss, Montpelier ,Vt, 

8 

1666.  Raymond, b  .Dec  .13 , l090,Nore town, d. Dec  .13 ,l89i|-»Moretovm. 

8 

1667.  Carl  M.,b.l872.d.  1874. 

8 

1668.  Jessie  Adeline ,b .May  l8,l874»X!oretown.m. Waldo  Holden  Farrar , Montpelier ,Vt 


1 

r 


Had  Holden  Knapp ,b .Jan. 6, 1897*  (Dau.of  2nd  wife.) 

1007. Joseph  H.  was  a  farmer  and  Republican. A  house  painter  in  Montoelier . 
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10l5»  LEE  VICTOR  KNAPP,  (Paul.  Paul.  Paul.  Seth.  Samuel.  Aaron.) 


) 

tl 


B. Feb. 28, 1864. Graduate  of  Baltimore  Medical  College, 1894 .  Hes. Danbury, N.H, 
D.Oct. ,1925, aged  59  yrs.  Also  lived  at  St. Johnsbury,Vt. 


r 


M. Emma  Ward, dau.of  Thomas  War  d , Danbury , N . H 

1669. Lieut. Lee  Henry, of  Danbury, N.H.d.ca. May  20, 1918, of  disease, in  France. Re- 


fl 


ported  by  the  U.S. Army, May  25,1918. 

S 

1670. Dorothy . 


i; 


1016 .  GIIARLxo  DUDLEY  KNAPP,  (Orlando.  Paul.  Paul.  Seth.  Samuel.  Aaron0) 


B . c a. l840/4l  • 

D.ca.1903 . 

K.lst  Adeltha  Griffith. 
. 2nd  Fanny  Sawyer . 


t 


- 


-  .  ’;0'i 

. 

,  *  ' 


. 
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8 

1671 . Grace,  d.at  the  age  of  3  years. 

8 

1672.  Violet, b .Feb .13,1866  in  Iowa. d. June, 1931. m. John  Turner, (Taylor?) , Iowa. 

8 

^  1673 .Flora.  - - 

1674. Hgrtlel 

16 75 Blanche  ' 

8  "  *■ 

1676  .Karl  Alexander,  m. Bessie  Shay  and  Sarah  Thomas. 
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1018. IRA  0. KNAPP,  (Orlando.  Paul.  Paul.  Seth.  Samuel.  Aaron.) 

B.Mch.l4,l85l.  A  farmer  and  wheelwright  at  Water bury  and  Stowe. 

D, Jan. J-I-, 19l|0, Waterbury ,Vt .  at  the  home  of  his  son, Locke. 

K. Nov. 25, 1875, Nettie  L. Kenyon, of  Stowe, Vt. ,b. Sept. 16, 1856. d. Jan .4,1940 .dau. 
Cyrus  F .&  Permelia  (Chesley)  Kenyon. 


8 


l677.ElizaRenaj,b.,4pr  .23, 1877. m.Mch.  ,1900, Arthur  Marshall't'of  Montoelier  in  l^lhl 

8  ^  '  L‘  pet./fl h 

1678  .Victor ,  o  .Sep  t.  3.1861.  m»Maude  Colby  or  Eva  Meri',iman?or  both? 

8.  t 

1679. Ward  Henry, b. Jan. 20, 1892.m. Dec, 31, 1925, Eva  Kerriman.No  children.Niddlese^ . 

o 

^  1680 .Locke  Theodor e,b. Sept. 7, 10 95»^«Hov. 2ij.,  1920, Florence  3weetser.No  children. 

'  ivwj  /0---L-I9/7  6-//y/y* 

of  Stowe. 

■7  6  5  5  3  2  1 

1023. CLARENCE  HILLS  KNAPP,  (Piolland  Edwards.  Paul.  Paul.  Seth.  Samuel.  Aaron) 
B . July  l6,l860,Moretown,Vt . 

D. Oct. 20, 1910, Haverhill, N.H. 

K. Nov. 21, 1885, Ellen  E. Knapp, at  Montpelier.  (Ellen  Estella  Knanp)b.6-?l-lST- 

P  0  A  cL.3:r-/9Sy,  A' 

1681.  Vest  a  Viola,  b .  Auh.  1 5 ,  1 898.  She  has  been  very  active  in  genealogy  of  farrii- 

V~--  *- 

1027.0RLA1JDO  L0RAINE  K1IAPP,  (Abraham.  Robert.  Paul.  Seth.  Samuel.  Aaron.) 

B . June  19, 1856, Union  City, Erie  Co., Fa. 

D.Kch. 17, 1926, Union  City, Fa. 

M.Lodema  Kent, a  widow. 

8 

1682.  Clayton  0. ,b. June, 1889. Lake  Pleasant , Pa. m. June  21, 1915, Nellie  L. Lane, or 

Love?, age  21. 

8 

1 683. Otto  .D.,b. Lake  Pleasant , Erie  Co .,  Pa  .m.  Aug.  27, 1918,  Clara  M.B  .Holmes, her  2rr 
itiarr  j.age^,  age  21,  b  .Union  C  i  ty ,  dau  .of  Charles  Bush. 


■ 


fr 


- 


•  - 


- 


* 


8 
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1684 •Verna  D.,m. 

8 


Williams, of  Falconer ,N.Y. 


► 


1685.  Glenn, of  Fairview,Pa. 

8 

1686.  Cora,  m._ Richards, of  Union  City, Fa. 

8  -  ' 


1687.  Thayer, b.ca. 1900. of  Terra  Haute, Ind. 

8 

1688.  Doll,  m. 

8  ~~ 

1689.  Belle,  m._ _  Ottaway, Union  City, Fa. 


Williams, Union  City, Pa. 


y 

1028. GILSON  FILL'TUS  KNAPF,  (Abraham.  Robert.  Paul.  Seth.  sLuel.  Aaron.) 


B  .Kay  19,182j.8. 
D.  Aug  4, 1921. 


M.At  Mill town,Pa., Jeannette  Cox.dau.cf  Charles  Sc  Nancy  Cox, 

1690 . Walter  A., b. June  8,1878 .m. Amy  DuMond. 

1691.  Clyde  D. ,b. Jan. ,1883.  Res . ,Waterville, Ohio . 


► 


1033.  FRANCIS  LISCOMB  KNAPP,  (Liscomb  Francis.  Francis  Liscomb.  Paul.  Seth. 

Samuel.  Aaron.) 


E . July  6,l838,V/aterbury,Vt . 
D.Apr .1,1 915, Hardwick, Vt. 


June  19,1860, Elvira  Eddy,dau.of  James  B.&  Eunice  (Bettis)  Eddy. 


1692.  Eliza  Gile ,b .June  15,1861 .d.May  30,1879. 

1693.  Ellen  Estella,b .June  21,1863,  eJUt/* _ _ 

8  ' 


1694.  Caroline  Goodwin, b .Mch.lj.,1866. 

8 

1695,  Kyra  Langmaid,!).  Jure  2^,1867. d.Apr. 18,1883. 


1033. Thls  record  is  practically  the  same  as  #1003  but  with  a  different  an¬ 
cestral  line.  Res.  and  mil/itary  record  the  same.  See  #1003. 


7 

1060. SEWELL  ALVIN  KNAPP  f<?nLTOn  -w  3  2  1 

*  (Sewell  Crosby.  Moses.  Samuel.  Moses.  Moses.  Aaron.) 


B. Sept. 9, 1854, Columbia, Calif . 

D. 


Y‘a7  31, 1877, Louisa  K.Schuilk.San  Joss, Calif .b .June  14,l8SS,Louisville,Ky . 
S. Edwin  Eugene  .h  .Mot  ifi  1  0r78  ,Columb  *  ~  - 


.20, 1908, Blanche  Childs, 
. .  ^.e,Calir- 


SBsaa 5bb 


•• 


. 


-L  (  D 


1697. Hazel  Louise, b .Nov .6,1883 » Hawthorne , Nevada .m. Sept . 7,1909, William  John 
Luke, Berkeley, Calif . 

1698. Sewell  Alvin  or  Alvan  or  Arvan,b .Oct. 16,1891, Hawthorne, Nevada. m. Sept. 
1909, Hazel  Alice  Van  Hoi tren, Valle jo, Calif . 


7  6  5  14-  3  2  1 

1062. AMBROSE  EUGENE  KNAPP,  (Sewell  Crosby.  Moses.  Samuel.  Moses.  Moses.  Aaror) 


B. Oct. 19, 1858. 

D .Sept .29 ,1907? Seat tie, Wash, 


6.  . 

M, Jan. 3, 1891, Louise  C .Wilson, Columbia, Calif .b .May  1,18 70, Columbia. She  m.2ne 


Apr .19, 1915 , Irvin  Sherman  Knapp. She  was  dau.of  John  N.  &  Eliza  (Whitney) 


Wilson. Her  name  sometimes  written  Lovisa./ 

8 


1699. William  Wilson, b. Aug.  16, 1893 , Columbia, Calif 


7  6  5  4  3  2  1, 

1078. GEORGE  E. KNAPP,  (George.  James.  Oliver.  Moses.  Moses.  Aaron.) 


B .Laconia, N.H .  Was  manager  of  the  Palmer  House , Chicago .  Later  of  Hotel  Del  ; 

: 

Coronado , Coronado  Beach, Calif. 


M .Anna  G. Burns. 

8 

1700. Ramona. 
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108^.PSRLEV  KNAPP,  (George.  George.  Oliver.  Moses.  Moses.  Aaron.) 

B .Sept .23 ,X857;li-ved  at  Colebrook,N.H.and  near  Glens  Palls  in  193C. 


M. Helen  Smith. 

8 

1701 -Janice . 

8 

1702. Janet . 
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1087.KELSIE  KNAPP ,  (George.  George.  Oliver.  Moses.Moses.  Aaron.) 

B. Feb. 22, 1862. 


i 

! 

1 

i 


1 

! 

■ 

i 

1 

i 


1 

1 

i 

i 


D 


' 


* 


M. Grace  E .Flanders  ,b  .Oct .13 ,1872, Sanbornton,IJ .H .d.Oct  .23 ,1925> Colebrool 

8 

1703 .Marguretta,b .Dec .14*1897 • d.Oct .1 , 1898 f Colebrook,N .H. 
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1093»ARTHUR  KNAPP,  (Ezra.  George.  Oliver.  Moses.  Moses.  Aaron.) 

B.I867. 

D. 

M. 

XM  8 

1701^.. Raymond.  Living  at  Colebrook,N.H.in  1933  • 


* 
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1098.  AARON  B. KNAP?,  (Aaron.  Aaron.  Aaron.  Aaron.  Aaron.  Aaron.  Aaron.) 

B. 1828, Rehoboth, Mass . 

D.Aug. ,186 7, Rehoboth. 

H.  Mary  Doud. 

9 

l?05.Lydia,b . 1 855 »d. June  29 , 1862, Rehobo th, Mass . 

9 

170 6. Mary  Abby,b.Axig.9,l858.d.  June  28 ,1862, Rehobo th. 

9 

1707«Lizzie,b .Aug. 10 , i860 , Rehobo th. 

9 

1708 . Mary  Lizzie,b . Nov. 19, 1862. d. Sept. 1,1868. Rehobo th. 

9 

1709.  Aaron  B . ,b .Nov. 26, 1863 .d.Aug. ,1867. 

9 

172)0  .Benjamin  J  .  ,b  .Dec  .16,1865. 

9 

1711 .Slla,b .June  5»l866. 

9 

1712.  Jo sephine,b .1868. d.Aug. 2, 1868 . 


8 

1100.  HEZEKIAH  GOODRICH  KNAPP, 
* 


(Rufus.  Peter.  Feter.  Peter.  Aaron.  Aaron. 
1 

Aaron. ) 


B .  Aug .  4. ,  1 8  0i| ,  No  r  w  i  ch ,  V  t . 

D.Nov .16,1873  jNorwich,Vt . 

M. Nov. 13, 1827, Mary  Cr ary ,  b .  1 8 05 ,  Nor wi ch .  d . Aug .  3 0 , 1 84.3 ,  No r wi  ch .  ( P  erh ap  s 

widow  of  H.G.Crary . ?) 

1 713  .Allen  J.  ,b  .Aug  .21,1828. in  .Anna  E  .Badger  • 

1714. William  Henry  Harrison, b .June  19,1830 .d. Nov. 10, 183k, Norwich, Vt . 

.Nov .12,l839.d.?eb  .2,1902.m.Marilla  Jones. 

1 /16. Charles  A .  ,b .Sept . 7, 184-3* Norwich. d.  June  4- *1864-,  killed  in  the  Battle  of 

Spotfesyl vania  Court  House  in  Civil  War. Buried  in  Arlington  Cemetery, Va . 
1100 .Hezekiah  was  a  Capt.ln  the  State  Militia  and  a  Justice  of  the  Peace. 
He  was  the  only  son  among  10  children. His  grandfather ,Pe ter  Knapp , adopted  him 
and  educated  him  at  Thefford  Hill  Academy. 


8 

1114 •  GEORGE  ALBERT  KNAPP, 


1  6  5  h  3 

(George  Washington,  Peter.  Peter.  Peter.  Aaron. 

2  1 
Aaron.  Aaron.) 


B. Aug. 20, 1844 


' 


■ 


* 

... 


•i,  ■  •  * 


D. 
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K.  Jean  M. Brandt. 

9 

1717 .Laura  Theressa,b .Tappen,N.Y. Lived  in  N.Sparlchill ,N.Y.at  age  20. m. Kay  5, 


1908, George  Henry  Telfer,of  Piermont  Callistor ,N.Y.age  25, b .Hew  York, 
son  of  George  &  Janet  (Waddell)  Telfer. 


8  7  6  5  Ij.  3  2  1 

1121.  BRUNSON  KNAPP,  (Ebenezer.  Peter.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B.  I83O , Yates ,N.Y. 

D. 

K. Aug. 23, 1851|, Rosetta  M.Kimball,b. Nov. 11,1833, Carlton, N.Y.dau. of  Elijah, 


who  d. 1855, of  Ovid, Branch?  Co  .Mich.  &  Amy( _ _)  Kimball. 


1718.  George  W.  ,b  .Apr  .29, 1856, Franklin, Lenawee  Co., Mich. 

9 

1719.  Emma  0 • ,b .Apr • 7, i860 .m. William  Witherell,a  farmer, of  Franklin, Mich. 


1121  .Bronson  came  to  Mich. when  3  yrs .old. When  2L;.,he  purchased  Ij.O  acres 
near  his  father  in  Franklin  Tp .Lenawee  Co., Mich. 


8  7  65^321 

1122.  CHAUNCEY  KNAPP,  (Ebenezer.  Peter.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

t.T- 

J-VS  .  jjxtiUdoL' 

I  92^ .Pi  ttsfb*  pH  A  lr- 


B  .c^,.  1835, Mass .  ,o±  Flint, Mich. 


D *^925,11  ttsf  ield ,  Washtenaw  Co  .  ,Mich. 

M.  Julia  A.Bell^a  native  of  Mass. Her  father  was  a  soldier  in  the  War  of 


1812  and  her  grandfather  was  a  Revolutionary  soldier .  _ 

1720 . Alfred  S .  ,  ra.Miss  M.J. Crosby. 

9  ' 

1721.  Frank  .May,  27,1886,  Pittsfield,  Mich. 

'  ^osaLj>r<pV.<*t!ii'2--S') V 0 ,  ql, //-23 -isgi- 

1122 .Chauncey  came  to  Mich. with  his  parents  in  I83O, locating  at  Tojas? 


Plains, Jayne  Co.  Removed  to  Dixboro, Washtenaw  Co.  Then  removed  to  Ann  Arbor, 
Mich. and  built  the  first  woolen  mill  there  in  I83I. 


8  765  h  321 

1125.  PETER  KNAPP,  (Henry.  Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


b.t 

l 


B.Mch.llj.,  1820, Lisle, Broome  Co.,N.Y.A  farmer  with  $1500.  in  1850 
D.May  25, 1918, aged  98  yrs. 

M . July  31, 184.9, Cornelia  Eveline  Nash, Barker ,N.Y. age  23, in  l850.Also  called 
Caroline  .b  .June  21, 1827. d.  July  15, 1902, Binghamton, N,Y.  ,dau. of  Rufus  & 


■ 

w 
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1722.  Henry  Alonso,  b  .July  21)., 1851  »d .  July  16,1931  »m  .Lillie  L. Logan. 

9  '  | 

1723.  Helen  Louise, b .Mch. 30, 1850, Barker ,N.Y. m. 1802, Elton  E. (or  D.)G-arrett.  Liv- 

[< 

ing  in  Maine, N.Y. in  1909. 

9 

172l|-. Samuel  D.  ,b  .Aug.  27, 1851)-,  Barker  ,N  .Y.m.Anna  E .Niebell ,b  .1855 .Lived  in  Maine 

Tp., Broome  Co., N.Y. and  Scranton. Fa.in  1909. Was  Inspector  of  Elections 

in  1884 . 

9 

1725 . Mary  A. ,b. Jan. 27, 1858, Barker, N.Y. Single  in  1909. 

-9 

1726.  Caroline  (Carrie)  E.,b.June  15 ,l06i(_, Maine , Broome  Co.N.Y.d.Apr.17,1900. 

Will  mentions  father, Peter  Knapp, Binghamton, N. Y« , mother , Cornelia  Hash  Y 

Knapp,  sisters, Mary  A. Knapp, Scranton, Pa.  Helen  K. Garrett  ,W. Chenango  .Jen' 

n5  e  E. Knapp,  Elyria,  N.Y.  Bros., Henry  A.  and  Samuel  E. ,  Scranton,  ?a.  Anna 

Townsend  Knapp, an  adopted  dau.of  deceased  lived  in  Binghamton. 

9 

1727.  Jennie  E. ,b .Jan. 12,1068 .  Single  in  1909.  i 

1125. Peter  lived  at  Barker , N.Y  .till  1858.  Maine, N.Y. -until  1898.  Then  Bing- 


hamton,N.Y.  A 

fanner 

of  370 

acres . 

8 

1128.  JOHN  HARRIS 

KNAP? , 

7 

(Henry. 

6  5 

Asa.  Peter. 

Ur  _ 

a  0  ”t> Cl1  • 

3 

Aaron. 

2 

Aaron. 

1 

Aaron. ) 

B.Feb . 11, 1827, Barker, N.Y. Farmer . 


D.1913. 

f 

M. Nov. 17, 1856,  Caroline  R .Hyde ,b .1828 . 

9 

1728. Anna, b .1869, Broome  Co., N.Y.  1 


8  7  6  5  k  3 

1131;..  ELEAZKR  C  .KNAPP ,  (Warren.  Asa.  Peter.  Peter.  Aaron. 
B  ,ca.l833>  a  farmer  of  II4.7  acres.  Chenango  Forks, Broome 

D. 

M.  Mary  J.  .b.ca.lSliO. 

9 

1729.  Anna  M. ,b .ca. 1864, Broome  Co., N.Y, 

9 

1730.  Rose, b.ca. 1867, Broome  Co. ,N.Y. 

9 

1731.  Lewis  Archie, b.ca.  1871.  m. Julia 

9 

1732.  Fred  A. , b.ca. 1873.  m. Carrie  Massey. 


2  1 
Aaron.  Aaron.) 


Co.  N.Y. 


. 


- 


•"  ♦  -  Ct 


1138.  NATHAN  KNAPP,  (Peter  G.  Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B .Feb . 5>l833 .GR .Res * ,Rose,N.Y.  Had  a  foundry  at  Walcott, N.Y. for  several  yep’ 
B. June  8,1896.GR. 


M.  Eliza  Caton, Albany, N.Y.b. June  15,1837. d.Dec. 12, 1898.GR. Wolcott . 

'  *  0 £a 

1733.Prea,b.Nov.l4,l8S7.Living  at  Walcott  In  iSeo.m.Slizabsth  Oregg.Ko  children 


He  managed  the  foundry  at  Wolcott. 


1160.. ASA  E. KNAPP,  (Richard.  Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B. Apr. 2, 1833, Barker, Broome  Co., N.Y.  Parmer.  (Whitney's  Point.) 
D.  1910.  Greene  Cemetery. 

M.lst,  Jane  Bancroft. 


2nd, Matilda  Bur  roughs,  Chenango  Co  .,  N.Y  .b  .l8!|5.d.  1902.  GR  .Greene  Cem.,N.Y. 
173^-i-. Bertha.  Was  adopted  by  her  aunt ,Permelia  Dimmick. 

1735.  Nellie .b . ca.l8?0 .m.Ed  Parsons. 

9 

1 736. ELmer^  L ._rb^IanTrTlr&7i5‘.b  .  Jan.  1875 .m. Prances  T.Page. 

|  1737.Prnest  W. ,b.ca.l879.or  Apr.1,1880.  Age  1, census  of  i860. 


8 


1161.  JOHN  S. KNAPP,  (Richard.  Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B. Aug. 29*1836.  Farmer . 

D. Sept. 22, 1921, Binghamton, N.Y. Bur ird  in  Castle  Creek  Cemetery. 

M. Feb.!, 1866, Louisa  A.Blair,b .Apr .25,l8^3.d. Castle  Creek, N.Y .aged  90  yrs.9 
mo. 3  days, Castle  Creek  Cemetery .dau. of  Eli  &  Lodvica  (Johnson) Blair . 


Lived  on  Crestmont  Road, Binghamton, for  32  yrs. 


1738. M|rton  P .  ,b .1879. m. Adel  ai dp»  May  Gulnac. 

1739.  Robert  C.,  b.ca.1880. 

1161. John  S. lived  on  150  acres  at  Castle  ^//}6,N.Y. 


8 

1176.  ALBERT  ASA  KNAPP,  (aL.  Asa.  pfter.  Pel 
B. Jan. 20, 1852, York, Illinois. 

D.Dec. 20, 1932, Oak  Park,  Illinois. 

M.JTuiy  20, 1876, Ellen  Florence  Sabin, Glen  Ellyn,Ill.b.Mch.2,l8i|.9,Scharenburg, 


3  2  1 

jter.  Aaron.  Aaron.  Aaron.) 


I 

t- 


fc  1 

£  i 
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Ill.  d. Jan. 11, 1927, Oak  Park, Ill. 

9 

1740. Asa  Lee, b. Aug. 17,18 77 jYork, Ill ;d. Dec .5,1922, Oak  Park, Ill .m. Dec . 9, 1901 , 


t 


I. oily  K lug, At  Maywood, Ill.  No  children. 

9  oX 

1741. JoIin,  b. Sep 1. 11, 1880. d.Cct.l,  1830. 

^9 

1742.  Grace  Ellen ,b  .Feb  .4 , 1882, Athens, Alabama .m. Apr  .5,  1916, Charles  Edward 


L!Hourmedieu,of  Oak  Park, Ill. who  d. Jan. 27,1938, Oak  Park. They  had  Helen: 


b.July  1,1 91 7, Oak  Park. 


1743.  Gertrude  Lorin,b .Nov. 14,1883. d.May  2,1884. 

1 744 . Mgr 1  Grant ,b .May  16, 1885, Glen  Ellyn, Ill .xb. Ethel  May  Jones, Chicago. 

1745.  Harriet  Antoinette^. June  27, 188?. m. July  26,1911 , William  parker  Willing, 


Oak  Park. Had  Barbara  Esther, b. May  25, 1921, Oak  Park. 


1746. Owen  Albert, b.Feb. 11, 1891. d. June  25,1908.  Drowned  in  an  old  stone  quarry 
at  York, Ill . Cemetery . 


► 


Q  y  ^  j 

1177.  V/ ILL  IE  PLUMMER  KNAPP,  (Asa.  Asa.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B  .Feb .  20, 1856,  York,  X/X*  .Illinois . 

D .Feb  »4, 1932, Tucson, Arizona . 

N. Dec. 23, 1879, Lillian  Elizabeth  Torode,at  Sunny  Banks, Alabama, b. Apr .3, 185L 


York, Ill. d. buried  May  2, 1942, Oak  Park, Ill. Had  sister, Julia  E.Torode, 


1747.  Lillian  Ella, b. Nov. 30,1882, Athens, Alabama. d. July  5, 1913, Oak  Park, Ill. 

1748.  Charles  Asa, b .Apr .18,1890 , Oak  Park, Ill. d.Apr. 28, 1910, Oak  Park, electrocute: 


while  working  in  a  power  house. 


1178.  CHARLES  ELMER  KNAPP,  (Asa.  Asa. _ Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B. Apr. 15, l862,York, Illinois. 

D.Sepf.  23, 1922. Drowned  in  Victoria  Lake , Minneapolis , Minn. 

K. Sept. 4, 1889, Emily  Hall, Minneapolis^ .Nov. 7,1866, Quincy, Minn. In  1938  she 


r 

i 


lived  at  Teaneck,N.J. 


. 


I  1  V 

1749«j-iargaret  Hall ,b  .Nov .3,1890  ,Minneapolis  • 
1750. Dorothy ,b .Sept .1,1900, Minneapolis . 


& 

K: 


' 


- 
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1181.  ASA  KNAPP,  (Eli.  Asa.  Peter.  PetEr.  Aaron.  Aaron.  Aaron.) 

B  .Aug. 5, 131+8  • 

D. Jan. 13, 1877. GR .Winchell  Mt. , Cemetery , near  Millerton,N.Y . 

M. Frances  M. Howland. (Called  Fannie  in  his  will.JOf  North  East, Dutchess  Co. 


9 

1751.  William  A., also  a  Dentist. 

9 

1752.  Eli. 

Il8l. An  Asa  Knapp  d. Jan. 13, 1877, aged  28-5-8 , buried  in  Winchell  Mountain  Cer. 
etory, be tween  Millerton  and  Pine  Plains, and  his  wife, Frances  M .Howland, beside 
him.  Asa.  was  a  dentist  at  Killerton.  Estate  of  Asa  Knapp, of  Amenia, administered 
Feb. 20, 1877  by  Fannie  M. Knapp , widow, and  Ambrose  Knapp, a  friend. .Inventory , Nov. 
12, lG'77. Estate  appraised  Mch. 7, 1877. G.W. Graham  was  appointed  guardian  of  Eli 
and  William  A .Knapp, Mch.//  29,1877* 

8  7  6  5  4  3  2.1 

1181|..  PARSONS  A  .KNAPP .  (Abel.  Abel.  Peter.  Peter.  Aaron.  Aaron,  Aaron.) 


V 

l 

\ 


l 

i 

1 

1 


B .  Nov . 2 , 1830 , Moo  er  s , N .Y . 

D. Aug. 29, 18 7 7, Moo ers . 

M. Sept. ,l86l, Juliette  Shedden,  d.l883* 

9 

1753. William  T.or  F.or  'Willard  P.  ,b  .Mch. I,l865.m.  1889, Cornelia  Hollenbeck, King¬ 
ston, Pa. He  a  graduate  of  Harvard. Res .Auray, Colo . 
ll8^..Farsons  was  a  merchant, aged  29, with  v?l500»in  census  of  i860,  senior 
member  of  the  firm  of  P.A.&  H.F .Knapp. 

8  765^321 

1185.  CHAUNCEY  F .KNAPP,  (Abel.  Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B. Dec. 31#l833, Mooers,N.Y.  Was  a  merchant  at  Westfield, Illinois . 

D.l894-»61inton  Co.,N.Y. 

M. 1862, Fanny  Matlock,!  Green  Gas tie, Indiana. 

9 

l?54*Walter ,of  Westfield, 111.  m.  Grolltrubee .  ( ? ) 


S 

i 
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1186.  HORATIO  F. KNAPP,  (Abel.  Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 

B . July  17, or  Jan. 7,1836, Mooers,N.Y . 

D. Living  in  1924. A  merchant  at  Mooers  with  his  bro., Par sons  A. 


; 

n 
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M.Nov.l ,1864, Kate  Fitch, dau. of  James  Fitch, Mooers  . 

9 

l?55»Horatio  Wallace, b. 1868, Kooers.d. 1891. m. Annie  Humphrey.  In  business  with 


his  father.  He  was  Renublican  State  Senator  from  Mooers, and  Member  o  f 

1929. 

the  School  Board.  Probably  worth  $200  000. Left  all  to  wife  .Perhaps  d</(V 


8  7  6  5  4  3  2  1 

1188.  CHARLES  LUCIUS  KNAPP ,  (Abel.  Abel.  Peter.  Peter.  Aaron.  Aaron.  Aaron.) 


B.  Jan.l7»l8Ij.l  *Mooers,N.Y. 
D. 1906, Clinton  Co.,N.Y. 


M. 1867, Maria  Hay e s, Platt sburg,N.Y. She  d. 1921, Clinton  Co.,N.Y. 
9 

1 756 .Mary  M.,or  Mary  Elizabeth, b .1868 ,m.  Churchill. 

9 


1757»Maurice  James, or  Morr i s,b. Aug. 17,18 71 • 
9 

1758.  Gaylord,  b  .1874. 


1188. Charles  L. enlisted  Aug. 26, 1862  in  the  Civil  War .Was  1st  Lieut. in  153-  1 
rd.N.Y.Vol. 


,  8  7  6543 

1196.  CHARLES  LANGDON  KNAPP.  (Chauncey  Langdon.  Abel.  Peter.  Peter.  Aaron. 

2  3. 

Aaron.  Aaron.) 


B.Aug.l0,l850,Montpelier ,Vt* 
D. 


M.Dec.l0,l895»Mary  Grace  Sawyer ,b .Sept .24,1869. 
9 

1759.2ffie  Mari am, b .Oct. 27, 18 96, Lowell ,Mass • 

9 

1760.  Fanny  Carter,  b. Dec. 6, 1897, Lowell, Mass. 

9 

1761 . Emily  Sawyer, b. Jan. 8, 1902, Lowell, Mass . 


8  7  6  5  4  3  2 

1199.  ELIJAH  KNAPP,  (Chauncey  Langdon.  Abel.  Peter.  Peter.  Aaron.  Aaron. 

1 

Aaron. ) 


B. Dec. 24,1823. 

D. Jan. 14, 1887, Rock  Island,  Illinois. 


■f 


M.Mch«31, 1852, Maria  Whitney. 
9 

1762.  Charles  Crawford, 

9 

1763.  Harriet  Orr. 

9 

1764.  Henry  Whitney. 
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1765  «I4ary  Lynde. 


t 

t 


0 
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120 o.  GEORGE  LUKE  KNAPP,  (Ira  Owen*  Mason*  Peter*  Peter.  Aaron.  Aaron*  Aaroi^  - 

/  r 


B .  July  8 ,1034 1 Channahon, Illinois .  Lived  at  Azatalan, Jeff erson  Co. /.'/is 

D. 


M.Feb.  14, i860, Emily  Parker .b .Vt .age  23, census  of  i860 
9 

1766. Elmira, b.Wis. age  7  in  i860. m. Fred  Noble. 


1206. Geo. Luke  was  a  tanner  and  shoemaker , age  26, real  estate ,$500 .personal , 
$100. , census  of  i860, Channahon, Ill. 


8 


7  6  5  4  3  2 

1207*  0./rJ<  or  ORREN  SMITH  KNAPP,  (Ira  Owen.  Mason.  Peter.  Peter. Aaron.  Aarc^  I 

1 


Aaron. ) 


f- 


B .Oct .14, 1835» Channahon, Ill . 

D.19l4(orl894,D.A.R. ) 

li. Apr  .22, 1858, Elizabeth  Althouse,b. 1839. d. 19l4j8.au. of  Henry  Althouse  .She 
v;as  Elizabeth  C.b  .Florence  Tp.,Will  Co.  ,Ill.d.l917,a  descendant  of  Cory  j 
Philip  Cline, of  Revolutionary  Array.  See  D.A.R. 


7°7.Ir^a_0wen,  o  .Mch.3 , 1859 .d .Dec  .15 ,1944 .m.Delia  Dunkelberg . 

y 

1768 .Minnie  E.or  Mary  S.,b.Ill.age  9, census  of  I870.m.l887, Clarence  A. Carlton/: 


b. i860. Had  Leonora  who  m. Nelson  P .Fleming. Leonora  b.at  Loveland, Colo  . 


Perhaps  his  name  was  David  A. Fleming. 


1769.  Herman, b.ca.  1865,  Channalion,  Ill. 

9 

1770.  Mason  E. ,b .1869, Channahon, Ill . 

9 

1771. Samuel  P. , b.ca. 1880, Channahon, Ill. 


k 


1207. A  i'/ill  Co.  ,111. History  says:0rrin  S. Knapp, a  teamster , Wilmington, Ill . 
Oct. 14, I836, Channahon  Tp.,his  father, Ira  0 .Knapp, was  one  of  the  first  settlers 
of  the  Tp. , locating  there  in  1834  and  now, (1878)  resides  on  the  original  claim. 
Orren  removed  to  Wilmington  Tp .  in  i860, locating  on  a  farm  where  he  resided 
until  1872, when  he  removed  to  Wilmington. He  was  a  tanner  in  I87O. 


- 
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1209.  SOLON  JOHN  KNAPP,  (Ira  Owens.  Mason.  Peter.  Peter.  Aaron.  Aaron.  Aar  or 


& 


B. Jan.6,l842,Channahon,Ill.  Farmer, age  28, census  of  18 70. 
D.at  Ottawa, Ill . 


K. Sept ,10,1864, Ellen  M. Hutchins, b.Vt. age  27>census  of  1870. 

9 

1772. Frederick  Eli. jah.b .Mch. 2 .1866 .m. 1899. Mrs .Hattie  A. Morey  T?pev. 

9 

17  (3  .Frances  Lucia, b  .Feb  .28, l869*m. Aug. 20,1889, Horace  Shaw. Had  Harriet  Ellen, bt 


Aug. 15, 1895. 


1774. Laura, b .Dec .25,18 74. m. Apr •  5,l894»wyl-ie  W. McCloud, b. Mch. 25, 18 70 .Had  Freder- 
ick  W.  -Laura. -Nina .-Alice  P. -Martha  M. -Elsie  E, -Albert  0. 

1209. Charles, b. 1850  and  Henry, b .1841, are  said  to  be  his  sons .Impossible  . 


8  7  6  5  4  3  2  1 

1233.  DAVID  H. KNAPP ,  vGeorge.  George.  David.  Peter.  Aaron.  Aaron.  Aaron.) 


B .Jan. 27, 1836, New  York. 

D. 

M. i860, Mary  Ann  Collins, b .Nov.25, 1839, dau. of  Isaac  B.&  Susan  (Holley)  Col¬ 
lins.  Res. New  York  City. 

9 


1775. Charles  E£y6f  Tacoma,Wash.m.Sept  .1898 

1776. Susie  B.,m. Henry  C .Rydell , Asbury  Park, N.J. Have  3  sons. 


8  7654321 

1239.  DUANE  KNAPP,  (Simeon.  George.  David.  Peter.  Aaron.  Aaron.  Aaron.) 


B .May  4»l839,Franklinville,N.Y. 
D .Mch . 22 , 1866 , C  ameron.N.Y . 


a 

hi 


M.Aug. 18, i860, Elizabeth  Young, Addison, N.Y.  ,b.l844. 

1777 . Cora,b .May  20 , 1861 , Cameron, N.Y . 

9 

1778 .  Jennie ,b . Mch. 4, 1 8 78 , ? ?  or  Nov .11 ,1862. Gamer on, N.Y .m.Dec .2, 1879, Norman 


Hurd. 


8  7  6  5  k 

1253*  HARLAN  PAGE  KNAPP,  (Wilson  Shubael.  Shubael  William.  Obadiah.  Peter. 

Aaron.  Aaron.  Aaron. ) 


ti 


it'll 


B. Oct. 26, 1866,  Ohio. 

Di 


< 

* 


M.  1902, Mila  Griswold, b .July  6,1874*  Lives  on  the  family  farm. 
9 

1779. Elizabeth  W. ,b . Jan. 5* 1910  -  is  a  highschool  teacher. 

They  had  two  sons  who  d.in  infancy. 


8  7  6  ^4 

1261.  WILLIAM  NATHANIEL  KNAPP,  (Hiram  Abiather.  Nathaniel.  Abiather.  ::atnan~ 

3  2  1 
iel,  Nathaniel.  Aaron.  Aaron.) 

B.Feb.3,l875> jOwatonna,  Minn. 

D. 

K.  Millie  Frederickson.  She  rc.2nd  Harold  Mathews, son  of  Emma  (Knapp)  Math¬ 
ews  . 

9 

1780 . Clayton,  killed  in  France. 

9 

1781.  Viol  a,  of  Albert  Lea.,y[fflX  Minn,  and  Calif. 


8  7  6  5  4 

1263.  HIRAM  LYNN  KNAPP,  (Anthony  Wayne.  Hiram  Meeker.  Abiather.  Nathaniel 

3  2  1 
Nathaniel.  Aaron.  Aaron.) 

B. 3.883.  An  Osteopath  at  Elyria, Ohio. 

D,-  Said  to  have  written  a  book  on  Knapp  Genealogy. 

M. 

9 

1782.  Ben.  b.1915* 

9 

1783. Lenice,  b.1909. 


8  7  6  5  4  3  2 

1268.  HORACE  H. KNAPP,  (Daniel.  Elijah,  Abial.  Jonathan.  Mathaniel.  Aaron. 

1 

Aaron.) 

B. Apr . 27»l823, Lyman, N.H.  Res. , 3 1 . J ohnsbury , V  t . 

D. Aug. 4, 18 72. 

K.Cordelia  C .Frey  or  Frye, b. 1828. She  was  a  widow, aged  59, in  1887* 

9 

1784*  Marshall  Harrison,  b  .Jan.  10  ,l8k7«xn.  Eliza  Severance  and  Eva  Goss. 

9 

1785* Charles  W. ,b .Oct .2,184$. d. Aug. 13,1872. 

1268. Horace  H.was  age  27»census  of  1850, living  in  family  of  Hiram  Frey, 
aged  48, b .Vt .and  Sally  Frey, aged  48, b. N.H. Living  in  Concord, Vt. 


!A 


ii  i 


t 


. 


o 


8  7  6  5  4  3 

1271.  URIAH  KNAPP,  (Daniel.  Elijah.  Abial.  Jonathan.  Nathaniel. 
B .  June  I|. ,  1 8 3 2 , Lyman ,  N .  H .  Res ., Lunenburg, Vt . 


Aaron.  Aaron 


K.  Armenia  N.  Moult on. 

9 

1786. Alice  R .  ,b  .Nov  .3 ,186? ,L-uneriburg,Vt  .d.Mch.  5*  1920. m.  Harry  K.Day . 

1271. Uriah  was  a  farmer  on  83  acres  with  15  head  of  young  stock  and  Ij-00 
sugar  trees. 


8  7  6  S  k-  3  21 

1279.  ELIJAH  KNAPP,  (Amasa.  Elijah.  Abial.  Jonathan.  Nathaniel.  Aaron.  Aarcr. 

B .Mch.9jl827>Littleton,N.H.  Res . ,  Fresno , Calif . 

D.Kch. 16, 1901, Fresno , Calif . 

K.Feb.22.l857,Emeline  E. Skinner . 

9 

1787  .Ada. 

9 

1788  .William  Hampden,  ca  .1358  .n.  Ivy  Myrtle  Calvert. 


8  7  6  5  ^-3 

1280.  WILLIAM  CARTER  KNAPP,  (Amasa.  Elijah.  Abial.  Jonathan.  Nathaniel. 

2  1 
Aaron.  Aaron.) 

B.  Kch.10,1833  jUt  tie  ton,  N.H. 

D.  June  28, 1916, Normal, Illinois. 

M.Xst, Aug. 19,1860, Ella  Amelia  Bronson, b. Apr. if,  1839, Easton, Mass. d. June  30, 

1865, Hennepin, Ill. ,dau. of  Joel  Bronson. 

2nd, Aug. 30, 18 66, Amelia  Seybold, d. Nov  .17 ,  187.9 , Abingdon, Ill  .b  .Eden, Ill . , 

dau.of  Josiah  &  Nancy  (Scanlon)  Seybold, b .LaSalle  Co. ,111. 

3rd, Dec .22, 18 76, Matilda  Kyer  McDowell ,b .Apr .26, 1839, Newark, Ohio . d. Jan.  7, 

1891, Normal, Ill. , dau.of  Eli  &  Catherine  (Umphenour)  Kyer. 

lj.th,  Jan.  1,1 893 »Krs  .Dorcas  Reeder  ,b  .Apr  .26, l81|9, Connell sville, Pa. , dau.of 

Charles  McFadden. 

9 

1789.  Ellen, b  .Aug. l|,,l869>LaSalle  Co.  ,111. Living  in  Aug.  ,19l;0. m. Sept  .2,1896, Lew¬ 

is  Pennington  Holston, Normal, Ill. b. Apr.  15>»l870, Clayton, N.J. son  of  John 

M.&  Hester  (Richards)  Holston.  She  also  lived  at  New  Boston, Ill .W-  / 

9 

1790.  Charles  Hale, b. Nov. 2i+,  1872, Peoria, Ill. d.Mch. 31,1892, Cornell, Ill. Probabl 

buried  in  Springdale  Cemetery, r 


- 


. 

. 
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7 

1791. Aurelia, (or  Amelia)  b .Jan. 29, 1881 ,Watseka, Ill .m. Dec .21, 1918, Elmer  Dersherc 
at  Chicago, Ill  .fie  b  .Dec  . 31 ,1881, Norwood, Kansas  . 

12S0. William  C, attended  the  Vermont  Seminary, Newberg,Vt .Attended  Garrett 
Biblical  Institute  in  1856  but,  did  not  graduate.  A. B. from  Northwestern  Univer¬ 
sity  in  1868. (I878?) .Principal  of  Public  Schools, Peru, Ill . ,1859  to  1862. Princi¬ 
pal  of  Grand  Prairia  Seminary ,Onarga, Ill . ,1868/69. A  Methodist  minister  at  Pair- 
byry.  Ill.  ,1869/71.  and  at  Peoria  ,111 .1871/7!]..  and  at  Rock  Island, Ill  .in  1875'. 
Was  Prof .of  Natural  Sciences  at  Hedding  College, Monmouth, Ill. ,1875/79. Publish- 
a  book  --  Funeral  Services" ,  in  1 8 7^-f- •  Bis  first  two  children  were  by  the  2nd 
wife; the  last  child  by  the  3rd  wife. (See  Hist. of  Knox  Co . , Ill .1878 . ) 

Ellen  Knapp  Holston  had  (l)Charles  Knap, b .1898 .d .1926.  (2)Lewis  Pennington, b  .// 
1901 .m. 1921, Sadie  Robinson. (3 )Eleanor  Knapp ,b .1903 .m. 1932, Wm. Everett  Brainard. 
(i(-)Beatrice  Julia,b  .1911  .m» 1933, Richard  Rush  Brainard.  Aurelia  Knapp  Dershem 


had  Elwin  Lewis ,b . 1919, Berkeley , Calif . 


8  7  6  5  I;.  3  2 

1287.  IRA  OSCAR  KNAPP,  (Jehial.  Elijah,  Abial.  Jonathan.  Nathaniel.  Aar on ► 
#////// ////////////// -Aaron . ) 


B. June  7,1839, Lyman, N.H.  A  dentist  in  Boston.  Res. ,Roslyndale, Mass . 

D. 

M.  1866,  Plavia  T.Stickney,  b  .Feb  .8, 1849, Cambridge, Mass . 

9 


1792. Sprague  A., b. June  l8,l867,Roslyndale,Kass. 
9 

1793. Daphne  S. ,b .Jan. 30,1870,  Roslyndale ,Ka ss . 

1794 -Ralph  HtpS^Feb .23 ,1875 •  ^.7” 

9 


4 


tl 


1795-Bliss, b .June  7, 1877, Roslyndale , Mass .  (or  Lyman, N.H.?)  m.l9l8,Eloise 

Murphy  Mabury , of  Los  Angele s, Calif • ,dau. of  Hiram  Maybury  Kurohy,of  San 
Jose, Calif.  He  was  a  graduate  of  Harvard  University ,1901 .  A  Christian  / 
Science  lecturer,  teacher,  practitioner  and  publisher .Elected  "First 
Member"  of  the  First  Church  of  Christ  Scientists, Boston, in  1901. Member 
of  the  Christian  Science  Board  Lecture ship, 1904  to  1922.  Lecture  trip 
around  the  world  in  1912  and  1918/19.  President  of  the  First  Church  of 
-Christ  Scientists, the  Mother  Church, Boston, 1912/13 .  Tre  a surer, 191 7/l 8. 
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CHRISTIAN  SCIENTISTS  WARN  SELFISH  NATIONS 
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Christian  Science  Mother  Church, 

New  President 
Expresses  Hope 
Of  Better  Things 


"A 
\ ;:  -i 

ssSs 

^rhere  warning  was  uttered,  with  Ralph  K.  Knapp,  just  elected  president. 
I 


A  warning  to  nations  “whose 
governments  have  been  conceived 
largely  in  selfish  ambition  and 
brought  forth  by  human  force”  was 
issued  recently  at  the  annual  meet¬ 
ing  of  Christian  Scientists,  which 
was  nationally  attended. 

The  session  was  held  at  the 
Mother  Church  in  Boston,  Mass., 
with  large  delegations  present  from 
the  metropolitan  district  of  New 
York. 

Speaking  on  the  warning  promul¬ 
gated  by  the  Board  of  Directors, 
Ralph  H.  Knapp,  of  Needham.  Mass., 
who  was  inducted  into  office  as 
president  at  this  meeting,  declared:— 
“The  way  of  accomplishment  is 
through  renewed  consecration;  a 
greater  purification  of  sense  and 
self;  more  love  for  God  and  hu¬ 
manity.” 

Warning  selfish  nations,  the  re¬ 
port  of  the  directors  maintains; — 
“Dependence  upon  material  means 
and  methods  to  accomplish  their 
ends  inevitably  results  in  failure  and 
defeat. 

“They  will  then  realize  that  no 
nation  Is  stronger  than  the  moral 

(fiber  of  its  people,  and  that  a  na¬ 
tion  can  become  truly  great  and 
permanently  endure  only  to  the  ex¬ 
tent  that  spiritual  qualities  are  cul¬ 
tivated  in  the  thoughts  of  its  citi- 
’  zens  and  permitted  freely  to  oper¬ 
ate  In  the  government  of  their 
k  'lives,.  —  — <’ 


■•While  we  sho1^  °a\a™elf  by 
error  or  become  ^gjstions  of  war 

the,  'disaster ^ aggr essi v ely  presented 
;  and  disaster  *=&  »  it  was  de- 

through  iriany1^hL  keenly  alert  not 
dared,  “we  fX  s^nse  of  security  to 
to  allow  a  false  make  us  indif- 

luU  US  to  Sleep  and  naUonal  and 

l  ferent  to  slt.u^‘c,!rctcr  v,hich,  unless 

I  international  cha  acte  ^  aI{ect  our 

I  corrected,  aiede^n  J  the  scene 

interests  as  duectly  as  ^  the  , 

1 

Science  Church 
Directors  Score 
Selfish  Ambition 

Mother  Church  Bd.  Warns 
Nations  Which  Create 
Governments  by  Force 

|  BOSTON,  MASS.  —  A  warn- 
:  ing  to  nations  “whose  governments 
have  been  conceived  largely  in  sel¬ 
fish  ambition  and  brought  forth 
by  human  force”  was  issued  here 
today  at  the  Annual  Meeting  of 
The  First  Church  of  Christ,  Scien¬ 
tist,  The  Mother  Church,  by  The 
i  Christian  Science  Board  of  Direc¬ 
tors  who  declared  the  lessons  of 
history  show  such  governing  bod¬ 
ies  to  be  “of  few  days  and  full  of 
trouble.” 


Reports  disclosed  continued 
growth  of  the  Christian  Science 
movement,  increasingly  higher 
standards  for  authorized  periodi¬ 
cals,  and  a  larger  number  of  re¬ 
quests  from  groups  of  non-Scion- 
tists  for  representative  Christian 
Scientists  to  address  them. 

Election  of  Ralph  Hastings 
Knapp,  C.  S.,  of  Needham,  Mass., 
as  President  of  The  Mother 
Church  was  announced.  He  suc¬ 
ceeds  Judge  Clifford  P.  Smith  of 
Newton,  Massachusetts.  Edward  L. 
Ripley  of  Brookline  and  Ezra  W. 
Palmer  of  Marshfield  were  re-  - 
elected  Treasurer  and  Clerk  of  the 
Church  respectively.  The  President 
is  elected  by  The  Christian  Sci¬ 
ence  Board  of  Directors  to  serve 
for  one  year.  His  duty  is  to  be  pre¬ 
siding  officer  at  the  Annual  Meet¬ 
ing. 

Mr.  Knapp  is  a  son  of  Ira  0. 
Knapp  and  Flavia  S.  Knapp,  two 
of  the  12  called  upon  by  Mrs. 
Eddy  to  reorganize  the  Christian 
Science  Church  in  September,  1S92. 
When  a  young  boy,  Mr.  Knapp  and 
his  mother  were  healed  in  Chris¬ 
tian  Science  and  through  this  heal¬ 
ing  the  entire  family  became  in¬ 
terested.  He  has  served  First 
Church  of  Christ,  Scientist,  Need¬ 
ham,  Mass.,  as  reader,  director  and 
president.  He  is  on  the  teaching 
faculty  of  Mechanic  Arts  (Techni¬ 
cal)  High  School  in  Boston. 
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First  Reader,  1923/26.  Chairman  of  Bible  Lesson  Committee  which  prepare, 1 
Lesson  Sermons  for  use  in  all  Christian  Science  Churches ,1922/23 .Authc- 
of  various  lectures  and  contributions  to  Christian  Science  Literature,  i 
Also, Ira  Oscar  Knapp  and  Flavia  Stickney  Knapp  -  a  Biography  sketch. 

Member  of  Harvard  Union  and  N. H. Historic  Society. His  wife's  name  was 
Maybury . 


1291.  HENRY  NEWELL  KNAPP,  (Timothy .^Daniel  I, yon.  Daniel.  Jonathan.  Nathaniel. 

Aaron.  Aaron.) 

B .Nov . 7*1836, Oil  Creek, Crawford  Co., Pa. 

D.  Peets  or  Pettis  Co., Mo. 

K. Nov., i860, Carrie  W.A.Ward,dau.of  Col. William  Rice  Ward, Peets  Co., Mo. 

1796.  Jolin  Kontriville,b.l86k, Sadalia, Mo. 

y 

1797.  James  Harlan, b. 1867, Sadalia, Mo. 

9 

1798.  Carrie  Estella  Blanche,  b .1869, Sadalia, Mo. 

I  1799. Harvey  Lincoln,  b.l875»Sadalia,Mo. 

^FreqUently  called  Newell*He  moved  to  Hastings, Minn. in  1857, where  he  &  \ 
helped^the  U.S. Barracks.  To  Missouri  in  1858  where  he  taught  school.  Enlisted 

m  U. S. Army ,Mch. ,1362, in  Co.B.  7th  Mo .Cavalry .After  the  war, settled  in  Pettis 
County, Mo. 


1292. 


8  7  6  5 

FRANK  KNAPP,  (Timothy.  Daniel  Lyon.  Daniel. 


4  3 

J onathan .  Nathaniel . 


Aaron. ) 

B .Meh , 2 , 1 850 , 0 il  Creek, Pa.  Res. , Defiance, Ohio. 

D. Jan. 8, 1890, Columbus, Ohio, while  attending  Court. 

M.Jxme  8, 1874, Unice  (Eunice)  Sheridan, Striker, Ohio, b. Aug. 21, 1352. 
iSOO.Myria  Clarissa, b .July  l,l875,Def lance, Ohio. 

1801 .Frances  Luc ella,b .July  31,l888,Defiance,Ohio. 

1292.  Frank  was  a  distinguished  lawyer  .Member  of  the  Ohio  legislature 
1889. 


V. 


■  ' 


. 
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8  7  6  5  4 

1293.  SHEPHERD  T.or  FORDYCE  KNAPP,  (Timothy.  Daniel why on.  Daniel.  Jonathan. 

3  2  1 

Nathaniel.  Aaron.  Aaron.) 

B.  Aug. 11, 1839. 


K.  Nancy  Ann  Baugher. 

1802.  George  N^,  m. Minnie  . 

8 

ARTHUR  LOT  KNAPP,  76  543 

1294*  (Timothy.  Daniel  Lyon.  Daniel.  Jonathan.  Nathaniel. 

2  1 
Aaron.  Aaron. ) 

B .Dec .2,1856,011  Creek, Pa.  Res. , Springboro,Pa.  and  Spaulding, Ohio . 

L.  A  lawyer. 

M. Aug.4>l88l , Julia  Belle  Rumsey, Beaver  Center, Pa. ,b. Nov. 10, 1858. 

9 

1803 . Frank  Lyle, b. May  l,l885,Springboro,Pa. 

$  8  7  6  5  4  3 

1297.  DANIEL  SUMNER  KNAPP,  (Sumner.  Abiather.  Daniel.  Jonathan.  Nathan' el. 

2  ]. 

Aaron.  Aaron.) 

B .Mch. 21]., 1826, Horton, Mass .  He  was  a  blacksmith. 

D. 

M. Sept. 14, 1848, Elizabeth  Clark  Merrill , Farmington, Maine .Intentions  publish 
^ed  Aug. 27, 1848, Lynn, Mass.  She  b.New  Sharon, Me. 

1804.  Daniel  Forest ,b .July  26, 1849, Lynn, Mass 

Probably  there  were  other  children,  not  listed. 

9 

1805.  Albert  Perry ,b .July  29, 1856. d.Mch.l919.m. Carrie  Isabelle  Bailey. 


8  7  6  5  4  3 

1299.  ALVIN  PERRY  KNAPP ,  (Sumner.  Abiather.  Daniel.  Jonathan.  Nathaniel. 

2  1 
Aaron.  Aaron.) 

B.Mch. (or  May?)  7,1830, Norton, Mass.  Moved  to  Danvers, Mass .in  1567. 

D. 

M. Sept. 7 ,l85l,Phebe  S. Dresser, or  Hobbs , Noburn, Mass .She  from  Stoneham.Kass  . 
9 

1806. William  P. ,b .1857, Norton.m. Sept .28,1883, Aariel  E. Blanchard, Sandwich, N.H. 
l807«George  A. ,b. 1854, Coburn. m. Sept. 9,1886, Nettie  Cornwall, of  Digby,Mass. 


-  i 


- 


. 


1  * 


* 


. 


■  ■■  »  '  '  T  .  * 


X808 .Edwin,  of  Walden, Mass . 


8  7  6  5  4 

1309.  GEORGE  HENRY  KNAPP,  (Charles  Frederick.  Abiather.  Daniel.  Jonathan. 

3  2  1 
Nathaniel.  Aaron.  Aaron.) 

B.1835. 

E-1883-  8 

M, 1859, Mary  Brewer  Cooley, Palmer, Mass, dan. of  Merrick  &  Rebecca  (Moores) 

6  5  4  3  2  1 

Cooley Zadock. -David,  Sr  .-David,  Jr  .-Obadiah,Sr  .-Obadiah,  Jr  .-Benja¬ 


min. 


9  , 

1809. Sarah  Florence,  Tuttle.  (D.A.R .Record. )  c] 


JT 


,  8  7  6  5  4  3 

1314*  ' JAMES  A. KNAPP,  (Bradford  Field.  Ephraim.  Daniel.  Jonathan.  Nathaniel . 

2  1 
Aaron.  Aaron.) 

B. Sept. 8, 1834, Cumberland  Hill, R. I. 

D. 

M.Feb .21 ,1858 , Jane  E.Bardett. 

9 

1810.  Charles  A.,b.July  20, i860. m. Belle  H. Adams. 

9. 

1811 . Anna  E. ,b»Sept.l8, l862»m. Apr ,10, 1882, Charles  Brown. 

9 

1812.  Mabel  E. ,b. July  13, l867.m. Oct .3,1888, Charles  E .Metcalf . 


8  7  6  5  4  3  2 

1321.  WILLIAM  KNAPP,  (William  W.  Ephraim.  Daniel.  Jonathan.  Nathaniel.  Aaron 

1 

Aaron. ) 

B. 

D. 

M.  Ida  . 

9 

1813. Harold. 


°  7  6543 

1326.  EPHRAIM  MONROE  KNAPP,  (Edward  Day.  Ephraim.  Daniel.  Jonathan.  Nathan- 

2  1 

iel.  Aaron.  Aaron.) 

B.  1866. 

D;  X931*Attleboro,Mass . 


* 


. 


*» 


M*  Cora  Jenks,N. Attleboro, Mass. 
9 

1814 . Martha . 

9 

1815.  Maria  Isabelle. 

9 

1816. Eabel . 

9 

1817. Abby. 

9 

1818.  Lizzy . 

9 

181 9 . Edward  Stanley. 

9 

1820.  Ephraim. 

9 

1821 . Bessie  May. 

9 

1822.  Fanny  Emily. 


8 

1333.  ALBERT  DANIEL  KNAPP*  (Daniel  Field.  Charles.  Daniel.  Jonathan 

2  1 

iel,  Aaron.  Aaron.) 

B . June  12, 1842, Woonsocket  Falls, R. I. 


^  M • June  22,1871, Mattie  Beecher , Plymouth, Ohio. 

1823. Mabel  Alb er tine, b .July  23, 1872, Berea, Ohio. 

1824 • Clinton  Bee cham , b . No v . 23 , 18  74 , Medf or  d ,Ka  s  s . 

1825.  Mattie  Winnefred,b .Oct.9,l875,Monroeville,Ohio. 

9 

1826.  £1  the!  Mar jorie,b .Nov .2,1883 ,Oberlin,Ohio . 

1333. Albert  D. lived  at  Ware  and  Medford, Mass ., Berea,  Kontrosevill 
Oberlin,Ohio. 


1340.  xiiDWIN  B. KNAPP,  (Franklin  L.  Ira.  Ebenezer.  Daniel.  Nathaniel. 

Aaron. ) 

B , July  11,1848, Jasper, Steuben  Co,N.Y. 


M.Dec.ll,l871,Persis  A. White.  Lived  in  Waupaca, Wis. 

^  1827. Myrtle,  m.F .R .Constance, Waupaca  Co., Wis. 

1340. Edwin  was  long  a  "sawyer"  in  a  sawmill .Later  had  a  Department 
at  Waupaca, Wis .In  1854  he  moved  to  Elyria, Ohio. 


3 

.  Nathan- 


and 


2 

Aaron. 


Store 


- 

-  ' 

' 

- 


* 


-  •  •  -  :  .  *°  • 
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6  / 

13^9-  CHARLES  ELLIOTT  KNAPP,  (Elliott  Moses.  Eli.  Moses.  Moses .Nathaniel . 

2  1 
Aaron.  Aaron.) 

B.Jan.2,l884,Huntsburgh,0hio.  Lived  at  Chardon,Ohio, 

D*  SerB  Club, St. Petersburg, Pla. in  19lj.l, 

M. 1st, Edna  Richards, b. Nov. 15, 1886. d. Dec. 26, 1927. 

2nd, Pearl  Adella  Bickle, Dec  .6, 19.30, Chardon, Ohio. 

1828 .Grace  Ellen, b. June  30,1901].. 

Tfl^O.Hpnry  Elli ott ,b .May  26,1911 ,m. Dorothy  Parsons. 

-Clara  Mabel. b. Oct .8,1906. 

9  ♦ 

1831 . Evelyn  Elizabeth, b . July  1,1913. 

1832. -iverett  Elliott  ,b  July  1, 1913,  Char  don,  Ohio. 

1833 . Emma  Prances ,b .Dec .3,1915. 

I83I+ .Hugh  Charles, b.Mch.i-, 1925, Chardon, Ohio. 


135!.  is  KNAPP,  (i  L.  sLeon.  Joseph,  iph.  Bln3amin.  in.  in.) 
f  B. 1836, New  Portland, Maine. 

D. 


M.^lary  Burnes.  All  children  b.at  New  Portland. 

l835»Neva. 

9 

I836. Isaac. 

9 

1837* Jennie . 

9' 

1838. Rose  or  Ross. 


1352.  OWEN  KNAPP,  (j'ohn  L.  Simeon.  Joseph. 

B. 1837, New  Portland, Maine. 

D.He  was  a  soldier , killed  in  1888. 

M. Julia  Blackstone. 

9 

1839. Elvira. 

9 

l8i]_0.  John. 


k  3  2  1 

Joseph.  Benjamin.  Aaron.  Aaron.) 


8 

1353.  JOHN  KNAPP, 


,7  6  5 

(John  L.  Simeon.  Joseph. 


k 

Joseph. 


3 

Benjamin. 


2 

Aaron. 


1 

Aaron. ) 


■ 


>-m 


■ 


- 
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B.  1839,  New  Portland, Maine . 

D. 

1-I.Mary  Viles. 

.  9 

F  l^jl.Allie,  b .Flagstaff , Somerset  Co., Maine. 


O 

1369.  FREDERICK  BERNARD  KNAPP.  (sLeon  C.  Simeon.  Joseph.  Joseph.  Benjamin. 

Aaron.  Aaron. ) 

B. June  7,1855, Blanchard, Maine.  Franklin  Co. 

D. 

M. ^Isabelle  H.Blanchard,b . Jan.4,l855.  All  children  b.at  Blanchard. 

1 8ij.2 •Herbert  Emmons  .b  .  July  28,l8?8.d.Apr  .16,1 922. m. Sarah  Delano  Kimball. 

1 843. Chris tabel,b .May  16, l880.rn.Dec. 24,1898, Arthur  Dutton. 

1844. ./mifred,b. Dec. 4, 1833, m. Sept. 18, 1907, Robert  Marion  Davidson  who  d.Dec.6, 

1915. 

9 

1845 •Vernon  or  Vinson  Albert, b .June  21,l890.m. Jan. 1,1915, Avis  May  Clark. 

^1846. Emma  Margaret, b .Dec. 25,1891  .m.Apr .2,l909,Charles  Elbridge  G-errish. 
l847.Mellie  Bly ,b .npr .2,1894. m. Jan. 6, 1912, Ernest  Elisco(or  Slice?)  Thomas. 

8 

1372.  CARROLL  SUMNER  KNAPP,  (sLeon  C.  Simeon.  Joseph.  Joseph.  Benjamin. 

Aaron.  Aaron.) 

B. Dec. 19, 1859, Blanchard, Maine . 

D. 

Aug. 1,1885. (or  Sept . ? ) ,Maribel  Clarke.b. Jan. 18, 1862, dau. of  George  P.&  Su- 
9San  c* Clarke.  She  was  living  in  Gloucester , Mass . 

181p8 .Raymond  Adelbert.b. Sept.  16,1887.  A  Lieut. in  the  U.S.Army. 

181i9.haybeth  Clarke, b .Dee. 6,1893 .  A  teacher  in  the  Gloucester , Mass .high  School. 

8 

1378.  CHARLES  BURTON  KNAPP,  (Archibald  L.  Charles.  Joseph.  Joseph.  Benjamin. 

Aaron.  Aaron.) 

B.  May  4,l850,Dixf ield, Maine . 

D. 

M.  Lucinda  O^illen.  /9H. 


,  - 


iV  to 


*  .  . 
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18^0. Hannibal  wlj^b  .1888, Livermore, Maine  .  S-noS- 

_  .  .  .  /  ,  -r  /  / 

1851  .B'i All  en ,  b  { 1 8 96 ,  E  .Livermore , Maine  zv-z^ci^i^^ 


► 


8 

1382.  L. BARTLETT  (or  BARTLEY)  KNAPP, 


7  654 

(Charles  Sewell.  Charles.  Joseph.  Jcseo 
3  2  1 

Benjamin.  Aaron.  Aaron.) 


B .1362, Leeds , Me .Moved  to  Wis.  A  locomotive  engineer  there. 

D. 


K.  Eva  Eldridge. 

9 

1 852 .  E  the  1 ,  b .  1 8  93 ,  Wi  s . 


o  8  7  6 

13o3.  RALPH  L. KNAPP,  (Charles  Sewell.  Charles. 

2  1 
Aaron.  Aaron.) 

B .1864, Leeds, Maine . 


5  4  3 

Joseph.  Joseph.  Benjamin. 


M .1st, Dec .  19 ,  188Ll, Nettie  M .Lindsey . 

2nd,  Cct. 9,1891, Eva  J.Carville . (or  Etta  Corville 

3 I’d,  Minerva  or  Minnie  Hamlin. 

9 

1853* Gay,  b.1885.  d,190ii.. 

9 

185)+. Ada  C.,b.l892. 

9 

1855.  Lulu  C.,b.l893. 

9 

1856 . Albert  C.,b.l896.  m. Lillian  E. Jamison. 


'i 

i 


8 

1388.  HIRAM  L. PRESTON  KNAPP, 


B.Sept.l6,l8ijli.. 


(Benjamin  Franlclin  Eastms.n.  Johne  Josenh.  Josenh 
3  .  2  1 

Benjamin.  Aaron.  Aaron.) 


D. 


M .Apr . 2 , 1 8 67 , El I zab e th  Gilb er t ,b . July  10 ,18^0 . d .Mch .6,1910. 

1857  »Ralpn_  C » ,b  .Dec  .8 .1869.  m.Cora  Morrell. 

9 

)  1858. J|lter_Ferdinand,b. Oct.  15, 1872. d.  1906. m.P.osamond  Guilford. 

1859. Mary  Frances,b .Nov. 20,1876. m'tbSles  H^astings'.^fad^arriet 
Edward. 


Elizabeth  and 


' 


► 


8  *  7  6  1°4 

1389.  JOHN  EXMAN  KNAPP,  (Benjamin  Franklin  Eastman,  John.  Joseph.  Joseph, 

3  2  1 

Benjamin.  Aaron.  Aaron.) 

B. Nov. 12, 10^6. 

D. Apr. 27, 1914. 


N. June,  1885, Isabelle  Kennedy ,b. June  1 7 , 1 8 Sip . 

l860.Rowine  Beatrice, b. Nov. 11,1887, Presque  Isle, Maine. ic. _ 

1861  ,C_off rey  Bliss  Andreen.b.June  29, l889.m. Elizabeth  Broun. 


Shor tier . 


‘  8  7  ■  6  ^  1 

1391.  IVORY  B .KNAPP,  (Benjamin  Franklin  Eastman.  John.  Joseob.  Joseph. 

3  2  1  ‘ 

Benjamin.  Aaron.  Aaron.) 

B.June  lli.,  185~0. 

D.Hch.18,1906. 

M.  Laura  Tracy. 

9 

l862.Elwell,  of  Easton, Maine. 


P 


Q  7  ^  y 

1393.  FRANK  STANLEY  KNAPP,  (Benjamin  Franklin  Eastman.  John,  Jose"*  Jo sen- 

3  '  2  1  * 

Benjamin.  Aaron.  Aaron. ) 

B.Meh.5,1859. 

D.Mch.16,1917. 

M.  Caroline  Ames,  (or  Annes?} 

9 

1863.  Rhee  Hansie,  m. George  Hurd  and  Albert  Lewis. 

1861).. Ray  Smith, an  adopted  child. 


H|08.  ALBERT  MiKNAPP,  (Horace.  Elijah.  Joseph.  Joseph.  Benjamin.  Aar on. Aar o 
B .  Oc  t . ilj. ,  1842 , Li  tchfield , Maine .  Gnu 

D. 


eLn..r.  UTb**-  .  . 

M.  1865, Kittle  Crane  . 

9 

1865.  George.//. 


g  7  6  -3 

1409.  HORACE  GREELEY  KNAPP,  (Horace.  Elijah.  Joseph.  ^Jo  Sfp^i  .^Sron .  Aaron.) 

B  .Dec  .13 ,1843  ,Litchfield,Kaine . 


D .  j.  —  4f?A»-3i  -flzf'  . 


v-o-yb 


. 
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M. Nov. 7, 1865, Mary  A.Miner,Drighton,Wis.b.Aug.l7,l845>-“‘w  ‘ 

9  d  &/I.*  t>,  /'A*  t-i— yv 

1866 .Minnie  May ,b.l8oo.m. Jan. 3 ,1891 , Sill i s  S  .Rowe , Chicago, Ill . 

|  1867. Carrie  M. ,b. July^  18, 1868. m. May  20,1891 , Charles  H. Simmons, Chicago, Ill . 

■  l868.^io-B^'^^^i8j0.m.Auga6,l895,Dr.J.p;s&Ji^Xchl^o,ni  !  ."M  Z 

140 9. Horace  G.was  a  dentist  at  Dubuque, Iowa. 


141S.  HARRY  PUTNAM  KMAPP,  (Joel.  Elijah.  Joseph.  Joseph.  Benjamin.  Aaron, 
■  Aaron.) 


B.Kch.19,1872. 


(See  History  of  Lowell , Mass . ) 


D. 

M. Nov. 19, 1901, Helen  Maude  Courtney, Brooklyn, N.Y.dau. of  Jesse  &  Helen  C. 

(Dyer)  Courtney, of  England. 

9 

1869.  Donald  Courtney, 

9 

1870.  Harry  Putnam, Jr. 


i 


8 

1^32.  RICHARD  B. KNAPP, 
B .1858, Leeds , Maine . 


(Ear-1 . 


6 

Stephen, 


5 


Joseph. 


_4  3  2  1 

ocseph.  Benjamin.  Aaron.  Aaron, 


D. 

M,  Viola  Howland. 

9 

1871 . Lei an  P . ,b . l879,Weld,Maine , 

9 

1872.  Cna  M. ,b .1886, Wilt on, Maine • 

9 

1873. M *Cla,  b.1887 » Wilton, Maine . 

9 

1874.  Richard  B. Jr.b.l895,Wilton,Maine. 


1445.  WILLIS  A .KNAPP,  (Woodbury  S.  Peletiah.  Elijah.  J 


2  1 
Aaron.  Aaron. ) 


4  3 

X/pO^.  Joseph.  Benjamin. 


B . Jan .24, 1856, N .Leeds , Maine . 

D. 

M.  Gussie  Carver . ^J^AC*****,  * 


1875. Maud  L.,b. Sept. 13, 1881. 


- 


' 


. 


— . — ■  -••*=» 


1472.  CHARLES  E. KNAPP,  (George  V/hitefield.  Edward.  Edward.  Edward 

3  2  1 

Ebenezer.  Aaron.  Aaron.) 
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B.Peb. 10, 1852, Dighton, Mass.  A  jeweler  at  Attleboro,Mass . 

D. 

M. June  28,1671 jGeorgi anna  F. Gross, N.Attleboro,Mass .b . Jan. 31,1852, dau. of 
Samuel  A.&  Ellaline  (Phillips)  Gross. 


l876.S_^nuel  Alden,b.Mch.l3,l872.m.Mary  L.G. Corey. 

1877.  Mary  W. ,b , June  19,1881 , N. At tleboro, Mas s.d. Sept ,12,1896. 

1878.  Edward  V/.  ,b .  June  3, 1837, N, Attleboro. 


8  7  6  d  1 

llj-83.  LLOYD  AUSTIN  KNAPP,  (Lloyd  Collins.  Edward.  Edward.  Edward.  Ebenezer. 

Aaron.  Aaron.) 


I 


B.Lay  23,l8i|l|-,Tonica,Ill.  Removed  to  Dover , Kansas . 

D. Feb. 18,1895, Dover ,  Kansas. 

M. Feb. 11, 1866, Fannie  Vining,b . June  27,1855. d.Dec. 27, 1930,Dover, Kan. , dau. of 
&  Miranda  (Cody)  Vining.  Fanny's  father  died  when  she  was 


baby, at  sea, on  a  trip  around  Cape  Horn, on  his  way  to  Calif. in  the  1859 
gold  rush.  Her  mother  was  a  distant  relative  of  William  F .Cody, "Buffalo 


Bill". 


1879. Willard  Austin, b. Dec. ,1866. d. Sept. ,1868. 

i860. Cora  Augusta, b .Dec .25, 1868, Dover ,m. George  J.Appleton.Had  (l)Eva  K. ,m,Fred 


J. Couch, Newton, Kan. and  have  Hazsl  &  Charles. (2)Roy,m.Ruth  Firestone .Has 
3  sons,l  dau. Lives  at  Alma, Kan. and  is  Treas.of  Wabaunsee  Co . (3 ) Dorothy, 
m. William  Firestone, of  Wakarusa,Kan,a  bank  employee- several  children,  (5) 


Blanche , d. aged  2  yrs. 


ie8l*S|ward__Lloxd,b. Nov. 1, 1870 .m. Stella  M. Randall. 

1882. Eva  Dor a ,b .Nov . 1 , 18  73  *  Dover ,m . John  S.Logan,of  Eskridge , Kan. Had (1 )Austin,m 


Verna-~— ‘  ^2) William, m.Cairanelia  Bousenbark.  (3 Esther ,m. _ Moran.  (5)Flo- 


rence,m.Dr .Theron  Hunter .Divorced  and  m.2nd  _ _Thomp son, Chicago . (5) Chas 


I  \ 

;  \ 


JL 


Alden,m. Edith  Swank. Is  an  Engineer  in  research  work, Kansas  State  Agricul; 
tural  College. (6)Doris,m. Charles  Cassen,a  contractor  ans  builder , Topeka, 
Kan. (7)Fanny. (8)Richard,b. 1915.  John  S. Logan  d.ca.1929. 

M — m-nm  immi.  ■■  _ _ _ _ 


■ 


-- 

' 

- 
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l883»Sarah  Alice#4b.Sept.22,l875»m»Ernost  E .Mines , Miami ,Fla. Have  Chester  and 


Marshall . 


1884. Albert  Alden.b .Dec. 13 ,l88l .  m.Pink  Paxton. 


8  7  Ccb'b  6  5  4  3 

llj.88.  COLLINS  EUGENE  KNAPP,  (LLoyd  Goiirims «  Edward.  Edward.  Edward,  Ebenezer 

2  1 
Aaron.  Aaron. ) 


B.Nov. 1,1863, Toni ca, Illinois. 

Oli  flfincif? 

K.Dec  .21).,  18  90,  Mary  Elizabeth  Donaway  ,b  .May  lip,  1865,  Farm  Ridge  Tp., LaSalle 
Co. ,111 »d, June  10, 1933# Ottawa, Ill. ,dau. of  J. Newton  &  Martha  (Doolittle) 
Dunaway.  She  was  a  Presbyterian,  Regent  of  the  Illinois  Chapter ,D. A .R . 
Charter  Member  Ottawa  Womans  Club, and  a  descendant  from  Lieut .Solomon 


Doolittle , Revolutionary  Soldier. 

9  £. 

1885. -Ciara  Margaret,  (or  Elsie  ?Margaret  )b  .May  31, 1892.  pf.d.  Aug.  15, 1895,  Toni  ca,  Jl* 

9  * 

1886.  Lloyd  ucnaway.b  .Dec  .1,1894*™.  Margaret  Lander, 

9 

1887.  Ruth  Isabelle ,b. Sept. 3, 1898, Tonica.m. Nov. 28, 1929, Vivian  Alfred  Stratton, 


of Salem, Oregon, at  Seattle, Wash. 

1488. Collins  E.was  Supervisor  of  Vermillion  Tp . ,L#  Salle  Co. Ill. for  12  yrs. 


8  76  5L3 

I489.  ALEXANDER  JONES  KNAPP,  (Alvin  G.  Edward.  Edward.  Edward.  Ebenezer 

2  1 
Aaron.  Aaron.) 


B « Aug. 3, 1845* Memphis ,Tenn/ 

D. 

M. Feb .20,1865, Julia  C .Roger ,b .May  18, 1849. d. Sept .20,1883 . 


2nd,  Lucy  Diesee,of  Ohio. 

9 

1888 . Mary  Roger, b. Sept. 21, l8?2. 

9 

188 9.  Edward  Sherman,b .Feb .23,l877,Memphis,Term. 

1890.  Burke, b. Aug. 26, I878. 


-  II 

I  •!) 


rf'l 

4 


;  :  • ; 
f 


8  7  Q  6  $  e; 

1493.  GEORGE  STAMFORD  KNAPP,  (Alvin  G.  Edward.  Edward. 

2  1 
Aaron.  Aaron.) 


4  3 

Edward.  Ebenezer. 


i  I!" 

1 


< 

it 


•  -  -  ' 


- 


>  .....  -  !  '  C 

V  i  '  . 


. 


-  4-  -  •  *  •. 


B  .  Ajig .  2?  , 1852  ,Memphi  s ,  Tenn . 

D. 


K.Mch. 10, 1877, Kate  Agnes  Crawley, of  Memphis, b .May  2,l858. 
iW.  9 

1891 .2 ose  E.,b.Dec.26,l877 ,  Memphis ,Tenn. 

9 

1892. Florence  M.,b.June  12, 1882, Memphis . 

9 

1893 • Jul ia  C.,b .Jan. 2 7, 1885, Memphis . 

9 

1894 • Alvin  J . ,b . June  27,1889, Memphis. 


8  7  6  5 

1508 »  GnORGn  W. KNAPP,  (William  T.  Freeman.  Philip. 

1 

Aaron. ) 

B.July  27,l856,Seekohk,R .1 . 


4  3 

George.  Samuel. 


2 

Samuel  • 


D. 

M.May  30, 1885, aged  29, Frances 
9 

1895. Edna  F. ,b .Aug. 4,1886 . 


C . Gulliver , aged  25  or  30  yr s  * 


l5ll.  HENRY  OTIS  KNAPP,  (Otis  H.  Freeman.  Philip.  George.  Samuel.  Samuel. 

Aaron. ) 

B .June  17,1862. 

D. 

M.  Bernice  J. 

9 

1896. Fred  H. ,b .Jan. 28,1888. 


Samuel.  Samuel.  Aaron.) 

B.Mch.23,1836. 

D. 

M. Aug. 14, 1862, Barbara  Sutherland  Anderson, b .Oct .26,1836. d. July  9,1914.. 

y  0  'r 

1897.  Harrie  t;b.Jko  12,l869.d.  1944A5.Masillon,0hio.m.„ _ Merwin. 

g  7  6 

1538.  GEORGE  ALEXIS  KNAPP,  (Peter  Kumble.  Shepherd  James.  Jonathan.  Jonathan. 

^3  2  1 
Samuel.  Samuel.  Aaron.) 


.  -  ■  , 


P  t 

■ 

■A  -  .«  1 

*  ■ 


■  „ 


—  •  ■  *  •  -  -  •  - 


B.Nov.lTjlGI+Qj^V^.Bapt  .Feb  .8  ,l81p9,Brick  Presbyterian  Church, Few  York  City. 
D. Jan. 6, 1900 , Orange town, N ,Y.  GR . 

M.  Jean  (or  Jennie)  H. Brandt, b.ca.  1852. d.Hch. 20. 1928, Piermont ,N.Y. 

P-erha pe-he  -m^nd^Kath^Mne,  £LrHari-ng7b 8v? ~G-R  -t?—  I 
9 

1898.  Amelia  Baker, age  6, census  of  1880 .m.Wgsley  A.Kipp,Tapoan,N.Y. 

9 

1899.  Kate, age  Ip ,  census  of  l880.Not  in  census  of  1892. 

9 

1900 . George  Alexis,  Jr.  ,age  3icensus  of  1880  -  15, census  of  1892 .m. Katherine  K. 

Baring. 

9 

1901.  Laura  Theressa,age  5»census  of  l892,Tappan,N.Y.m.May  8, 1908, George  Henry 

Telfer, Piermont, N.Y., age  25» son  of  George  &  Janet  (Waddell)  'Telfer. 

1536 .Geo .A .lived  in  Rockland  Go.N.Y.In  1379  he  was  Treas.of  Piedmont  Rowin 
ing  Asso.  In  l88l,Treas .of  Rockland  Council  of  American  Legion  of  Honor. 


8  7  0  6  5  k 

15^2.  ALFRED  S. KNAPP,  (Peter  Kumble.  Shepherd  James,  Jonathan.  Jonathan. 

3  2  1 

Samuel.  Samuel.  Aaron. ) 

&  B. 

D. Oct. 19, 1910. 

K.  Maude  _ _ _.d.l908. 

9 

1902.  Alfred  A. 

9 

1903 . Beatrice . 

9 

1 90 k . Lawr  enc  e . 

9 

1905. Shepherd. 


8  7  6  5  k 

I5k5»  SHEPHERD  KNAPP,  (Gideon  Lee.  Shepherd  James.  Jonathan.  Jonathan. 

3  2  1 

Samuel.  Samuel.  Aaron.) 

B. Jan.23,l8k7»Kew  York,N.Y. 

D. Apr .18, 1902, New  York.  Buried  in  Woodlawn  Cemetery, Brooklyn, N.Y . 

M. Oct.  11, 1870, Emma  Benedict, by  Rev. Gardiner  Spring, D. D.  ,b. Nov. 2l(.,l81p7«d. 
Mch .18,1907, dau . of  Jesse  Wheeler  &  Frances  Ann  (Coleman)  Benedict .  Jesse 

was  a  prominent  lawyer  in  New  York. Her  letters  and  reminiscences  werp 

s  ♦ 

•  published  by  her  children  in  1910  under  the  title  "Hie  Habitat  Felicita 

A 


% 

■ 

■ 
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9 

1906. Jessie  Benedict, b .Aug. 31, 18?1 .Bapt .Jan. 21, 1872, by  Dr .Spring. d. July  12, 

1872. 

9 

0  907  •  shepherd, b  .oept.8,l873j  Now  York .  d  .Jan  .11 , 191+6 ,  Worcester  ,Mass  .Never  narri^c 

ried.He  was  grandson  of  Rev. Gardner , Spring, founder  of  the  Brick  Presby¬ 
terian  Church. Graduated  from  Columbia  with  degree  of  A.B.in  18  91;.  .From 
lale  in  1897  with  degree  of  B.D.and  from  New  York  University  in  1912 
with  degree  of  D.D.  After  four  years  as  pastor  of  the  First  Congregate: 
tional  Church  at  Southington, Conn. , he  served  as  Assistant  at  the  Brick 
Church  from  1901  to  1908.Was  pastor  of  Central  Congregational  Church, 
Worcester , Mass .from  1908  to  1936  when  he  resigned  and  devoted  himself  tc 
writing. His  book,  "The  Liberated  Bible"was  published  in  191+1. Earlier  ///: 
works  included, "History  of  the  Brick  Presbyterian  Church", "On  the  Edge  c 
of  the  Storm"and  "Old  Joe  and  other  Vesper  Stories". In  1917  he  was  a 
Y.M.C .A. Secretary  in  France. He  was  a  Trustee  of  Memorial  Hospital  and 
the  Worcester  Art  Museum. He  left  two  sisters, Mrs .Wilson  K. Powell  and 
^  Mrs  Geo. A .Vondermuhl  and  a  foster  son, Major  Neil  W.Hallcyard,  Washington. 

He  was  also  connected  with  the  'Worcester  Polytechnic  Institute , Worcester 
Public  Library , Member  American  Antiquarian  Society,  Phi  Beta  Kappa, Al- 
phaDelta  Phi.  Club  member. 

^9 

1908.  Elsie, b. Sept. 12, 1878. Graduate  of  Brearley  School, N.Y.m. Oct .23, 1902, Wilson 

Marcey  Powell, Jr . (now  deceased), a  lawyer  in  New  York. Ead(l)Wilson  Marcy. 
Jr .b .July  18,1903 .m.Fredrika  Richardson. Have  3  children. (2) Sarah  Hooper, 
b. Oct. 9, 1906. m. Prescott  Butler  Huntington, lawyer, have  5  children.(3)El- 
^sieKnapp,b. Apr. 3, 1909. Single  in  191+1+. Teacher  of  Music. 

1909. Kenneth,b.Ang. 26, 1881. d.Oct. 9,1882.  Bapt. Jan. 16, 1882. 

1 910.  Kate  Louise ,b  .I'iCh. ^,6 , 180 7 .Bap t  •  June  ^,1887, New  York .m.l 911 , George  Albert^ 

Vondermuhl, of  Swiss  descent, dealer  in  Knit  goods. He  b .1883 .Had (1 ! 

^  George  Albert  ,b  .Aug.  ll+,  1912.  Princeton  University  .Single  in  191+1:-.  (2 )Kate 

Louise,  b.  Oct.  31, 1915  ♦^•Edward.  Kingsland  Van  ’Winkle,  Jr  .Assist. Rector 
Grace  Episcopal  Church, Providence .Rector  St. Luke's  Episcopal  Church, Wor-i 
eester.  (3)Valeria,b.Mch. 30, 1918. Single  in  191+1+. 


J 


. 


■ 


1545. Shepherd  was  a  stock  broker  with  a  scat  on  the  N.Y. Exchange .Lived 
at  102  E.36th  St.  and  266  Lexington  Ave. 

8  7  6  < 

1546.  i^D.vARD  SPRING  KNAPP,  ,  Gideon  Lee.  Shepherd  James.  Jonathan. 

4  3  2  1 

Jonathan.  Samuel.  Samuel.  Aaron.) 

B.May  10,1 852, New  York. 


D.Hch, 25,18 95*New  York. 

K. Dec .10 ,1878 , Margaret  Ireland  Lawrence 
9 

1911 .2d.:ard  Snrinc: ,  Jr  .b  .Sept  .10.1879. d  .Apr  .5.1  0);  0  .m  i  ^  Emily  Koran  and 

Dorothee  Diblee. 


9 

191 2.  Thomas  Patten. b .Oct .23 .1886. d.Kav  31 ,1936 .m .Jessie  Lorene  Danes. 

9 

1 913 . Kargar e t  Augus ta, b. Feb. 20, 1893. d. Feb.  12,1 92k «m.  1920, Dr  .Lee  H. Ferguson. Kad 

Jane  Lawrence, b .Feb. 15,1921. m. 1942, Herbert  Fairfax  Harvey. 


I 


o  7  6  5 

j-5  h9.  HARRY  KEARSARGE  KNAPP,  (Gideon  Lee.  Shepherd  Janies.  Jonathan. 

3  2  1 

Samuel.  Samuel.  Aaron.) 

B. Sept. 25, l864.Bapt. May, 1865, at  The  Brick  Church. 

D. Jan. 31, 1926, New  York. 


4  n. 
Jonatha 


M. Nov. 1886, Caroline  M . Burr, d. Apr .1928, only  dau.of  Andrew  Burr, who  d.Mch.l, 

1899  and  his  wife, Ida  Vandervort. 

9 

1914.  Andrew  Elliott, b .Nov. 1 ,1887.  d.Feb .19,1891 . 

9 

1915.  Gideon  Lee, b .Oct .22,1888.  d.July  23,1889. 

9 

1 93.6  .HarryEKearsar^Jr .  ,b .  S  ep  t .  1C ,  18  90  .Bap  t .  Apr .  1 7, 18  92 .  d .  De  c .  1 7 , 1 943  .m  .Pho  e- 

be  Ketchum  Thorne  and  Elizabeth  Marshall  Mann. 

9 

1917.  Theodore  J,b .Aug. 19, 1892. Not  married  in  194b.. 

9 

1918.  Caroline  Burr ,b.Cct. 8, 1897, Eayshore, Long  Island. m. June  7, 1919, Charles 

Kintzing  Post, of  the  U.S .Navy .Divorced.  He  b .Jan. 11, 1897, N.Y. Graduate 
of  the  U.S. Naval  Academyl 918, Class  of  1919. Served  with  6th  Battle  Squad¬ 
ron, British  Grand  Fleet.  Son  of  V/aldron  Kintzing  Post. 

1549. Harry  K. graduated  from  the  U.S. Naval  Academy  1m  1879. With  6th  Battle 
Squadron  British  Grand  Fleet  in  World  War  I. 


* 


. 

. 

. 


n  »  »  1  !rt  l  pit  W  rr  \JL  I . ,, f — — -  — - 

;  there  definite  objectives,  or  are  we  Qet$  IVorfc!  Cotincil  Post 

<  going  to  organize  and  then  search 
j  for  objectives?" 

Teiis  Objectives 

Joseph  Murphy,  chairman  of  the 

<  meeting- and  head  of  the  committee 
appointed  last  spring  to  study ! 
formation  of  the  council,  replied 
that  the  committee  had  drawn  up 
a  list  of  ‘'suggested"  projects,  such 
as:  Study  of  "what  is  wrong  in 
our  city”  and  clean-up  projects; 

■  discussion  of  issues  and  principles! 

,  in  public  forums;  enlightenment 
‘upon  present  marriage  and  divorce 
laws  and  practices  in  our  com- 
♦munity:  possible  unification  of  j 
i church  budget  solicitations  and  use 
-of  suitable  publicity  m  such  con-j 
■Snections,  and  arranging  for  ap-j 
■:  propriate  means  of  informing  vot-r 
'ers  upon  the  qualifications  of  can-] 

|didates  for  iocal  offices,  without 
i|lein*  of  politics,  rare,  color  or; 

1 creed. 

I  hollowing  the  dinner,  Dr.  For- 
^ rest  Knapp  of  Chicago,  leader  of 
,  the  International  Council  .  of  Re- 
iligious  Education,  explained  what 
‘has  been  done  in  other  cities  in  the 
'way  of  church  councils  and  listed 
f  several  reasons  both  for  and; 

|  against  the  formation  cf  such  an  > 

|  organization. 

?  "There  is  a  need  for  co-operation  j 
•  of  Protestant  churches,”  he  said.( 
t"and  there  is  a  growing  spirit  and' 

;  a  growth  of  inter-denominational) 
activities  in  the  United  States." 

Discusses  Objections  , 

Against  the  council,  he  said  the 
ij theological  differences,  in  many  in- 
.fnances.  are  too  great  to  form  such 

ran  organization  and  that  the  coun-  . 

|  ril  niay  try  to  speak  for  all  people  associate  minister  since  1929  or  the 

of  all  denominations.  Madison  Avenue  Presbyterian 

-On  the  other  hand.”  he  con-  Church,  at  Seventy-third  Street, 
tinued,  “the  council  can  symbolize  „jven  Up  j,js  p0St  there  and  ac- 
|  and  cultivate  a  great  Christian  fel- 

’  »  •—  —  ’  non  Violn  2.  f3“' 

h  the  sep-relary  of  the  World  Council  of 
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For  Christian  Education 


■fixity.  . 


1 
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The  Kev.  Dr.  Philip  C.  Jones 

Blackstone 


The  Rev.  Dr.  Philip  Ccwell  Jones, 


s -  .  :  ,  ~  ,  fa  cepted  a  position  as  associate  sec- 

|  lowship  and  can  help  create  a  fa-v  n  n 

|  vorable  ‘climate1  in  which  tfc~  c 

t  _  j  *0  ti-nrl:  " 


\  arate  churches  can  work. 


Christian  Education,  156  Fifth  Ave- 


|  Whether  such  a  council  will  benue_  jones  was  m  charge  of 

i  formed  in  Peoria  depends  on  ^^®christian  education  at  the  Madi- 


?  attitude  of  the  various  Protestant 
churches  to  the  idea,  Mr.  MurphySon  Avenue  Church 
I  said.  The  meeting  of 

Formation  of  a  council  of  Protestant  churches  in  Peoria  wasil  ext  month  will  effect  a  w 


delegates  Among  his  new  responsibilities 
working01'-  Jones  will  assist  in  prepara- 
the  finaltions  for  the  next  World  Conven- 


last  ni’-ht  at  a  mass  meeting  of  150  ministers  and,  organization.  on  which  —  — -  ,.  _ _ _ 

church  people  in  First  Method, st  church_  How  such  organizations  formation  of  the  councU  August,  ‘1950. 

work  in  other  cities  was  explained  by  Dr.  Forrest  Knapp  of  Chi-  based,  be  s<ud.  Dr.  C.  u  1 Uarpen  .  „r_or,i 

center.  above.  «  >cSP,  ,C= „P^«  ° ^ 

at  the  right,  uou  c  lUixn,  w^  p^ommittee  to  drawday  he  expected  5,000  delegates 

un  a  slate  of  officers  for  the  pro-from  seventy-five  countries  would 
1  .  _ attend. 


Joseph  Murphy,  chairman  of  the  meeting,  is 
nal-Transeript  Plioto.J  y  j 


de 

Discuss  Plan  Of  S 

•  1  prea 

Church  Council  £ 


,  Ai;„c;  c°n=iderable  voting,  it  w  *  d  council. 
decided  to  hold  a  conference  A. 
delegates  from  each  Protestant 
church  January  26,  at  which  time  a 
constitution  will  be  drawn  up  and 
presented  to  the  boards  of  the  vari¬ 
ous  churches  for  approval.  Copies  * 
the  tentative  constitution  read; 
before  the  meeting  last  night  will 
•  »  ]be  sent  to  the  churches  so  mem- 
"  "  A  '  hers  may  learn  of  the  aims  and 

Meeting  Called  For  Defeat  Action  To  Defer 

I  ei  11 11 U  P V  2fi  A  motion  to  defer  action  on 

ddllUQi  j  formation  of  the  council  until  a 

*  majority  of  Peoria's  Protestant 

One  of  the.  purposes  rf  vv“  nm- churches  agree  to  such  an  organ- 

posed  Peoria  Council  {  'churches  iz^io"  was  voted  do)Yn- 
*  nrm  :-atinr  t»v-  -.  01  .  .  K„_,  Explaining  his  motion,  the  Rev. 
an  <>rgpin  atinr,  t  t  would  bancM  c  M&ietta  pastor  of  Bethei 

v.ier  the  Protestant  denom.  a  presdyterjan  church,  maintained 
s  of  the  city,  vioud  1  that  should  the  Peoria  Council  of  I 
-  _wnat  is  wrong  wit  '  churches  be  formed  with  but  10^ 
city'  and  put  into  effect  clean-U!or  ig  churchcs 

as  members,  it 

projects.'  ’  could  not  rightly  be  called  the 

This  was  brought  out  last  nigh"peorja  council  of  Churches”  be¬ 
at  a  mass  meeting  of  150  miniscause  it  would  not  represent  a  ma-; 
tors  and  church  people  in  Eirsjority  of  the  church  groups  in  the 
Methodist  Episcopal  church  acity.  I 

which  the  proposed  organizatio  Mid-way  in  tile  meeting  the  Rev.  j 
was  discussed  and  initial  plans  laij  p.  Rosenmrgy,  new  pastor  of, 
for  its  formation.  First  Methodist  church,  raised  a! 

•  -  pertinent  question  when  he  asked/ 

-- b*— 


P.p-pti' 

tions 

"study 
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1566.  FOREST  LAMAR  KNAPP,  (Melvin  Smith.  Fordycc  Melvin. Jonathan.  Jonathan. 

Samuel.  Samuel.  Aaron.) 

B. Dec. 12,1399, Rio  Grande  Co. , Colorado. 

D. 

M . June  30, 1928, Helen  Florence  Klein. 

9 

1919. Burt  Lovell. 

1566. Forest  L.vas  head  of  World's  Sunday  School  Asso.in  New  York, Sep t.l,££ 
!939.  B.S.from  S.E. Colorado  State  College, 1921.  B.S. from  Yale  in  192ii.  ?h.D.,  ' 
1927. Assist. Pastor, United  Church, Bridgeport, Conn. 1924/27.  Member  of  many  relig. 
ious, Educational, research  and  professional  societies.A  Congergationalist ,  auth- 
°r,  editor  and  fraternity  member . “While  finishing  his  course  at  Yale, he  acted 
as  Assistant  under  Rev.WilliamHorace  Day,pastor  of  the  United  Congregational 
Church, Bridgeport , Conn. " "we  regret  his  loss  but  congratulate  the  Federated 
Churches  of  Cleveland, Ohio, that  they  have  gained  so  able  an  Assistant  to  help 
carry  on  their  work." 


l5B^1795!  KKAFFf  (Benjamin.  Moses.  Job.  Job. Seth.  sLuel,  Aaron. ) 


D.July  30, 1840, Douglas, Mass. 


t 


U 


M. Sarah  Balcom, (Bolcome ), Dec .3,1817, Douglas .She  b . 1 794. d. 1866. 

Wttifa 920. Betsey,  m.Dec .3, 1835, Samuel  William  Heath. 

1921. Sarah  Ann,b.l323,d.l897.m.lS43, Samuel  Pike  Lovitt.  Jr.b.l824.d.lS90.IIad 

9Mary  Elizabeth.&  Samuel, Jr.b. 1852. d.l890.m. 1880, Ellen  Maria  Brown,b.l85C 

1922.Laura  ///,m. George  (or  Maury)  Prentice, Jan. 25,  18IlL).. Douglas 


1580 

B. 

D. 

M. 


.  ELL 


•ER  W.KHAPP,  (Fayette  Warren.  Asaph.  <|rus.  Job.  slth.  sLuel.  Aaron) 


1923.  Asa 

9 

1924.  Basil. 
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CHURCH  EFFORT 
HERE  TONIGHT 

National  Leader  to 
Explain  Plan  to 
Peoria  n 


Explains  Council 
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Achieving  united  Protestantism 
|  in  Peoria  by  organizing  a  local  { 
Council  of  Churches  will  be  dis  > 
cussed  tonight  by  ministers  and 
laymen  of  the  city  at  a  6:30  dinner! 
meeting  in  First  Methodist  Epis¬ 
copal  church.  Perry  avenue  and  f 
Hamilton  boulevard.  The  meeting 
|  will  start  at  7:15. 

!  Guest  speaker  will  be  Dr.  Forrest 
L.  Knapp  of  Chicago,  field  admin¬ 
istrator  of  the  International  Coun- 
1  cil  of  Religious  Education,  who  wall 
describe  the  plan  as  it  works  in 
other  cities. 

Dr.  Knapp,  an  outstanding  au¬ 
thority  on  church  leadership,  was 
head  of  the  international  conven¬ 
tion  on  Christian  education  held 
last  summer  at  Columbus.  O..  when 
3  500  church  workers  of  the  United 
States  and  Canada,  studied  "The 
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Pr.  Forrest  L.  Knapp,  field  ad- 
.laior  nf  the  International 
mmoil  of  Religious  Education,  will 
;  vplain  the  possibilities  of  a  Peoria 
^ouneil  of  Churches  for  united 
“rotestantism  here  at  a  city-wide 
‘tinner  meeting  of  pastors  and  lay¬ 
men  tonight  at  First  Methodisl 
Episcopal  church 


.Christian  Challenge  to  the  Modern 
World” 

Heads  Leader  Training 

Son  of  Colorado  homesteaders, 
he  studied  to  be  an  electrical  engi¬ 
neer,  then  transferred  to  the  min¬ 
istry  and  took  his  B.D.  and  Ph.D. 
1  degrees  at  Yale,  serving  as  assist¬ 
ant.  pastor  of  the  United  church  at 
Bridgeport.  Conn.  In  1927-8  he  was 
superintendent  of  religious  educa¬ 
tion  for  the  Cleveland  Federation 
of  Churches. 

In  1S29  he  joined  the  Interna¬ 
tional  Council  staff  as  director  of  | 
leadership  and  education  and ! 
church  school  ^dminisiration.  Last! 
February  he  became  field  admin- 
j  lstrator. 

I  Since  1929  he  has  guided  the  pro¬ 
gram  of  leadership  education  for 
I  Protestant  churches  of  Notth 
I  America  and  has  written  a  book, 
"Leadership  Education  in  the 
Church.’’  He  himself  is  a  Congre- 
gationalist. 

All  church  people  of  Peoria  are 
urged  to  attend  tonights  meeting, 
coming  for  the  meeting  at  7:15  if 
unable  to  attend  the  dinner. 

The  meeting  tonight  arises  from 
long  demand  for  a  local  church 
council,  similar  to  one  active  in  I 
Springfield  for  the  last  15  years,! 


Study  by  a  special  interdenomina¬ 
tional  committee  preceded  the  call- 
1  *g  ot  the  citywide  discussion  to- 1 


l  Light. 


J  ells  of  Mission  Tour 

Protestant  missionaries  from 
America,  Great  Britain  and  Austra¬ 
lia  have  created  a  "vast  amount” 
of  international  good  will  in  South 
and  Central  America  in  the  last 
several  years.  Dr.  Forrest  Knapp, 
general  secretary  of  the  World’s 
Sunday  School  Association,  said 
yesterday  at  a  luncheon  meeting  of 
the  association  at  the  Parkside 
Hotel,  18  Gramercy  Pari-  South.  Dr. 
Knapp,  who  returned  to  New  York 
on  Aug.  19  after  a  four-month  tour 
of  Latin  America,  said  the  chief 
obstacles  confronting  missionaries 
are  the  illiteracy  and  poverty  of  the 
natives  and  the  lack  of  transporta¬ 
tion  facilities.  tlsr  2^ 
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New  General  Secretary 
Oi  Sunday  School  Body 
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The  Kev.  Dr.  Forrest  L.  Knapp 
Time*  Studio,  1940 


The  Rev.  Dr.  Forrest  L.  Knapp 
succeeds  the  Rev.  Dr.  Robert  M. 
Hopkins  today  as  general  secretary 
of  the  World's  Sunday  School  As¬ 
sociation.  which  carries  on  work 
in  fifty  nations.  Yesterday  the  or¬ 
ganization  moved  its  headquarters 
at  51  Madison  Avenue  to  156  Fifth 
Avenue,  formerly  the  Presbyterian 
Building  and  now  general  head-  j 
quarters  for  Protestant  religious 
international  and  national  organi¬ 
zations. 

Dr.  Hopkins  ended  his  service 
of  twelve  years  with  the  Sunday 
f  School  Association  to  become  presi¬ 
dent  of  the  United  Christian  Mis¬ 
sionary  Society,  a  full-time  salaried 
office,  with  headquarters  in  Indi¬ 
anapolis,  Ind. 

Dr.  Knapp  came  to  the  associa- . 
tion  last  Fall  as  associate  general  j 
secretary  after  having  served  for  I 
ten  years  on  the  staff  of  the  In- 1 
ternational  Council  of  Religious 
Education.  He  is  a  native  of  Colo¬ 
rado  and  a  graduate  of  Yale  Uni¬ 
versity.  He  has  a  wife  and  6-year- 
old  son.  Their  home  is  in  Mount 
Vernon,  N.  V. 
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9 

1925.  Harry . 

9 

1926.  Leon. 

9 

1927.  Clara. 

1  9 

'  1928. Estes  or  Gates. 

9  I 

1929.  Florence . 

9 

1 930.  Fanny . 
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1592.  CHARLES  FREDERICK  KNAPP,  (Carlos  B.S.  Hiram,  Cyrus.  Job,  Seth.  Samuel. 

1 

Aaron. )  i 

B.Mch. 9, 1862, Granville, Ill.  Moved  to  Edmonds , Wash. 

D.  i 


M. Dec. 29, 1885, Eva  Babcock. 
9 

1931. Sari  L.,b  Mch. 17,1888. 


8  7  6  5  k  3  2 

I6O0.  GEORGE  EBENEZER  KNAPP,  (Lyman^Enos .  Hiram. Cyrus.  Job.  Seth. Samuel . 

1 

Aaron, ) 


B.Dec .21 ,l866,Middlebury,Vt. 
D.  ’ 

K.May  1, 1905, Alice  B.Bird 


2nd, Gertrude  Patton, Sitka, Alaska. 
9 

1932 . Fannie, 

9 

1933 . Margaret  Agnes. 


5 

> 

V. 

' 


1606. George  E. lived  in  Alaska  and  N .Yahoma, Wash. , Aurora, Oregon. Graduate  of 


Middlebury  College, 1888.  College  of  Law  and  admitted  to  Bar, 1889.  To  Sitka, 
Alaska  in  1889.  Deputy  Collector ,1890.  Seattle, Wash, I893/I 927. 
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1622.  JOSEPH  V.'ARREN  KNAPP,  (William  H.  William.  William.  Paul.  Seth,  Samuel 

1 

Aaron. ) 


1  B.Nov.17-,1843, Barton, Tioga  Co.,N.Y. 


I: 

: 


D.Apr.5,i924.  (or  Apr .8, 1895, Waver ly,N.Y. ) 

M.Feb.  ?  Frances  Eliza  Durkee,b .Oct .l844,Barton,N.Y. 
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HERE  TONIGHT 


National  Leader  to 
Explain  Plan  to 

Peoria  ns 

■ — 

Achieving  united  Protestantism 
in  Peoria  by  organizing  a  iocal 
Council  of  Churches  will  be  dis¬ 
cussed  tonight  by  ministers  and 
laymen  of  the.  city  at  a  6:30  dinner 
1  meeting  in  First  Methodist  Epis¬ 
copal  church,  Perry  avenue  and 
Hamilton  boulevard.  The  meeting 
will  start  at  7:15. 

Guest  sspeaker  will  be  Dr.  Forrest 
L.  Knhpp  of  Chicago,  field  admin¬ 
istrator  of  the  International  Coun¬ 
cil  of  Religious  Education,  who  will 
describe  the  plan  as  it  works  in 
other  cities. 

Dr.  Knapp,  an  outstanding  au¬ 
thority  on  church  leadership,  was 
head  of  the  international  conven¬ 
tion  on  Christian  education  held 
last  summer  at  Columbus,  O..  when 
3.500  church  workers  of  the  United 
States  and  Canada  studied  "The 
Christian  Challenge  to  the  Modern 
World.” 

Heads  Leader  Training- 

Son  Of  Colorado  homesteaders, 
he  studied  to  be  an  electrical  engi¬ 
neer,  then  transferred  to  the  min¬ 
istry  and  took  his  B.D.  and  Ph.D. 
degrees  at  Yale,  serving  as  assist¬ 
ant  pastor  of  the  United  church  at 
Bridgeport.  Conn.  In  1927-3  he  was 
superintendent  of  religious  educa¬ 
tion  for  the  Cleveland  Federation 
of  Churches. 

In  1929  he  joined  the  Interna- 
■  tional  Council  staff  as  director  of 
leadership  and  education  and 
church  school  administration.  Last 
February  he  became  field  admin¬ 
istrator. 

Since  1929  he  has  guided  the  pro¬ 
gram  of  leadership  education  for 
Protestant  churches  of  North 
~  America  and  has  written  a  book, 
i  "Leadership  Education  in  the 
Church.”  He  himself  is  a  Congre¬ 
gationalism 

All  church  people  of  Peoria  £te 
urged  to  attend  tonight's  meeting, 
coming  for  the  meeting  at  7:15  if 
unable  to  attend  the  dinner. 

The  meeting  tonight  arises  from 
long  demand  for  a  local  church 
council,  similar  to  one  active  in 
Springfield  for  the  last  15  years. 


Explains  Council 


Dr.  Forrest  L.  Knapp,  field  ad¬ 
ministrator  of  the  International 
Council  of  Religious  Education,  will 
explain  the  possibilities  of  a  Tcoria 
Council  of  Churches  for  united 
Protestantism  here  at  a  city-wide 
dinner  meeting  of  pastors  and  lay¬ 
men  tonight  at  First  Methodist 
Episcopal  church. 


Study  bv  a  special  Interdenomina¬ 
tional  committee  preceded  the  call¬ 
ing  of  the  citywide  discussion  to¬ 
night. 
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1 934  .Harry  W  i  1 1 1  am ,  b  .  0  c  t .  1 8 , 1 8  70 .  d .  M  c  h  .  3  .  1 9lf.l .  m  .Mar  i  a  L.Fhillips 
9 

1935.  Joseph  Warren,  Jr  .b  .  July  8, 1879. m. Ella  Grace  Mixer. 

9 


> 


.^VrciaF.t9r,.b.Mch.22.l882.d.Ke:h.l?.iqn^.»11fin  a  student  in  Cornell 


1937 .  H alph  V.'al do .b  .Sept •  23 ,1883 .m.Vera  Taylor . 

9 

1938. C-eorre  Brlnker.b  .Nov. 9,1885. d.Oot. 8, 1927.ns.Mary  Gertrude  Slaughter. 


1622.  Joseph  W .was  a  merchant  at  Waverly,N.Y.  a  Presbyterian,  a  Mason,  men- 
ber  of  Co. E. , 23rd  N.Y.Regt.in  Civil  War. 


8  7  6  5  4  3  2  1 

l62i-!_.  V.  ILLIAIi  K3TAPP .  (William  H.  Williamc  William.  Paul.  Seth.  Samuel.  Aar  oh. 


B.  Jan. 21,1814.8 . 


Res., Redwood  Palls, Minn. 


D. J an. 7 , 1929» Redwood  Falls , Minn. 


M. Henrietta  Harr is, Waver ly,N.Y. 
_ 9 

193 9.  Roll is ,b . ca.l870 .  m. Blanche  Eaves. 

9 

1940.  May. 

9 

1 9J+1  •  Erana . 

.  9 

f  1942 .Arthur ,b.ca.l876. 

9 

1943 .Prank ,b . ca.1880 . 

9 

1 97^4  • Fr  eder  i  ck,  b  ,ca  .1882. 

A9 

1945,#oseph  Warren.b .ca.1885. 


,  8  7  6  5  k  7 

1627.  FREDERICK  JEROME  KNAPP,  (Jerome  B.  William.  William.  Paul.  Seth. 

2  1 
Samuel.  A.aron. ) 


B.  1852, Smi thboro,N.Y. 

D«  1905»Smithboro,N.Y.  GR. 


_,b .1859. Living  in  1934* 


M.  Emma 
9 

1 946.  Frank, b. I883. d. 1903. 

9 

1 947.  Lena, d. 193 7» Cleveland, Ohio, of  pneumonia,  m .Carroll  Stark, Both  d.of  pneumej 


monia  at  Cleveland, he  in  May, she  in  June, 1937. He  was  a  mail  clerk  be¬ 
tween  Cleveland  and  Syracuse .Had  R exford,  Elizabeth  and  Robert. Lived  a' 
?  ainesville ,0hio . 

1627. Frederick  was  telegraph  manager  at  0wego,N.Y. 


?ii 
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lo37»  IRA  G .KNAPP,  (Sylvester.  Sylvester.  William.  Paid.  Seth.  Samuel.  Aaror^' 


B  .Nov. 21, 1865. 
D. 


H. Lillie  Wisch. Albany, N .Y. 

9 

1948.  Lillian,  m. Walter  Rapp, Albany , N.Y. 

9 

1949.  Guernsey,  b.ca.l895« 


.8  765432 

1643.  WILL I API  HENRY  KNAPP ,  (Devillo.  Isaac.  William.  Paul.  Seth.  Samuel, 

1 

Aaron. ) 


B.June  7*1870, Jamestown, N.Y.  "youngest  son". 

D. 


II. Hay  8, 1895, Mary  E. Wells. 

9 

1950.  Frank  Devillo, b  .Apr  .28,1896,  Janies  town,  N.Y.  Res. , Buffalo, N.Y. in  1937. 

9 

1951.  Helen  Janette ,b .Sent .11,1911 , James town, N.Y . 

9 

1952.  Mary  Jane, b. Hay  17*1917* Jamestown, N.Y. 


8  7  6  5  4 

1644.  HIRAM  LEWELLEN  KNAPP.  (Hiram  L.iscomb,  Hiram  Liscomb.  William. Paul .  ///i 

3  2  1 
Seth.  Samuel.  Aaron.) 


B  .Aug. 4*1867. 

D. Dec. 21,1 942 .  tf  ■ 


r  I 

v  i 


H. Minnie  Cargill, who  d.ca. 1931/32. 

9 

1953 . Paul  Cargill .b .Feb .16 .1893 .m.Alla  Katherine  Brewster. 

9 

1954.  Hiram  Loren. b .Dec. 22/23,1891  .m. Jessie  Moses. 

9 

1995* °oro thy,  m.Carl  Purple, Albany, N.Y. 

9 

1956. Lester  Stuart, b .Feb .23,1900 .m. Mildred  Laube.  Res., Buffalo, N.Y. 
9 

1957* Robert  Graves, b.ca. 1902. 

9 

1958. Olive. 


l644*THe  Journal  of  the  AMer .Med. Asso , Feb .13*1943 *  says : "Hiram  L .Knapp, News* 
ark  Valley, N.Y. Graduate  of  the  University  of  Buff alo, School  of  Medicine ,1888 . 
Member  of  the  Medical  Society  of  the  State  of  New  York. Past  President  of  the 
Tioga  Co. Medical  Society. Had  been  a  Director  and  President  of  the  First  Nation- 


I 
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I 
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BER  24,  1942 

Dr.  H.  L.  Knapp 
Dies  at  Newark  Valley 

Coming  from  a  Family  Notable  for  the 
of  Ohvalrianc  I* 

Dr.  Knapp  Was  the  Fourth  In  Line 
of  Descent  to  Enter  the  Practice  of 
Medicine — And  He  Carried  on  the 
Family  Tradition  in  the  Best  Man¬ 
ner  Possible — He  Was  Not  Only  an 
Excellent  Physician,  But  Was  Also 
a  Highly  Public  Spirited  Citizen— 

I  His  Four  Sons  Arc  Also  Carrying 
t  on  the  Family  Tradition,  for  All 
Are  Professional  Men. 

Dr.  Hiram  Llewellyn  Knapp,  one  of 
the  most  prominent  physicians  in  the 
Southern  Tier,  died  at  9  o'clock  on 
Monday  morning,  Dec.  21,  at  his  home 
at  Newark  Valley,  aged  75  years.  Dr. 
Knapp  had  been  in  ill  health  the  last 
four  years  and  had  been  confined  to 
the  house  for  the  last  t;ve  months.  He 
had.  however,  been  ill  in  bed  only 
about  a  week. 

His  funeral  will  be  held  at  3  o'clock 
this  afternoon  at  the  Newark  Valle” 
Methodist  church.  The  Eev.  Wesley 
1.  Andrews,  pastor  of  the  church  will 
officiate.  The  burial  will  be  in  Hope 
cemetery,  Newark  Valley. 

Dr.  Knapp  was  a  son  of  Dr.  Hiram 
•L.  and  Katherine  (Kuykendall)  Knapp, 
and  was  born  on  Aug.  4,  1867,  at 
1  Windham,  Pa.  Ho  was  graduated 
from  the  EulTalo  medical  college  on  i 


Line  of  Distinguished  PhysloUns.  ] 

Dr  Hiram  L.  Knapp,  first,  eldest 
i  son  of  Dr.  William  Knapp,  practiced  • 
i  medicine  at  Orwell.  Pa.,  early  in  the 
I  19th  century.  He  had  a  family  of  ten 
i  children  and  three  of  the  sons  and 
I  daughters  wore  physicians.  this 
daughter,  Elizabeth,  went  to  Oregon.  | 

I  when  that  6tnte  was  first,  settled  and 
'  practiced  as  a  frontier  physician. 

Dr.  Knapp  not  only  built  up  a  large 
practice  at  Newark  Valley,  but  he 
also  bent  bis  energies  toward  making 
the  village  a  better  place  in  which  to 
live  He  was  elected  supervisor  of 
the  town  of  Newark  Valley  iu  1901  and 
held  this  office  one  term  of  two  years. 
He  was  the  first  Democrat  to  hold 
that  office  since  1866.  He  declined  re- 
nomination.  Dr.  Knapp  also  sei\ea 
as  second  president  of  the  village  of 
Newark  Valley  In  1895  and  as  presi¬ 
dent  of  the  hoard  of  education.  Ho 
was  a  director  of  the  Hope  cemetery 
association  many  years.  He  had  been 
a  director  of  the  First  national  bank 
i  of  Newark  Valley  since  that  bank 
1  was  organized  and  was  president  of 
I  the  bank  from  April.  1927,  until  the 
time  of  his  death.  He  was  a  mem-  ‘ 
*  her  of  the  Newark  Valley  Methodist 
church  and  o  fthe  Newark  lodge,  F. 
and  A.  M. 

Dr.  Knapp  was  also  a  membei  and 
u  former  president  of  the  Tioga  eoun- 
I  ty  medical  society,  the  New'  York 
state  medical  society  and  the  Ameri-| 
can  medical  society. 

A  fine  honor  was  conferred  upon 1 
Dr.  Knapp  when  he  was  a  young  man. 
He  was  appointed  by  President  Gro¬ 
ver  Cleveland  one  of  the  United  States 
pension  commissioners  for  Tioga 
•jn.y  i;;  1S33.  He  served  as  euch 


i 


I 


i 


DR.  HIRAM  L.  KNAPP,  SR., 
Late  of  Newark  Valley. 


Feb.  28,  1S88.  He  began  the  practice 
of  his  profession  at  Newark  Valley  in 
August.  1889.  In  beginuing  the  prac¬ 
tice  of  medicine.  Dr.  Knapp  was  doing 
exactly  what  four  of  bis  forbears  uad 
done,  namely  enter  upon  the  practice 
’of  medicine.  The  first  of  his  ances¬ 
tors  to  become  a  physician  was  his 
great-grandfather,  Dr.  William  Knapp, 
who  practiced  iu  Bradford  county, 
Pa..  In  tlio  latter  part,  of  the  18th 
ceutury.  William  Knapp  came  of  a 
famiiy  of  21  children,  and  15  of  these 
children  became  cither  doctors  or  den¬ 
tists.  ...  .  I 


until  1897. 

A  Gracious  Citizen. 


Newark  Valley  never  had  a  more 
lop.ular  man  nor  a  more  gracious 
itizen  He  was  the  ideal  for  his 
hesen  profession,  because  he  pos- 
esred  a  beaming  personality,  whicw 
-.as  a  genuine  one.  He  had  a  fnend- 
v  smile  und  whenever  anytnisg 
struck  him  as  humorous  he  hurst  into 
i  deep  and  infectious  chuckle.  Since 
[he  deatli  of  Dr.  Knapp,  many  former 
patients  have  remarked  that  his  en¬ 
trance  into  the  sick  room  made  the 
patients  feel  better,  even  no  medicine 
had  been  prescribed.  It  is  unfortun¬ 
ate  that  communities  do  not  have 
more  men  of  the  personality  of  Di. 

for  it.  .  ,  , 

His  death  was  a  great  shock  to  a 
host  of  his  friends  throughout  the 
Southern  Tier  and  deep  sorrow  has 

been  expressed.  . 

Dr.  Knapp  married  Miss  Minnie 
Cargill,  daughter  of  William  Cargill, 
of  Newark  Valley,  on  Dec.  4.  1889. 
Mrs.  Knapp  died  on  Feb.  23,  1929. 

Dr.  Knapp  leaves  four  sons,  aU  £10* 


fesslonal  men,  Dr.  Hiram  L.  Knapp 
,Tr.,  of  Newark  Valley;  Dr.  Lester  s’ 
Knapp,  of  Buffalo;  Dr.  Paul  C.  Knapp  | 
of  Fulton,  and  Dr.  P.obert  H.  Knapp,  I 
of  Whitesboro,  N.  Y;  two  daughters  i 
Mrs.  Carl  Purple  ,of  Greene,  and  Miss’ 
Olive  K.  Knapp,  of  Newark  Valley; 
12  grandchi'dren  and  one  great-grand¬ 
child.  He  was  a  brother  of  Mrs 
Katherine  Frisbie,  of  Elkland,  Pa.  - 


. 
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al  Bank  of  Newark  Valley  for  many  years. Served  as  the  President  of  the  Village 
of  Newark  Valley  and  of  the  Board  of  Education. Aged  75  yrs.Died  Dec .21, 19^2, of 
nephritis ,  1!b . in  Pa. 

► 

8  7  6  S  h  3  2 

1650.  HIRAM  L .KNAPP,  (Achilles.T.  Hiram  Liscomb.  William.  Paul.  Seth.  Samuel. 

1 

Aaron. ) 

B  .Kch.25il88i|.,Pottersville  ,Pa. 

D. 

M. 1st, Eva  _ .  Divorced  Nov. 3, 1909. 

2nd, _ _  Divorced  Kay,  1 916. 

3rd, _  , Divorced  July  1,1929. 

lj.th,Apr ,ll,1933»Battie  Summers, age  5l,dau.of  Charles  &  Julia  (Snell) 

Brown.  Her  1st  husband  d.Apr »192ii.2nd  husband  d. Feb.  1929. 

9 

1959. Clifford  L. ,b . July  9, 1905, Orwell, Pa. 

1650. Hiram  was  a  Mason, living  at  LeRoysvill e, Pa. age  Ij.9  at  kth  marriage. 


F  _  8  ^  7  6  5  k  3 

1659.  GILBERT  SAMJEL  KNABB ,  (Luke  W.  Samuel  Edwards.  Faul.  Paul.  Seth. 

2  1 
Samuel.  Aar-on,  ) 

B  .Kch.3 ,l88If..  Res » ,Northf  ield,Vt .  Age  Ij.8  at  marriage  in  1 933 . 

D. 

M. 1st ,E. Della  Floster.  Divorced. 

2nd,0rphia  Ainsworth, dau. of  Levi  Nathan  &  Idress  (O'Connor)  Ainsworth. 

She  age  29.  b.1902. 

9 

1960.  Kenneth  L . ,b .1907/08 .m. Flora  Maria  Hastings. 

9 

1961.  Richard  Harrison, b .1930 .m. May  8, 1951, Nancy  Marlene  Abbott ,dau. of  Arthur  R , 

Abbott ,Northf ield,Vt .He  Corporal  in  Co.F,  ,Vt. National  Guar d »-%- n^^yU 

1962.  Luke  L.,b.l921. 

1963.  Eunice  J.,b.l923.  One  of  these  girls  m. Donald  Cruickshanlc,^^^^^ 

1964.  Winona  M. ,b .1925.  The  other  m. William  Pemberton. 

9 

1965.  Gilbert  S . ,  Jr  .b  .  1 92 7 .  - 


- :  Zi  C*c'» »  u  es  .  r*w?X 
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VT.f  THURSDAY-,  MAY'  10,  1951 


Northfield 


ItX 


...  !  Prior  to  her  marriage  the  bride 

Knapji-At.ho.t  !  Was  feted  at  a  miscellaneous  shower 

Miss  Nancy  Marlene  Abbot',  at  the  home  of  her  cousin.  Miss  Con- 
daughter  of  Mr.  and  Mrs.  Arthur  FI .  I  n i o  Abbott  at  Northfielcl  Center. 
Abbott  of  NorthfieUi,  and  Corp.j  About  30  relatives  and  friends  were 
Kichara  Harrison  Knapp  of  Camp 1  present.  An  umbrella,  decorated  in 
Pickett,  \  a.,  sen  of  Mr.  and  Mrs. '  hlue  and  white,  was  suspended  from 
Ciilhert  S.  Knapp  ol  Northfield,  ,  the  ceiling  above  the  gifts.  Re- 
ueie  married  at  the  Methodist  freshments  were  served  and  a  social 
pai  sonage  on  Prospect  street,  Tues-  1  hour  enjoyed, 
day  evening,  May  8.  at  7:30  o'clock.  - 
Kev.  Dr.  Arthur  W.  Hewitt  ofTiciatecl  j 
at  the  double  ring  service,  perform-  I 

ed  by  candlelight  in  the  living-!  .v" 

room  that  was  adorned  with  house  51  .  v 

plants  and  daffodils.  About  22 
relatives  attended. 

Miss  Elaine  Abbott,  sister  of  the 
bride,  and  Everett  Ladd,  friend  of 
the  groom,  attended  the  couple. 

The  bride,  given  in  marriage  by 
her  father,  was  attired  in  a  beige 
gabardine  suit  with  orchid  acces¬ 
sories  and  a  corsage  of  white  ear-  .  #  y 

nations  and  orchid  iris.  Her  brides-  /  p/fn  O/bmor  P  KJ 
maid  wore  a  navy  blue  gabardine  ^IGmer,  K.Pl.f 

suit  with  white  acessories,  and  a  f~"ll  jl  If  i 

corsage  of  pink  and  white  carna-  \JllUSrX  hPOPD,  JT 
tions  and  sweet  peas.  ,  .  #  rr>  ‘  V 

A  reception  followed  at  the  home  MflmPri  nt 
of  the  bride's  parents.  About  72  Ol  HO/TIC 

guests  were  present.  Miss  Barbara 
Abbott,  another  sister  of  the  bride, 
was  in  charge  of  the  guest  book. 

Ice  cream,  assorted  cakes  and 
punch  were  served.  Mrs.  Donald 
Cruickshank,  a  sister  of  the  bride¬ 
groom,  presided  at  the  punch  bowl. 

The  bridal  couple  made  the  initial 
cut  in  the  three-tiered  all-white 
bride's  cake,  which  was  topped 
with  a  miniature  bride  and  bride¬ 
groom.  Mrs.  William  Pemberton, 
another  sister  of  the  groom,  of 
Greenport,  R.  I.,  finished  cutting 
and  serving  the  cake.  Miss  Eva 
Ilazelton  was  in  charge  of  the  dis- 
play  of  the  many  wedding  gifts.  j 
The  young  couple  left  on  a  short 
motor  trip.  . 

Mrs.  Knapp  will  reside  in  North-  !  rmJ‘ ‘reception  was  at- 

;  tenocd  oy  about  :>0  relatives.  After 

The  bride  presented  b»r  brides  !  '  ?  '?ddin*  trip’  the  c0l,P!c  "'ill  live 
maid  with  a ‘pearl Necklace  The-'!!?  apartmcnt  “  27  South  M.in 

bridegroom  gave  his  attendant  gold 
cuff  links.  ! 


NORTH FIELD,  May  28  —  Miss' 
Lea  Grace  Deimer,  RN,  elder' 
daughter  of  Mr.  and  Mrs.  Carl  A. I 
Dieir.-cr.  and  Gilbert  S.  Knaop,  Jrj 
son  of  Mr.  and  Mrs.  G.  S.  Knapp,’ 
Sr.,  were  married  Thursday  eve-' 
nmg  at  the  home  of  tne  bride's 
parents,  51  Vine  st.  Rev.  George 
Parker  Weiss  of  the  United  Church 
performed  the  double  ring  service.! 

Miss  Phyll  s  A,  Dieiner  and} 
Richard  Knapp,  sister  and  brother' 
of  the  couple,  were  their  atten-! 
cants.  The  bride  wore  a  dark  blur 
suit  with  corsage  of  white  carna¬ 
tions.  and  her  sister  was  dressed  in 
a  green  suit  with  corsage  of  red 
roses  and  whfte  flowers.  Both  had 
white  accessories. 

An  informal  reception  was  at- 


,  ^ Airs.  Knapp  was  graduated  from 
! Northfieia  High  school  in  the  class 
of  1950.  She  is  employed  as  a  typist 
in  the  office  of  the  Vermont  Hosiery  , 
and  Machinery  company.  "  i 

Corp.  Knapp  attended’ the  North  -  • 
field  schools  and  was  employed  at 
the  asbestos  mill  at  Northfield  Falls  ( 
when  he  was  inducted  into  the7 
federal  service  with  Co.  F.,  Vermont 
National  Guard.  1 

The’  out-of-town  guests  were  Mr. 
and  Mrs.  Kenneth  Knapp,  Shirley1 
and  Ronald  of  Springfield,  Mr.  and 
Mrs.  R.  W.  Pemberton  of  Green- 
port,  R.  I.,  Mr.  and  Mrs.  Harrison 
Ainsworth  and  daughter  of  Mont¬ 
pelier,  Alt.  and  Mrs.  Donald  Cruick¬ 
shank  and  daughter  of  Calais,  Mr. 
and  Mrs.  Robert  Ainsworth  and 
daughter  of  Chelsea.  Mrs  Idress 
Ainsworth.  Mrs.  Eleanor  Bill.  Mrs. 
Clarence  Taylor.  Mrs.  June  Maur¬ 
is  and  Miss  Diane  Phillips  of 
Bane,  Raymond  Tavlor  of  East 
Barre  and  Mrs.  Gladys  Kiser  of 
Plainfield? 


Tbe  bride  was  graduated  from! 
.  he'd  High  School  in  1946  and: 
the  nurses'  training  school  at 
-"lon  Hospital.  Montpelier,  in 
1949.  and  is  employed  at  Heaton 
Hospital. 

The  bridegroom  attended  North- 
held  High  School  and  served  14 
months  in  the  Philippines  during 
World  War  II.  He  is  employed  as 
salesman  by  Ortiz  Motor  Sales 
Inc.,  of  Barre.  ’’ 

Pre-nuptial  parties  for  the  bride 
included  a  kitchen  shower  given 
by  ner  professional  associates  in 
Montpelier  and  a  bridal  shower 
given  by  friends  at  her  parents' 

■  home,  J9£Sr-  4 
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1660.  CARL  (.KARL)  KNAPP,  (Luke  W.  Samuel  Edwards.  Paul.  Paul.  Seth.  Samuel . 

Aaron. ) 

B .Aug. 23, 18?5.  Res. , Montpelier ,Vt . 


D. 

N. 


Stewart,  dau.of  Curtis  Stewart. 


1966  .Gladys  .  ^ 

1 96 7 .Edward  W .  <b~ 


1663 *  J0SSPH  KKA?P »  (Joseph  Hazeltine .  Samuel  Edwards.  Paul.  Paul. 

3  2  1 

Seth.  Samuel.  Aaron.) 

B.0ct.8,l876,Moretown,Vt.  Res., New  Haven, Conn. 

D. 

M. 1st, Emma  Alexander. 

2nd, Rosamond  . 

9 

1968. Harry  Joseph  (or  Alexander),  b.ca.1907. 

)  1969.Erancis  Alexander  (or  Joseph) ,b . sa .1912. 

1665.  GUY  SAMUEL  KNAPP,  (Joseph  Hazeltine.  sLuel  Edwards.  Paul.  Paul.  Seth. 

Samuel.  Aaron.) 

B  .Aug,  21].,  1886,  More  town,  Vt . 

D. 

M.Sept.5, (or  25)  190?, Helen  Eliza  Foss , Montpelier, Vt. dau.of  Fern  &  Flora  / 

(Wheatley)  Foss. 

9 

1970  .Leota  Flora, b  .Oct  .18, 1908, Montpelier  .m.Gershon  Whitney  Furn, Englewood, N.J. 

1971.  Furn  i'oss,  of  Stratford, Conn. 

1972. AiO.7ard  Guy, b.ca. 1916, m.Mch. 16, 19l|0, Ruth  Eleanor  Alexander, of  Georgia, dau. 

°f  ^ ^  Mrs.Rolla  Alexander, of  Georgia. 

1 973  .Raymond  'Waldo ,b .  ca .  1 918 . 

1665. Another  son.probably  d.young.Guy  graduated  at  Montpelier  High  School 
1902. In  1910  was  salesman  for  Armour  Packing  Co.for  Vt.,N.H.,Me.  and  Mass.  In 
i  1913’FYrar  *  K^PP.Resturant  and  Caterers.Montpelier. Methodist. Republican. 


•  — 
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1676.  EARL  ALEXANDER  KNAPP,  (Charles  Dudley.  Orlando.  Paul.  Paul.  Seth. 

2  1 
Samuel.  Aaron.) 


B.Nov.ll,l874,Montpelier  ,vt. 


D, Jan. 17, 1941 .Montpelier . 

.08 

M.Bessie„ Shay ,b .Nov . 22 , 1877 , Cabo t . d .Aug . 26 , 1 949* aged  72  yrs.,dau.of  John 

Drusilla  (Bowman)  Shay .Graduate  of  Montpelier  Seminary  and  Haverhill  , 

Mas s • , Busine s s  College .Member  of  First  Baptist  Church. 

9  . 

1 974  •  “°ber  ^  -^.,b.0ct.l8,l  900  ,Montp  elier.d.l  941  »m .  Grace  Powell ,t r*- 

1 975. Evelyn.b.  July  19, 1905, Montpelier .m. David  Rennie. 

1976  .nthel  Jood,b  .Mch. 1911 , Montpelier  .m. Lawrence  Tomasi,of  Windsor. 

1977*Maurice  Paul, b .Oct .26, 1914, Montpelier .Now  of  Windsor. 

9 

1 978 . S tanl ey  Glen , b  .Mch .  6 , 1 91 7 


1678.  VICTOR  KNAPP,  (Ira  0.  Orlando.  Paul.  Paul.  Seth.  Samuel.  Aaron.) 
B .Sept .3,1881 . 

D. 

K.Oct. ,1900, Maude  Colby. 

9  •;  7 

1979. Lewis  Paae  ,b  .Aug.  3 .1902 .m. Anni  e  E.Gedney. 

9 

1980. Paul,  b.ca.1904. 


Aaron. ) 


B . June  8, 1878, Lake  Pleasant , Erie  Co., Pa.  A  United  Bretheren  Minister. 

D. 


M. Aug. 1,1898, Amy  DuMond, Findley  Lake,N.Y.dau.of  JobI 

1981.  Donee. 

9 

1 982 .  Gertrude  Ar 1 ene ,b . Jan . 3 ,1905 . 

9 


1983.  Mar gurite  Lenore,  b .Sept .6,1908 . 

1984.  Bichard  Gilson,  b .Jan.  19,1916. 

9 

1985.  Millard  Jarvis,  b. Jan. 16,1921. 

1690.  Walter  A. preached  at  Parkersburg, W.Va. in  1935* 


DuMond . 


f. 


* 


. 


' 


' 


o  7  6  c; 

1696.  SEWELL  ALVIN  KNAPP,  (Sewell  Alvin,  Sewell  Crosby.  Moses. 

3  2  1 

Moses.  Moses.  Aaron.) 

B. Oct. 16, 1891. 

D. 


209 
Samuel . 


M .  S  ep  90  9 ,  Ha  z  e  i  Alice  Van  Hoi  tren, Valle  jo,  Calif . 

1986. Sewell^ III,  b.July  20, 1910, Oakland, Calif . 

1987.  William  John  Luke, b.Aug. 30, 1911, Oakland, Calif . 

1988.  Jean  Caroline  Bolton,  b .Oct. 31, 1918, Oakland, Calif . 


* 


9  8  7  6  5  4  3 

1713 •  ALLEN  W.KNAPP,  (Hdzekiah  Goodrich.  Rufus.  Peter.  Peter.  Peter.  Aaron. 

2  1 
Aaron*  Aaron. ) 

B .Aug .21 ,1628 ,Norv;ich, Vt .  A  wheelwright  and  miller. 

D. 

M.June  5>l854»Anna  E. Badger. 

10 

1989.  Annie  Gertrude, b . June  6, 1855, m. 1st /William  Embury  who  was  killed  on  the 

railroad  in  1889*  m. 2nd, James  Betties. 

10 

1990.  Albert  Theodor e,b .June  l,lG57.He  was  Secretary  of  New  England  Furliture  C 

of  Boston. m.  June  6, 1884, Mary  A  .Woodman. No  children. 

10 

1991 . Arthur  Sidney ,b .July  15,1859. 


„  9  8  7  6  5 

1715.  WILLIAM  HENRY  HARRISON  KNAPP,  (Ile^ekiah  Goodrich.  Rufus.  Peter.  Fetex-. 

4  3  2  1 

Peter .Aaron.  Aaron.  Aaron.) 

B. Nov. 12, 1839, Norwich, Vt. 

D. Feb.  2, 1902,  Norwich,  3ft . 

^  M.Mch. 22, 1869, Mar ilia  Jones. 

10 

1992. Walter  Ransom, b. Oct. 26, 1874-.  d. young. 

1715. William  was  baggage  Master  at  Norwich  for  the  B.&  M.R.R.  Served  four 
years  in  Co. K. ,4th  Regt.Vt .Vol .in  Civil  War . 


9  8  7  65432 

1720.  ALFRED  S.KNAPP,  (Chauncey.  Ebenezer .Peter .  Peter.  Peter.  Aaron.  Aaron 

1 

Aaron. ) 

B.at  Ann  Arbor, Mich.  In  woolen  mill  with  his  father. 

D. 


M. 1862, Miss  J.M. Crosby. 
10 

1993 'Hiram  I. 

10 

1994.  Alfred  J. 

10 

1995. Ettie  E. 


9 


1722.  HENRY  ALONZO  KNAPP 


j 


8  7  6  5  4  3  2 

(Peter.  Henry.  Asa.  Peter.  Peter .Aaron.  Aaron. 
Aaron. ) 


♦ 


.  - 


•  , 


' 


* 

.  <•  -  . 
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B.July  24 , 18^1 , Barker, Broome  Co., N.Y. 

D . July  16,1931. 

K.Kch.27,1883  ,  at  Scranton, Pa. , Lillie  Loring  Logan, b. Dec. 20, 1856, dau. of  Rev.:: 

Samuel  Crothers  Logan, D. D. ,LL.D. , and  wife, Lucia  W. Loring. Lillie  b.at 

Valnairaso, Ind. 

10 

1996. Alice  Alden,b.0ct.21,l884.  Single  in  1909. 

1722. Henry  A. was  a  Judge  at  Scranton, Pa. in  1909. Re  read  lav;  with  Judge  Johr 
Handley  .He  Aid  many  offices  of  trust  .Was  First  Lieut,  and  C  apt.  of 

Co. A. Scranton  City  Guard.  Grand  Judge  Advocate  of  Third  Brigade, with  rank  of 
Major.  Admitted  to  the  Bar  in  l875*Moved  to  Scranton  in  1865. A  Republican  and  a 
Presbyterian. 


9  8  7  6  5  4  3 

1731.  LEWIS  ARCHIE  KNAPP,  (Eleazer  C.  Warren.  Asa.  Peter.  Peter.  Aaron. 

2  1 
Aaron.  Aaron. ) 

B.ca. l87l/72, Barker  Tp,, Broome  Co., N.Y.  A ^farmer. 


D. 

S' 

M.  Julia  Dickinson, b.ca. i860. 

10 

1997«Herbert ,  aged  9, census  of  1905.  (or  b.l895>*  GR.  Chenango  Forks , N.Y. )d. 

# 

1918.  GR. 

10 

1998.  Mabel,  age^d  7, census  of  1905. 

10 

1999.  Lulu,  aged  5>census  of  1905.  f 

10 

2000.  Roy,  aged  2, census  of  1905. 

10  4; 

2001.  Ralph  D. ,b .1908 .m. Dec .5»1929, Rose  M. Erdos, age  l6,dau.of  Alex. Erdos , Norwalk 

A  i 


Conn. 

9  8  7  6  5  4 

1732.  FRED  A. KNAPP,  (Eleazer  C.  Warren.  Asa.  Peter.  Peter. 

! 

Aaron. ) 

B.Age  7, census  of  i860, Barker  Tp., Broome  Co., N.Y. 

D.  1938,  G2. Castle  Creek, N.Y. 

M.  Carrie  Massey, b .ca.1880 . 

10 

2002.  Fayette  F . ,b .1899. d. 1926, GR .Castle  Creek, N.Y.  m. 

10 

2003 .  Gerald, b .1903 , Barker  Tp., Broome  Co., N.Y. 


3 

Aaron. 


2 

Aaron. 


i 


Green 


„• 


' 


* 
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10  •  212 
20 0l|_. Norma,  b.ca.1901;. 

T;  *•  -«■  iSm.  .i„„.  ju 

E. Jan., 1875,  Barker  Tp., Broome  Co.N.Y.  y 

D. 

^Frances  T. Page, age  27, census  of  1905. then  age  27. 

2005.Laria  L.,  age  6, census  og  1905. 

2006Leona,  age  11  wo. census  of  1905. 

17.38.  P. KNAPP,  3.  JoHand.^.  P?ter.  Peter .Aaron.  J„on.  ^ 

B.  ago  2, census  oP  1880.  Ago  26  at  marriage.  Cler*  ln  a  bookstore. 

U  «■ 

M.Nov.lOOS.Adelaide  MW**?  Gulnac.age  25,census  oP  1905. 

2007.^nKorton.b.Apr.l,1907,m.0IT3ta1  E.Widger. 

SOOO.Hpber^o^^  Rose 

1M‘  ^  °RA1,T-KKAPP'  (AVrt  AS-  A«-  *«•  Peter.  P^ter.  A|ron.  ^ 

Aaron. ) 

B.May  16, 1885, Glen  Ellyn, Illinois. 

D. 

M.Apr.7,1910,3thel  May  Jones,  Chicago.Ili. 

2009.  Gertrude  Ellen. b  Unv  i  o  i  on  -> 

Had  „  „  en, b. -Iov.  12,1 913. m.hoh. 30, 1933, v/al ter  W.Austin.PlainPiold.N. J. 

Had  Gertrude  Karylin.b  Meh  9  i  o-'i  w 

,  _  .Mch.5,19o4,Fermjood,U. J.  and  Walter  wlllUatb.0 

■3>1937»Fernwood.N.  J. 

* 

“f  *  »•-  «.»•  -f-  ,i„„. 

Aaron. ) 

B. Mch. 3, 1859,  channahon.  Ill  .Moved  to  Loveland.Colo.in  1690. 

•  Eec.l5,i9^4#Port  Collins, Colo. 

M.June  1,1884, Delia  Dunkelberg. 

2010.  Herman  J.,b.June  10,1887. 


°11. Jane  Vineent,b. Sept. 28, 1889. 


- 

- 


!  '**  *  •  mr  s*  rt 


9  8  7  6  5  1)- 

1772.  FREDERICK  ELIJAH  KNAPP,  (Solon  John.  Ira  Owen.  Mason.  Peter.  Peter. 

3  2  1 
Aaron.  Aaron.  Aaron, ) 


B .Kch.2,l866,Charmalon,Will  Co. ,111 • 

D. 


I; 


K.  Mch.  3 ,1899,  Mi’s  .Hattie  A. Morey  Tapey. 

10 

2012. Hattie  Frances ,b .Aug .30 .1900 , Fort  Madison, Iowa. 


9  8  7  6  5 

1?8)+.  MARSHALL  HARRISON  or  HORACE  M .KNAPP ,  (Horace  H.  Daniel.  Elijah.  Abial. 

b  3  21 

Jonathan.  Nathaniel.  Aaron.  Aaron.) 


B Jan. 10 ,l8k7,St . Johnsbury,Vt . 

D. 

K.lst,  Eliza  Severance. 


2nd,  Eva  N. Gross. 

10 

2013 . Frankly n  S , b . S ep t . 25 , 1 88l . 
10 

20ll|. Harold, b. Sept.  ,1886. 

10 


f , 


i 


i 


20l5»Horace  Allen, b. June  17,l889,StJohnsbury,Vt.ra.Mch.31,19l5>Mildred  J.Spencei L 

a  in 


I78I4..  Mar  shall  Harrison, was  a  farmer  on  300  acres, 30  head  grade  Durham  cati'r! 

I 

tie, 50  head  of  grade  Shropshire  sheep. 


9  8  7  6  5  1)- 

1788.  WILLIAM  HAMPDEN  KNAPP,  (Elijah.  Amasa.  Elijah.  Abial.  Jonathan. 

3  2  1 
Nathaniel.  Aaron.  Aaron.) 


t . 


I 


B.ca.l85&.  -• 

D. 


i 


M.Ivy  Myrtle  Calvert.  6  .  (hi*/ 
_  10 

2016’ 


I, 


9  8  76  K  h 

r  1805.  ALBERT  PERRY  KNAPP,  (Daniel  Sumner.  Simmer.  Abiather.  Daniel.  Jonathan. 


3  2  1 

Nathaniel.  Aaron.  Aaron.) 

B. July  29,1886. 


D.  Mch . ,  1 91 9 . 

H.  Carrie  Isabelle  Bailey,  %S$Sb~3,yl\tn  ■ | 


* 


. 


. 


. 


r 


10 


214 


1 


t' 


201? .George  Forrest, b .Oct .11,1379.  Single. 

10  J 

2018. Cora  Belle, b. Sept. 20, l882.m. Nov. 24, 1904, Seward  Wilbor  Ray  .Had:V/ilbor  Sew-  l 


► 


ard. -Gladys  Wilma.- John  Albert .-Thelma  Estella. -Walter  Knapp .-Dorothy 


I; 


Adlai. -Clifford  Walton. -Frederick  Almar .-Ernest  Studley .-Emerson  Forces- * 

i 


^rcst.-Reneo  Elizabeth. -Richard  Allen, or  Allan. 

2019.  Parry  Albert. b. May  9,1890.  m.Etta  Louise  Morley. 

2020.  Bessie  Louise ,b .Dec .8,1898 .m. Guy  Farley  AVery  Sept .19,1919. Iiad:Alvin  Ken- 

f- 


yon. -Roger  Hilton. -Elton  Ronald. 


^  g  r-*  /  ,  | 

3.810 .  CHARLES  A  .KNAPP ,  (James  A.  Bradford  Field.  Ephraim,  Daniel.  Jonathan 

3  2  1 

Nathaniel,  Aaron.  Aaron.) 


B. July  20,1860. 

D. 


H. Jan. 28, 1883 , Belle  H. Adams. 
10 

2021. Florence  A. ,b .Feb .27,1884. 

|  10 

f  2022. Gertrude  S.,  b . Jan.l£,l886. 
10 

2023. Abigail  F.,  b .Apr .8,1888. 


1830.  HENRY  ELLiOTT  KNAPP,  (Charles  Elliott.  Elliott  Moses.  Eli.  Moses 

4  3  2  1 

Moses.  Nathaniel.  Aaron.  Aaron.) 


B .May  26,1911. 
D. 


K.  Apr .26,3. 933 , Dorothy  Parsons . 
10 

2024.  Richard,  b.July  8,1934. 

10 

2025.  Barbara. 


3  .  2  1 

Benjamin.  Aaron.  Aaron.) 


B.July  28,1878,  Blanchard, Maine . 

D. Apr .16, 1922, Reading, Maine* 

K. Apr. 23, 1902, Sarah  Delano  Kimball, Sangerville, Me., b. Apr .2,1883. d. Dec.  13, 

1  m  Q  — .9  -1  -1  _  nr  _ 


X9l8,Saxonville,Ke. 


f 


>  jfi! 


if 


161.2.  HERBERT  EMMONS  KNAPP,  (Frederick  Bernard.  S-Zneon  C.  Steeon.  jlsepK6?1* 


■ 


.0 


* 

. 

,  *c 

■' 


-#■  ■ 


*  v— m  Bwr  v^rr*  -  >  ! 


10 


2026. liar  ion  Isabelle  ,b  .Apr  .2,1903  ,3angerville  ,  lie  .  r/.  '  Nerkp  1 . 
10 


202?. Eleanor  Elvira,  b .Aug.3»1905>Kilo,Kc. 

10 

2028.  Dorothy  Elizabeth,  b .Apr .29,1907>Hilo *Ke . 

10 

2029.  Ruth  Margaret ,b .Feb .1909, Bangor , Me . 

10 

2030.  Herbert  Emmons,  Jr .  ,b  .Aug.  17,1 913  »C-uilford  or  Grecnf  ord,Le  . 

10 

2031.  Frederick  Bradley  ,b.  Aug.  3, 19l5»>Taterville, Me.  d. Dec. 13 » 1918,  Saxonville, 


Maine  or  Mass. 


10 


2032. Charlene*Sarah,b. Sept  .28, 1917»W&terville, Maine , 


9  8  7  6  5  k 

1856.  ALBERT  C .KNAPP,  (Ralph  L.  Charles  Sewell.  Charles.  Joseph.  Joseph. 

3  2  1 
Benjamin.  Aaron.  Aaron.) 

B.I896. 

D. 

M.  Lillian  E. Jamison. 

■  10 

2033. Doris  Lucille,  b .Aug. 3 ,1900 . 


9  8  7  y 

1857.  RALPH  C .KNAPP,  (Ili-pam  L. Preston.  Benjamin  Franklin  Eastman.  John. 

5  b  3  2  1 

Joseph.  Joseph.  Benjamin.  Aaron.  Aaron. ) 

B .Dec .8, l869> Holyoke ,Mass . 

D. 

K. June  2,1891 jCora  Morrell,  b  .Sept . 25>l871 • 

10 

2034»RutR  A. ,b. Nov. 8, 1892.  A  nurse. 

10 

2035«Barl  L.  ,b .Dec  .lp>l894-»  A  marine,  m. Apr  .1,1920, Ethel  Green. 


9  8  7 

1858.  WALTER  FERDINAND  KNAPP,  (Hiram  L. Preston,  Benjamin  Franklin  Eastman 

6  5  k  3  2  1 

John.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron. ) 

B. Oct. 15, 1872. 

B.1906. 

M.l897jRosamond  Guilford. 

10 

2036.  Gladys  R. ,b .Sept. 11,1898.  n. _ Dennis. 

10  ~~  ” 

203 7.  Kenneth  G. ,b . Jan. 7 ,1907* Worcester ,Mass . 


■ 


' 


’  „  ’ 


* 


.. 


23.6 

9  .8  7 

3_86l.  GOFFREY  BLISS  ANDREEN  KNAPP,  (John  Erman.  Beniamin  Franklin  Eastman. 

6-5  4  3  2  1 

John.  Joseph.  Joseph.  Benjamin.  Aaron.  Aaron. ) 

^  B.June  29, 1889, Presque  Isle, Maine. 

D. 

M. Oct. 23, 1907,  Elizabeth  Brown. 

10 

). Ivory  Bliss, b. July  17,1908.  d. Oct. 24,1910. 

10 

2039. Beatrice  Ethel,  b .Mch. 17,1910 . 


9  87  6  5 

1876.  SAMUEL  ALDEN  KNAPP,  (Charles  E,  George  Whitef ield.  Edward,  Edward. 

4  3  2  1 

Edxtfard.  Ebenezer.  Aaron.  Aaron.) 

B .Mch. 13 , 18 72 ,  N .Attleboro , Mass •  A  jeweler. 


K. Oct. 29, 1890,  Mary  L .G. Corey, Plainville , Mass . ,b . Aug . 7 , 1 3 72 , dau . of  Daniel 

Henry  &  Laura  Ellen  (Lancaster)  Corey. 

10 

2040 .Ethel  F . ,b . J an. 11 , 1892 , Providence ,P . I . 

10 

p  2041. Daniel  Alden,b. Sept. 29,1094, Providence,?.  .1 . 

10  - 
2042. Lillian  G, ,b. Jan. 23 , 1896, Providence ,R .1 . 


9  8  7  6  5 

l88l.  EDWARD  LLOYD  KNAPP,  (Lloyd  Austin.  Lloyd  Collins.  Edward.  Edward 

4  3  2  '  1 

Edward .  Ebenezer.  Aaron.  Aaron.) 

B .Nov .1 ,18 70 , Maple  Hill , Wabaunsee  Co., Kansas,  (or  Dover.) 


K. Jan. 30, 1895,  Stella  Louise  K. Randall. 

IB! 

2043 .Ethel  Gertrude ,b .Eeb .23 ,1896, m. Fergus  Barbaro .Have  son  and  dau. 
10 

2044 • Emily  Lois ,b .Apr .14,1899. d. ca .1928 .m e Harry  Ballanger. 

2045.  Hazel  Pearl, b. Sept. 19, 1902. Single  in  1930.  A  teacher. 

10 

2046 . Hattie .Single  in  1930. A  nurse  in  training  at  Halstead, Kan. 

10 

2047.  Harold  Paul ,b .Sept .£,19,1902.  d.same  day. 


om  9  8  7  6  5 

1884.  ALBERT  ALDEN  KNAPP ,  (Lloyd  Austin.  Lloyd  Collins.  Edward.  Edward. 

4  3  2  1 

Edward.  Ebenezer.  Aaron.  Aaron.) 


-  • 


' 


‘ 


217 


B .Dec .13 jl88l , Dover1 , Wabaunsee  Co. Kan. on  a  farm. 

D. 

I?.  Pink  Paxton. 

^2o^8 .Ruth  Paxton,b .Feb .21 ,1907 .m. George  Kail  Johnson. Have  Barbara  Ruth,b.c*. 
1926  and  George  Hill, Jr . ,b.ca.l92B. 

20l(.9. Helen  Kcrlo,b.Moh.l7,1910.m.01eon  H.Lewis.Have  Nanny  Sue ,b .Hay  ?l,19k3  am 
Norma  Jean, b .Kay  8,1944* 

Connected  with  the  Coleman  Lamp  and  Stove  Co. , Wichita, Kan. 

1886.  LLOYD  DOHAWAY  KNAPP,  (Collins  Eugene.  Lloyd  Collins.  Edward.  Edward. 

Edward.  Ebenezer.  Aaron.  Aaron.) 

B. Dec. 1,1 8 94 »  Res., Mi lwauke e , W i s . 

D. 

L 

M . Aug . 23 , 1 91 7 , Margaret  & ander  ,Mi lwauke e 

10  0 
20^0. Lloyd  D. Jr., b. June  17,1918. 

^  1886. Lloyd  D.  graduated  from  the  Ottawa, Ill .High  School  and  from  fhe  Ill. 

State  University  in  Civil  Engineering. Enlisted  May, 1917  as  1st  Lieut., 8lst  Di¬ 
vision,  Co.B. ,306th  Regt. Engineers . 

9  8  7  ^ 

1900.  GEORGE  ALEXIS  KNAPP,  (George  Alexis.  Peter  Kumble.  Shepherd  James. 

5  4  3  & ///  ^  \ 

Jonathan.  Jonathan.  Samuel.  A /iron.  Aaron./ 

Samuel . 

B.  Age  3, census  of  1880. 

D. 

M. Katherine  M. Haring, b .1877* d. 1 928 .GR .Spar khilx  Cemetery. 

10 


20^1 .Margaret  Mar tine. 


9  8  7  6 
1911.  EDWARD  SPRING  KNAPP,  (Edward  Spring.  Gideon  Lee.  Shepherd  James. 

5  4  3  2  1 

Jonathan.  Jonathan.  Samuel.  Samuel.  Aaron. 


B. Sept. 10, 1879, New  York.  wn-Jn  w.dn««ay. 

and  mother  of  Mrs;rj0pi?a  Se  omit  flower?. 

D.Apr, 5,1940, New  York.  .  — -  - 

M. Rosalie  Emily  Moran  Dec.10,1903 .^.d.Nov.30,1938»aSe8-  5°  y^3* 

2nd  Dorothea  Diblee, Dec. 18, 1939* 


’ 


■  v  . 


*  "  ♦  '*  ~  — 


-  -  .».'i  •■,. 


'  the  amount  of  businea*  each  did  The  “running  chicken”  Water- 
i  during  April  through  September  of  ( bury,  Conn.,  cancellation  onjhree 
that  year. 


y(,ar  (copies  of  the  1809  one-cent  stamp 

The  document,  stained  and  worn, ;  on  cover  brought  $1,400.  The  only 
was  sent  by  Charles  Burrnll,  As-.1  known  copy  of  the  1861-67  3c  rose 
s, Slant  Postmaster  General,  to  ;  with  New  York  cancellation  show- 


Congress  on  March  23.  1798,  as  a 
guide  in  a  proposed  revision  of  the 
postal  law.  On  eleven  pages  are 


named  the  nation's  131  postoffices  |  bvought  $250.  ^ payment 

-  "  age  prepaid  with  State  D  1  ^ 

official  82  single,  10c  sing 


Mrs.  EtNvnrd  S.  Knapp, 

Ex-GolC  Champion,  Hirs 

A-, - —  4 

Shared  Motlior-ILuigliler  Til! 
in  >[cir(i[iolilan  Dislricl 

Mrs.  Rosalie  Moran  Knapp,  "if 
of  Edward  Stp'ing  Knapp,  of  New 
York  and  R  >1>  n.  L.  '■  hied  yes- 
.ierday  at  hci  l.onm  a*  Uii  Part:  Ave¬ 
nue.  She  vets  Rfty-tix  'cars  oid. 

SurvhlitiT.  be.  ides  her  hui.bcnd.  are 
a  sort.  Edward  S.  Kt.,m;'  y-  ■  and  a 
daughter.  M>s.  Joscp.t  C.  J  . 

Ko.dyn.  *  .  ,  /,  f  v  ’  - !  .  . 

Mrs.  Knapp  "as  a  number  et  the 
Christian  Science  Mother  Church, 

Boston.  She  was  iomu-.v  president 
of  the  Womens  long  Island  Go - 
Association  and  "as  f.  n 
the  Womens  National  Golf  and 

Tennis  Club,  of  Glen  Head.  L.  I.: . 

Site  was  an  excellent  golfer.  2n<li  ..  Fa’ls  Ate.,  63  cents,  Cen- 

for  three  "cars  prior  to  1937  shaj  |  Doughty  Falls.  Me., 
and  her  daughter,  the  former  Ma.s|  irehsrbout,  N  >*., 

Rosalie  Knapp,  won  the  mother- 1  -  6"  " 

daughter  golf  chanipior.s!t:p  of  t.oj 
metropolitan  district.  Her  da1-1. 

'w  as  former  president  of  the  Wo;.:'  -■  s. 

Metropolitan  Golf  Association  ar.oi 
had  won  many  golf  titles. 

■  '  “> 


thirteen  stats  1,1 


in  sixteen  States  and  the  North  . 
west  Territory.  The  figures  show  | 
that  during  the  six  months  the  | 
smallest  business  was  transacted  I 
by  the  Martinsville,  Va.,  postmns-  ! 
ter,  and  amounted  to  exactly  -10 

Assoeia t ion*  a nd  TTa  T  »bcr  olj  cents.  Less  than  a  dollar's  busi- 

.  -  ness  vvas  done  at  fi'c  othei  pose 

offices:  Greene,  Me.  49  cents, 


Old  l'osU'ti 


fire  Document 
Shows  Which  Offices 
Di'l  Least  Business 


By  KENT  P.  STILES 


70  cents  and 
Canaan,  Me.,  87  cents.  Philadel¬ 
phia.  then  the  nation's  capital, 
earned  the  highest  postal  revenue, 

_  82,182.89,  and  New  York  City 

=  — ™  i  ranked  second  with  $1,914.11.  The 
!  Baltimore  and  Boston  postoft'ices 
i  were  the  only  others  to  take  in  ! 
I  more,  than  $1,000.  The  40  cents 
I  in  postal  business  at  Martinsville, 
Va.,  meant  that  the  postmaster 
there  handled  perhaps  as  few 


r'y'flTK  problem  of  how  to  esti-|  as  eight  letters  during  the 
'  «  '  ■  •  -  "-i.-j  siX  months  and  from  sixteen 


problem  of  how  to  .sti¬ 
ll  mate  the  value  of  United  < 

States  covers  which  passed  j* 
through  the  mails  in  the| 
period  from  1787.  when  the  postal  | 
service  was  established,  to  1847,  i 
when  the  government  first  made! 
adhesive  stamps,  was  approached! 
in  a  systematic  way  by  the  latsj 
Edward  S.  Knapp.  New  York1 
broker,  whose  collection  of  stamps, 
covers  and  related  historical  ma¬ 
terial  was  one.  of  the  best  ever  as- 
fembled.  This  fact  is  disclosed  by 
an  analysis  of  the  postal  docu¬ 
ments  he  saved  arid  the  notations  1 
he  made  during  his  years  of  in¬ 
terest  in  the  hobby.  | 

One  of  the  instruments  he  used 
in  arriving  at  values — a  copy  of 
a  Postoffice  Department  report 
submitted  to  Congress  in  1798  — 
will  he  offered  at  auction  when  the 

second  section  of  the  Knapp  col-  — =  .  ..  __ 

....  •  ,  .  1  cm  lee  atamt)3  and  covers  were 

lection  is  sold  during  tne  week  be-  :  states  scamp 
•  •  >-  r  „  1  noid  at  the  sale  of  the  second  part 

ginning  on  Nov.  3.  it.  was  an- lt  Paia  at  ulfc  s  . 

of  the  historical  collection  of  the 

late  Edward  S.  Knapp,  New  York 
broker,  at  the  Parke-Bernet  Gal- 
i  leries,  Inc.,  during  the  week  ended 


to  twenty,  perhaps  fewer,  dur¬ 
ing  the  entire  year.  On  that  pre¬ 
sumption,  a  philatelic  authority 
estimates  that  a  cover  with  a  17S7 
Martinsville  postmark  should  have 
a  value  of  from  $50  to  $75,  while 
a  1797  postmark  cover  in' Phila¬ 
delphia  should  be  worth  not  more 
than  $2,  because  relatively  more 
such  covers  were  handled.  It  was 
by  such  reckoning,  in  part,  that 
Mr.  Knapp,  as  his  notes  suggest, 
estimated  cover  values.  In  con¬ 
nection  with  numerous  covers  orig¬ 
inating  between  1787  ar.d  1847  Mr. 
Knapp  appended  also  notations  as 
.  to  towns’  populations  and  used 
these  as  guides  to  the  number  of 

'  covers  probablv  handled. 

Prices  at  Knapp  Sale 

Record  prices  for  rare  fancy  de¬ 
sign  cancellations  on  early  United 


official  84  sul“‘;’  h9  SOc,  brought 
seventeen  copies  of  lhe  _  ’  reV-  | 

^425.  A  collection  of  r  *  i 

*  intact  brought  1 

enues.  sold  intwt'  D  j  -  censored 

I  collection  of  World  War  l^n  I 

I  covers,  intact,  brought  $2i0 
1. ...  — —  f.  *  * 

Early  Hotel  Covers 
An  important  section  of  the  Ed¬ 
ward.  S.  Knapp  collection  which 
Philatelic  Research  Laboratories, 
Inc.,  is  arranging  for  public  auction 
comprises  thousands  of  postal  cov¬ 
ers  which  were  used  by  most  of 
the  famous  hotels  when  America 
was  young,  some  of  them  dating 
from  colonial  limes. 

The  covers  and  the  accompany  in0 
reference  material,  filling  many 
large  volumes,  depict  almost  a  com¬ 
plete  history  of  hotel  life  m  the 
United  States.  There  are  documents 
showing  that  hotels  were  among 
the  first  buildings  to  use  elevators 
then  called  “vertical  railways,  ’  and 
to  install  central  heating.  At  first 
the  elevators  were  used  only  for 
|  baggage  and  the  furnace  heat  was 
!  piped  only  through  halls  and  down¬ 
stairs  parlors,  with  bedrooms  con¬ 
tinuing  to  be  heated  by  open  fire¬ 
places.  Then  French  s  Hotel  m  New 
York  City  pioneered  in  advertising 
that  its  bedrooms  would  be 
/‘warmed  gratis  by  hoi-air  fur- 
1  paces,'1  but  that  “the  occupants 
;  can  shut  out  the  heat  if  they  want 


7ov.  3.  it. 
pounced  last,  week,  at  the 


Fatke- 


Bernet  Galleries.  Inc.,  30  East  late  Edward  S.  Knapp  New  York 
Fifty-seventh  Street.  The  first  i  broker,  at  The  Parke-Bernet  Oil 
section  brought  approximately  (  ^  2  lot>  of  st!,mp3 

781,000  when  auctioned  last  May.,  NuV.  S.  I.  .  . 

’  .  „  .  .  .  ...  :  covers  and  related  material  Drought 

The  second  offering  contains  430  ,  '-over.-,  o.iu  .  .  . 

t>art  brousrnt 


lots.  About  onc-quartsr  of  the  eni 
lection  will  remain  to  be  soid  at  a 
later  time. 

Mr.  Knapp's  Notes 
The  worth  of  the  1798  document, 
the  tirst  copy,  so  fiar  as  is  known, 
to  be  found  in  a  stamp  collection, 
will  be  established  at  the  auction: 
it  may  bring  $10  or  $5,000.  But  a 
study  of  Mr.  Knapp's  notes  indi¬ 
cates  that  he  placed  much  reliance 
©n  it  in  judging  values  of  early 
covers.  It  lists  the  postoffices 
Which  existed  in  1797  and  states 


$44,918.  The  first  part  brought 
$80,729  when  auctioned  last  May,  , 
making  a  total  of  $125,647.  There 
is  a  large  quantity  remaining,  but 
no  announcement  has  been  made  as 
to  its  disposition. 

Tire  cancellations  were  the  major 
objects  of  interest  at  the  first  three 
of  the  week’s  eleven  sessions,  and 
the  prices  realized  reflected  Mr. 
Knapp’s  judgment.  The  high  prices 
paid  for  these  and  other  fine  U.  S. 
pieces  were  attributed  to  the  fact 
that  material  of  this  caliber  seldom 
appears  on  the  open  market. 


POST  OFFICES. 


New  Urunfwick, 
Ne^burg, 

Newbury, 

Newbury  C.  H. 
Newbury  Port, 

New  Caftlc,  ’  • 

New  Ciftle, 

New  Gleuccfler, 
New  Germantown, 
New  Hartford,  . 
New  Harm, 

New  Kent  C.  H. 
New  Lebanon, 

New  London,  • 
New  London,  . 
New  Market, 

New  Milford,  - 
Ditto. 

Newport  Bridge, 
Newport, 

Nrw  Tosi  City* 
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Philatelic  Reaearca  Laboratories,  ire. 


Part  of  a  page  from  a  Postoffice  Department  report  covering  April- 
October  business  in  1797 — mail  handled  and  income  receded  at  the 
nation's  491  postoffices.  From  the  Edward  S.  Knapp  collection. 
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10 

2052. Edward  Springy  Illy  b  .Apr  .28 ,1905  .m.lst  ,Nov  .18 , 1931  ,Edythe  Cappell  Elli- 
man. Divorced  in  193)'.  m. 2nd, June  29*1936, Mrs. Gertrude  Bryan  Garrett. 

10  T 

20£3.RosaliexMoran,b. June  26,1907.m.  an.29, 1937,  Joseph  Charles  Dey, Jr .  .Zytp/fi/ 

.Had  Edward  Knapp, b. Nov.  11 ,1937* 

1911.1’hey  lived  at  300  Park  Ave.,N.Y.New  York  and  Roslyn,L.I.  His  wife, Ross 
lie  Koran  was  a  member  of  the  Christian  Science  Mother  Church, Boston. Was  former 
President  of  the  Woman1 s  Long  Island  Golf  As so,, member  of  the  Woman’s  National 
Golf  and  Tennis  Club, of  Glen  Head,!.. I. She  was  an  excellent  golfer  and  for  three 
years  prior  to  1937  she  and  her  dau. Rosalie  won  the  mother- daughter  golf  Cham¬ 
pionship  of  the  metropolitan  district. Her  dau. was  former  presideht  of  the 
Woman's  Metropolitan  Golf  Asso.and  won  many  golf  titles. 

ft 


9  8  7 

1912.  THOMAS  PATTON  KNAPP,  ( XX'MXX/XXXXM .  Edward  Spring.  Gideon  Lee.  XMtXh 

6  5  4  3  2  1 

Shepherd  James,  Jonathan.  Jonathan.  Samuel.  Samuel.  Aaron.) 

B.  Oct. 23, 1886, Hew  York. 


D .May  31,1936. 

M.June  5,1917, Jessie  Lorene  D. nes,b.Mch.6,lS88. 
10 

2054»^Homas  Patton,b .Aug. 31, 1920. 

10 

2055»WHliam  Lawrance,  b.Mch.4,1926. 


9  8  7  6 

1916.  HARRY  KEARSARGE  KNAPP, Jr.,  (Harry  Kearsarge.  Gideon  Lee.  Shepherd 

5  4  3  2  i 

James.  Jonathan.  Jonathan.  Samuel,  Samuel.  Aaron.) 

B. Sept .10,1890. 

D. Dec. 17, 3  943 ® 

M.lst,  Phoebe  |\etchum  Thorne. 

2nd,  Elizabeth  Marshall  Mann.  Children  by  2nd  wife. 

10 

2056.  Elizabeth  Burr ,b .Apr .28, 1922. m. June  7,1941 , Frederick  Haines  Lassiter. 

Frederick  Haines,  Jr  .b  .June  l5,19l'-2. 

10 

2057.  Caroline  P amelia, b .Feb. 28, 1924.  d.July  6,1926. 

10 

2058.  Harry  Kearsarge, III ,  b.Jan  22,1928. 

10 

2059. Theodosia  Burr,  b .Jan. 3, 1930.  m.Duer  McLanahan, Jr. 
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Harry  K.  Knapp 


of 


Sportsman,  53.  Lons:  Treasurer 
Westminster  Kennel  Club 

Harry  Kearsarge  Knapp,  a 
sportsman  well  known  in  hunting 
iand  fishing  circles,  died  Fiicin\  ai 
the  Roosevelt  Hospital.  Fifty-ninth 
'•Street  and  Ninth  Avenue.  Ho  was 
fifty-three  years  old  and  lived  at. 
the  Racquet  and  Tennis  Club,  370 
Park  Avenue. 

Mr.  Knapp  was  for  many  years 
treasurer  of  the  Westminster  ken¬ 
nel  Club,  fie  also  was  treasurer 
of  St.  Mark's  Church,  at  Islip.  L  I., 
where  he  had  a  summer  home. 
Surviving  are  two  daughters.  Mrs. 
Elizabeth  Lesaiter  and  Miss  Theo¬ 
dosia  Burr  Knapp:  a  son.  Harry 
E.  Knapp  jr. :  a  brother,  Theodore 
J.  Knapp,  and  a  sister,  Mrs.  Caro¬ 
line  K.  Post. 


Lusmtcr: hiiaiiit  l>naal 

teal  Islip 


i  i(,l,l 

7  at  i: 


22  Attendants  Cltosni  for 
Wedding  in  Si.  Mnrlc's 

Mr.  and  Mrs.  Walter  Russell  Hcr- 
i  ick,  of  101  East  Seventy-second 
Street,  have  issued  invitations  tor 
the  marriage  on  June  7  of  Mrs.  Her¬ 
rick's  daughter,  Miss  Elizabeth  Burr 
Knapp,  to  Mr.  Frederic  Hanes  Las¬ 
siter.  son  of  Mr.  and  Mrs.  Robert 
Lassiter,  of  Charlotte,  N.  C.  The 
wedding  will  take  place  at  4  p.  m. 
ill  St.  Mark's  Church,  East  Islip, 
L.  I.,  and  will  be  followed  by  a  re¬ 
ception  at-  Creeksidc.  the  East  Islip 
home  of  the  bride-elect's  mother. 

Miss  Knapp's  father,  Mr.  Harry 
Kcarsarge  Knapp,  will  give  her  in 
marriage.  Miss  Helen  Wing  will 
be  maid  of  honor.  The  attendants 
will  be  the  Misses  Nancy  Stillman. 
Dorothy  Wagstaff,  Helen  Cotton, 
Joan  Leidy.  Ann  C.  Shaffer  and  Mrs. 
John  D.  Richardson.  Geraldine  M. 
Livingston  and  Theodosia  Burr 


UN  API’— Hnrrv  Kfiir  srcc.  on  THc.  17.  1r 
son  of  the  ’ate  Harry  Kear^-rcc  and  Caro- 
l  line  Burr  Kmpo.  father  nf  Harry  K  Jr...  , 

•  Eli^alwih  Lassiter  and  Theodosia  Ei.r  .  I  Knapp  Will  be  fiOV/ei*  girls. 
F'uncral  service  at.  3:.  Thomas  Church,  w.h1 
Ave.  an  53d  St.  on  Monday  at  10  A.  M. 

Interment  private. 

KSArP-H«rtY.Kjar,»rS..  ^ 


"and  r.3d  at.,  on  Monday 
Interment  pr.vaic.  tv 

KT HE 'state3 o'/  NEW  YORK  announce 

™S  ;^dC.f^c^,DCHarVy 


Ke'ar’sa^e  Knapp.  STURGES  p^rievU. 


Dr.  Fred  M.  Hanes,  of  Duke  Uni¬ 
versity.  uncle  of  Mr.  Lassiter,  will 
be.  best  man.  Ushers  are  to  be 
-Messrs.  Robert  Lassiter  jr..  J.  Hanes 
Lassiter  and  J.  Harrison  Lassiter, 
brothers  of  Mr.  Lassiter;  Alexander 
S.  Hanes,  Huber  Hanes  and  J.  Gor¬ 
don  Hanes,  his  cousins;  Robert 
Train.  Robert  D.  Goodall.  John  R. 
Hersey.  Paul  deB.  do  Give,  Henry 
L.  de  Give  jr.  and  Andrew  M.  Mc- 
Burney. 


THEODOSIA  KNAPP 
PROSPECTIVE  BRIO 


THEIR  ENGAGEMENTS 


Wesiover  Graduate  VVili  Be- 
Wed  to  Duer  McLanahan  Jr.,  | 
Yale  College  Alumnus 


Special  to  The  New  York  Times/  ■'fSo 

WATCH  HILL.  R.  I..  July  23— 
Mrs.  Walter  Russell  Herrick  of 
New  York  and  Ivy,  Cottage.  Watch 
Hill,  has  announced  the  engage¬ 
ment  of  her  daughter,  Miss  Theo¬ 
dosia  Burr  Knapp,  to  Duer  Mc¬ 
Lanahan  Jr.,  son  of  Mr.  and  Mrs. 
McLanahan  of  Washington  and 
Windvale,  Watch  Hill.  Tile  wed¬ 
ding  will  take  place  in  the  autumn. 

Miss  Knapp,  daughter  also  of  the 
late  Harry  Kearsarge  Knapp  of 
New  York,  attended  the  Chapin 
School  in  New  York  and  was  grad¬ 
uated  in  1947  from  the  Westover 
School  in  Middlebury,  Conn.  She 
was  introduced  to  society  in  New 
York  the  same  year  at  the  Junior 
Assemblies.  Miss  Knapp  is  a 
granddaughter  of  the  late  Mr.  and 
Mrs.  Harry  Kearsarge  Knapp  of 
New  York  and  of  Mr.  and  Mrs. 
Francis  Norton  Mann  of  Trov, 
N.  Y.  She  is  a  niece  of  Mrs.  E."  fit; 
Pont  Irving  of  Wilmington.  Del.-, 
and  of  Miss  Jessie  Mann  of  Old 
Westbury,  L.  I. 

Mr.  McLanahan  was  graduated 
In  1946  from  Phillips  Academy, 
Andover,  Mass.,  and  this  vear 
from  Yale  College,  where  he  was 
a  member  of  the  Fence  Club.  He 


Js 

:  1  ' 


*  *  * 

Knapp  Collection  Catalogue 
i  The  first  of  a  series  of  auction  cat 
j  alogues  for  the  Edward 
I  collection  was  made  available  last 

avmw  ct.  -  - -  -  -  '  j 

week  by  the  Parkc-Bernet  Gal-  ! 
j  levies,  Inc.,  30  East  Fifty-seventh  : 
I  Street,  where  the  initial  portion  of  j 
!  this  historical  compilation  will  be 
sold  on  May  5-10. 

The  book  contains  368  pages,  of  | 
I  which  124  arc  devoted  to  illustra- 1 
tions.  Six  thousand  copies  have  j 
j  been  printed,  including  a  bound  de  | 
|  luxe  edition  of  250,  which  will  be  j 
'  presented  to  libraries  and  universi-  I 
ties  and  to  notable  collectors,  in¬ 
cluding  President  Roosevelt.  At  a  ^ 
cost  said  to  have  exceeded  820.000 ! 
the  Philatelic  Research  Labora¬ 
tories,  Inc.,  which  recorded  and  ar¬ 
ranged  the  Knapp  pieces,  photo¬ 
graphed  522,000  separate  stamps, 
covers,  clippings  and  letters  during 
six  months  of  activity.  The  cata¬ 
logue  is  being  sold  for  $1  and  1,800 
copies  have  already  been  ordered. 

*  *  * 

“Mystery”  Stamp  Brings  $650 

The  Cape  of  Good  Hope  “mys¬ 
tery”  stamp  illustrated  in  these 
columns  last  Sunday — an  1861  tri¬ 
angular  4-pence  printed  in  black  in¬ 
stead  of  the  normal  blue— brought 
$650  when  sold  at  the  auction  of 
H.  R.  Harmer,  Inc.,  on  Wednesday. 
The  purchaser,  an  American  collec¬ 
tor,  requested  that  his  identity  not 
be  disclosed. 

The  price  paid  is  a  record  one  for 
this  stamp,  according  to  Mr.  Hnrm- 
er,  and  the  money  will  be  devoted 


besring^^^mltie  and  3c  violet-  ^ 

rose  official  stamps  tied  together 
by  cork  cancellation,  this  being  the 
Knapp  j  only  such  combination  recorded:  a 
cover  with  postage  prepaid  with 
State  Department  official  $2  single. 

10c  single  and  seventeen  copies  of 
the  30c;  a  cover  bearing  a  vertical  j 
block  of  six  and  three  sing'/”*^  ‘ 

the  first  stamp  of  Dutch  -NraJiS 
(Netherlands  Indies). 

Y.  Soureii,  president  of  the  Phil¬ 
atelic  Research  Laboratories.  Inc  . 
which  recorded,  arranged  and  cata¬ 
logued  tire  Knapp  collection,  and 
Harold  W.  Carhart,  Wall  Street 
broker  and  a  philatelist,  presented 
to  the  library  of  the  Collectors 
Club  last  week  186  volumes,  bound 
in  green  and  gold,  containing  10, Ov” 
photographs  of  the  stamps  and. 
covers  as  they  appeared  in  Mr. 
Knapp’s  albums  before  the  collec¬ 
tion  was  prepared  for  auctioning. 


Third  Knapp  Sale 
An  announcement  was  made  ls=+ 
'week  by  the  Y.  Souren  Compact ' 
representing  a  syndicate,  that  the 
third  and  final  section  of  the  Ed¬ 
ward  S.  Knapp  collection  of  phila¬ 
telic  Americana  would  be  sold  at 
public  auction  at  the  Parke-Bernet 
Galleries,  Inc.,  30  East  Fifty- 
j  seventh  Street,  on  March  5  and  - 
The  first  part  brought  $80,729  and  • 
the  second  part  S44.91S  when  sci  d 
m  1941.  The  1-12-page  illustrated 
catalogue1  for  the  third  sectior  ‘‘~-- 


!jj 


_ _  ranged  by  the  Philatelic  Re  <®§§.;; 

to  the  purchase  of  war  materials  , '  laboratories,  Inc.,  descrifcesT^fo 


for  Great  Britain.  This  is  believed  |  lots,  comprising  hotel  envelopes 
to  be  the  first  time  one  of  these  |  advertising  cards,  covers  and 


stamps  has  appeared 
auction  in  the  United  Str.l  >s. 


—  -■ » 


Miss  Theodosia  Burr  Knapp 

C  Bradford  Bachrach 


Treasures  of  Collection 


The  Knapp  holdings  to  be  auc¬ 
tioned  in  November  include  United 


public  |  stamps,  the  mailed  pieces  bearing 

...  1  Postmarks  dating  back  more  than 

THE  second  part  of  the  collec- 120  yea,s 

tion  of  stamps,  covers  and  re-  .r  '- 

,  ...  -arranged  alpnaheticallv  bv 

lated  historical  material  «- StaUs  and  cities  are  listings  o> 
sembled  by  the  late  Edward  S.  more  Ulan  5000  hote,  COv.ers  re_: 

Knapp,  New  York  broker,  will  be  resenting  P  -Pr„ 

,,  ,  ....  ,  .  ,.  Ie’’eming  every  State,  more  than 

publicly  auctioned  this  week  at  the  :  100  citles  and  2  -0Q  h8tcl,. 

Parke-Bernet  Galleries,  Inc.,  30  of  the  latter  ;s  no  ,on  j 
East  Fifty-seventh  Street,  with 
afternoon  and  evening  sessions 
from  tomorrow  through  Friday  and 
an  afternoon  session  on  Saturday. 

This  section  of  the  collection  is  esti¬ 
mated  to  he  worth  more  than  $40,* 

000.  The  first  part  realized  about 
$81,000  when  sold  last  May  At  the 
auctioning  this  week  each  of  the 
4,302  lots  will  be  projected,  about 
200  times  normal  size,  on  a  motion 
picture  screen  as  it  is  offered. 

Notable  pieces  In  the  second  part 


jfi’i 


r  * 

t  , 


I' 


|  istence.  There  are  about"  2^200  *  ’ 

,  reference  pieces.  Nearly  200  ci  * 

I  the  hotels  are  listed  under  New  / 
York  City  alone,  many  of  them.  fel 
having  been  famous  hostelries  ir.  f  ; 
their  eras. 

The  aggregate  philatelic  value  5 
of  the  items  in  the  thh-d  section  is  »; 
not  known,  because  no  collection  R'j 
like  it  has  ever  before  been  placed  Iv  : 
on  the  auction  block.  The  late  Ed¬ 
ward  S.  Knapp  who  was  a  New 
York  broker,  devoted  many  years 
to  assembling  the  covers  and  re¬ 
lated  material,  corresponding  with 
descendants  of  early  hotel  owners 

=.r.v 


is  a  grandson  of  the  late  Mr.  and;  j  school,  college  and  fraternity  spe 
Mrs.  George  X.  McLanahan  of  New 


Haven,  Conn.,  and  Washington 
ar.d  of  Mr.  and  Mrs.  Oliver  Nied- 
nnghaus  of  St.  Louis.  Mr.  McLan- 
ahan  is  a  nephew  of  Mrs.  F.  Kings¬ 
bury  Curtis  of  Tuxedo  Park  N.  Y 


include  the  following:  An  1869 
States  stamps,  covers  and  quaint ,  cover  with  the  famous  "running 
cancellations,  early  foreign  stamps  I  chicken”  cancellation  on  three 
on  cover,  a  World  War  cover  col-  \  copies  of  the  1-cent  buff,  Water- 

lection,  a  collection  of  exposition  [  bury,  Conn.,  postmark— a  cover  for  and  -vV-ith  historical  societies 
and  fair  envelopes  dating  back  to  [j  which  Mr.  Knapp  once  refused.  of  the  reference  notes  are 

$1,500;  only  known  copy  of  the  handwriting. 

1861-67  3c  rose  with  the  New  York.  **.-■■  ■  - 

cancellation  showing  eagle  with 
shield  in  talon?,  with  thirteen  stars  i 
in  curve  above;  a  piece  of  cover  1 
carrying  a  strip  of  four  and  a 
single  of  the  $1.  a  single  50c  and  a 
single  $2  of  the  Trans-Mississippi 
*erj»s:  an  Executive  Mansion  cover 


the  Crystal  Palace  Exposition  in 
Newr  York  in  1853,  a  collection  of 


I  cia!  covers  mailed  betwq^n  1817 


and  1900.  and  a  fourteen-volume 
grouping  of  Mexican  revenues. 


- 


■ 
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9  8  7  '  6  5  4  3 

1923.  ASA  H .KNAPP,  (Elmer  W.  Fayette  ’warren.  Asaph.  Cyrus.  Job.  Seth. 

2  1 
Samuel.  Aaron.) 

B,  Westf ield,Mass . 

D. 

K. 

10 

2060 . Ada . 

10 

2061.  Evelyn. 


9  8  7  6  5  4 

1934.  HARRY  WILLIAM  KNAPP,  (Joseph  Warren.  William  H.  William,  ’William.  Paul 

3  2  1 

Seth. Samuel.  Aaron.) 


B.Oct  .13,1 8  70,  Waverly,  IT  .Y.  In  drygoods  business  with  his  father. 

D. Mch. 3, 1941. 

M.June  21,l894»Haria  L  .Phillips,  dau.  of  Thomas  J.&  Augusta  M.  (Canfield) 
Phillips . 

'  10 

2062.  Thomas  Phillips ,b . July  28, 1895 /Waver  ly,N.Y. 

10 

2063.  Frances  Helen, b. Jan. 24, 1899, Waverly .m. June  1,1922, John  H.Kurrav, Waver ly . 

1 924 . 

Have  Ann  Ldmise  ,b  .Mch.3 ,1923 Jane  Bar  stow, b .  June  17/d. Kay  18,1930.  -Re¬ 
mained.  July  18, 1927. -Susan. b. Feb. 14, 1932. 

10 

2064. Ronaine  Cole, b. Kay  12,1903. of  Steubenville, Ohio . 

1934.^3-^ry  W. attended  Waverly  Academy  and  ’Wyoming  Seminary , Kingston, Pa. In 
drygoods  business  all  his  life. ’Was  director  of  Citizens  National  Bank,  director 
and  Vice  Pres. of  First  National  Bank, of  Waverly  .President  of  ’Waverly  Co-opera¬ 
tive  Savings  &  Loan  As so .Lember  of  Board  of  Education  for  20  yes. and  Pres. for 
several  terms .Trustee  of  Waverly  Presbyterian  Church  for  25  yrs.and  Pres. of 
the  Board  many  years .Charter  member  of  Rotary  Club  and  of  the  Shepard  Hills 

f. 

Country  Club,  president  of  Chamber  of  Commerce, member  of  masonic  lodge  and  Hos< 
Co. 


*  .  9  8  7  6  5  4 

1935.  JOSEPH  ’WARREN  KNAPP,  (Joseph  ’Warren.  William  H.  William.  William.  Paul. 

32  1 

Seth.  Samuel.  Aaron.) 


B.July  8, 1879, Waverly, N.Y. 


*  '  -  -  -'-1''/  —  -W  -- 


...  * 
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$  ll'f  l  iFour  I O-Crnt  Stamps  ]\et'l.nd  " 

i  i  _  *  !  f*n5iu 


THURSDAY,  MARCH 


1341.  j 

- -i 


HARRY  W.  KNAPP. 

Harry  W.  Knapp,  who  had  been  en¬ 
gaged  in  ilit-  retail  dry  goods  busi¬ 
ness  in  Waverly  for  more  than  half  a  j 
century,  died  at  his  home.  44  5  Waver-  j 
ly  street,  on  Monday  night,  March  3. ! 
after  an  extended  illness,  aged  70  j 
yeats.  The  funeral  will  be  held  at  the, 
house  this  afternoon  at' 2:30  o'clock' 
and  the  Rev.  Thomas  Tighe.  pastor  of1 
the  Presbyterian  church,  will  officiate,  j 
llurial  will  bo  ia  Glen  wood  cemetery, 
Waverly. 

Mr.  Knapp  was  a  son  of  Joseph  and 
Frances  (Durkee)  Knapp  and  was 
born  in  Waverly.  He  attended  the  old 
Waverly  academy  and  the  Wyoming 
seminar)  ar  Kingston.  Pa.  His  father 
had  established  the  preseut  business 
at  the  corner  of  Broad  and  Fulton 
streets  in  15S1.  which  is  now  the  site 
of  the  Knapp  department  store.  After 
his  father  had  retired,  Mr.  Knapp  took 
liis  sou,  T  Phillips  Knapp,  into  the 
business  as  a  partner,  who  had  Just  re¬ 
turned  from  service  in  the  World  war. 

Mr.  Knapp  had  wide  interests  in 
the  community  outside  of  his  busi¬ 
ness.  He  was  a  director  of  the  Citi¬ 
zens  national  bank  and  a  director  and 
vice-president  of  the  former  First  na¬ 
tional  bank  of  Waverly.  He  was 
president  of  the  Waveily  cooperative 
savings  and  loan  association.  He  was 
a  "lhem’b'er"  of  the  '  .‘.'at'erly  board ‘of 
education  for  nearly  20  years  and 
rresiden*  of  that  body  for  several 
terms  I’. 3  was  a  member  of  the  Wa- 
verly  Fiist  Presbyterian  church,  had 
served  as  a  trustee  of  the  church  for 
23  years  and  was  a  former  president 
of  the  board  of  trustees  of  the  church. 
He  was  a  charter  member  of  the  Wa¬ 
verly  Rotary  dub,  a  charter  member 
and  director  of  the  Shepard  Hills 
country  club,  president  of  the  former 
Waverly  chamber  of  commerce,  a 
member  of  the  Tioga  hose  company 
and  a  member  of  the  Wfiverly  lodge  of 
Masons. 

Besides  his  wife,  he  leaves  two  sons, 
T.  Phillips  Knapp,  of  Waverly,  and 
Ron.aine  C.  Knapp,  of  Steubenville. 
Ohio;  one  daughter,  Mrs.  John  II.  Mur¬ 
ray.  Jr.,  of  South  Waverly;  two  broth¬ 
ers,  Joseph  Knapp,  of  Waverly,  and 
Ralph  Knapp,  cf  Chicago;  eight  grand 
children  and  several  nieces  and 
nephews. 
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_ _ ^  „  which  was  discovered  by  Mr. 

-..y  ■*  -  ,  f  j  nnapp.  was  sotd  to  Y  Sourpn  for 

j  5'fdU  ill  ivnappAuclioil  '5  lr;11  M:  Souren.  who  ir  prr  jdrn: 

- — -  jO.  tne  Philatelic  Research  Labora- 

l  It'd  I'.Nncrts  :>n(|  J'ii  |  tiijci-jci  r  cue,,  cataloguers  cf  theKnenn 

I  SCt.  -i-  c  ,  ‘  ,  aslsi collection,  said  that,  he  bought  the 

I  ace  47  l  .  J?.  Items  Sold  stamp  for  a  New  York  collector  who 
|  A  roontf.,1  of  phiiatciic  students  I re*U!'rf»  fo  disclose  his  identity, 
collectors  and  professionals  watched  ■  :3r''  lot-s  of  stamps  and  co<-t.rs 

IriHw  i'y  as,  Ev,ii  Co!,b  »  stamp  I  “A  7r  last  sale  brought  S15.39S.50. 
err  ir°m  E  vsck'  N-  Y.  bought  a  j  '  ojcn  raised  the  total  amount  rcal- 
yStnpof  four  10-ccnt  stamps,  issued  ;Ic<i  •>'//> 

|V.^the  United  States  m  if, 47  ror  >he  week/ lJ0t. 

of.a  H.f  7  7 


3  ] eleven  ructions  through  which  ,hc 
[Rarite-Bernet  Galleries.  Inc.,  dis- 
ol  the  firK;  Pan  °f  the  late 
‘  Knapp's  philatelic  Amcr- 
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j  a  1  e  \vMch  Mr.  Kn?pn  \ a rl 

accumulated  during  the  last  quarter 
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N,  Jan. ,1901 ,311a  Grace  Mixer, dau. of  Edwin  E. Mixer. 

10 

2065. Helen  or  Ellen  Elizabeth, m. Aug. 8, 1936, Henry  Robert  Coward. Have  Henry  R. 

10 

2066.  Edwin  Mixer. m. July  6, 1929, Lucia  Crowell. 

10 

2067.  Joseph  Warren, I II ,b .ca.  1907.m. Apr .4,  1937 ,Mary  Utting. 

10 

2068. Elnora  Mixer. 


9  8  7  6  5  4 

1937.  RALPH  WALDO  KNAPP,  (Joseph  Warren.  William  H.  William.  William.  Paul. 

3  2  1 

Seth.  Samuel.  Aaron.) 

B. Sept. 23, 1883. Waver ly,N.Y.  A  construction  engineer , Seattle, 'Wash. 

D. 

1 

M. 1911, Vera  Taylor. 

10 

2069. Robert  3 . ,b .Sept .1,1912, 


9  8  7  6  5 

1938*  GEORGE  BRIMKER  KNAPP,  (Joseph  Warren.  William  H.  'William.  William. 

4  3  2  1 

Paul.  Seth.  Samuel.  Aaron.) 

B .Nov . 9, l885>Waverly ,N .Y .  Res.. Los  Angeles , Calif . 

D. 

M.Feb .2, 1915, Mary  Gertrude  Slaughter ,W aver ly,dau. of  'Wickham  &  Charlotte 

Slaughter . 

10 

2070 .Charlotte  S. 


9  8  7  6  5  4  3 

1939.  HOLLIS  KNAPP,  (William.  William  H.  William.  William.  Paul.  Seth. 

2  1 

Samuel.  Aaron.) 

B.  ca.l870.  Bought  land  May  2, 1904, Allegany, Pa. 

D. 

M.  Blanche  Eaves. 

10 

2071.  Elenora,b.l901.m. age  19, Oct .16,1920 , Hugh  Eddy  Mann, age  21,Canisteo,N.Y. 

son  of  Bert  &  May  (Eddy)  Mann. 

10 

2072.  Florence, b. 1902, Canisteo,N.Y.m. age  18, Aug. 31,1920, Allen  Knight, age  22, son 

of  Alonzo  &  Flora  (Henderson)  Knight. 


■ 


- 
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Gain  I>y  Turning  Back 
Smith  aiul  Grimm  Team 


York  and  Roslyn,  L.  I.,  died  yes- 
terday  at  her  home  at  300  Park  Ave¬ 
nue.  /she  was  fifty-six  years  old. 
Surviving,  besides  her  husband,  are 
a  son,  Edward  S.  Knapp  jr„  and  a 
daughter,  Mrs.  Joseph  C.  Dey  jr,,  of 
Roslyn 

Mrs.  Knapp  was  a  member  or  the 
Christian  Science  Mother  Church, 
Boston.  She  was  formerly  president 
of  the  Women's  Long  Island  Golf 
Association  and  was  a.  member  of 
the  Women's  National  Golf  and 
Tennis  Club,  of  Glen  Head,  L.  I- 
She  was  an  excellent  golfer,  and 
for  three  years  prior  to  1S37  she 
and  her  daughter,  the  former  Miss 
Rosalie  Knapp,  scon  the  mother- 
daughter  golf  championship  of  the 
metropolitan  district.  Her  daughter; 


Special  to  the  Herald  Tribune 
HEWLETT.  L.  I..  Aug.  28— The 
Seawane  Clubs'  third  annual  invita¬ 
tion  best-ball  tournament,  often 
titled  the  week-end  golfers’  paradise, 
reached  the  semi-final  round  today, 
with  the  favored  combinations  com¬ 
ing  through  in  their  first  two  rounds 
of  play  in  practically  every  case. 

Surprisingly  low  scoring  for  an  event 
of  this  type  marked  most  of  the 
matches,  with  two  of  this  after¬ 
noon's  quarter-final  engagements 

being  exceedingly  hard  fought.  metropolitan  aisinct.  nei  uaugmci  ■ 

Harold  M.  Butler,  of  Hempstead.  was  former  president  of  the  Women's! 
and  Garry  Ketcham,  unattached,  ;  Metropolitan  Golf  Association  andl 
from  Brooklyn,  wno  carded  a  par-  ;  won  many  golf  titles.  I 

smashing  68  yesterday  to  lead  eigh¬ 
ty-eight  teams  for  the  qualifying 
medal,  were  forced  to  the  nineteenth 
hole  this  afternoon  before  they 
turned  back  Edward  S.  Knapp  jr..  of 
Nassau,  and  Martin  Victor,  cf  the 
Creek  Club,  1  up. 

The  medalists  toek  the  lead  on  the 
fourth  hole  and  held  the  advantage 
until  Knapp  bagged  a  birdie  4  on 
the  seventeenth.  Butler  ancl  his 

partner,  who  has  only  played  two  Gn  the  extra  hole  Knapp  chipped 
previous  rounds  of  golf  this  year  be-  c!°se  to  the  pin  or.  his  third  shot, 
fore  entering  this  tourney,  both  finer  a  P°or  second,  and  then  missed 
missed  short  putts  on  the  home  hole  ms  thrcc-fcct  putt,  while  Ketciiam 
which  would  have  given  them  the  tvas  getting  his  regulation  4. 
match.  Carl  W.  Timpson,  of  the  Rnckawav 
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22,dau.of 


2073. Earl  J.  ,b. 190k, m. age  21, Sept .28, 1925, Gladys  Irene  Clark, age 
Loren  &  Della  (Rolfe)  Clark. 


9  8  7  8 

195*.  PAUL  CARGILL  KNAPP,  (Hiram  Lewellen.  Hiram  Liscomb.  Hiram  Lis  comb. 

5  k  3  2  1 

William.  Paul.  Seth.  Samuel .Aaron. ) 

B. Feb. 16,1093. Newark  Valley, N.Y.  Lived  at  Fulton, N.Y.  A  dentist. 

D. 

Katherine 

K.at  age  2)4,  Alla/Brewster , age  28 , Supervisor  of  Drawing, Lake  Placid, N.Y. 

dau  of  Myron  T.S:  Bertha  M.  (Preston)  Brewster. 

10 

207k*  Jean  Brewster ,b  ,Kch.lO,lV19. 

10 

2075. Paul  Brewster ,b .Apr .10,1920. 

10 

2'076.Eloise  Brewster,  b  .Feb .  6,1923 . 

10 

2077«Bichard  Brewster  ,b  .Aug.  7,1928  .  d.1929. 


9  8  7  6 

195k.  HIRAM  LOREN  KNAPP,  (Hiram  Lewellen.  Hiram  Lcjscomb.  Hiram  Liscomb. 

5  k  K  3  2  1  . 

William.  Paul.  Seth.  Samuel.  Aaron.) 

B . De  c . 23 , 1 8  91 , Newar k  Vail ey , N . Y . 

D. 

M.  Jessie  Moses,  Newark  Valley, N.Y. 

10 

20 78.  Hiram  Loren, Jr . ,b .Dec .8,1917* 

10 

2079.  Nancy  Jane,  b. Oct .2,1922. 


9  8  7  6  5  k 

I960.  KENNETH  L. KNAPP,  (Gilbert  Samuel.  Luke  W.  Samuel  Edwards.  Paul.  Paul. 

3  2  1 

Seth.  Samuel .  Aaron.) 


B.  1907. 

D. 

M.  Flora  Maria  Hastings. 
10 

2080. Robert  Kenneth,  b.1931* 


9  876  54.3^ 

1979.  LEWIS  PAGE  KNAPP,  (Victor.  Ora  0.  Orlando.  Paul.  Paul .  Seth.  Samuel. 

1 

Aaron. ) 


i  222 

B.  Aug. 3, 1902. 

D.  before  195l» 

M.  Annie  E.Gectney. 

fc  10 

'  208l. Clara  Ann,  b .Oct .  ,1928, graduate  of  Kontpelier  High  School , m.  June  6,1 9f?l  , 

Harrison  F  .Edwards ,  stationed  at  Fort  Eustis  ,Va,  ,  son  of  Kr.&  Mrs. Hugh 

Edwards , Putnamville ,V t . 

10 

?.  Paul  Orlando,  b  .Dec  .  25,1930 . 


8  76  S  ^ 1 

1293 •  SHEPHERD  FORDYGE  KNAPP,  (Timothy.  Daniel  Lyon.  Daniel.  Jonathan. 

3  2  1 

Nathaniel,  Aaron.  Aaron.) 

B. Aug. 11, 1839. 

D.  Jill  entered  Jan.  12, 1901)., Oil  Creek, Crawf ora  Co.N.Y. 


K. Nancy  Ann  Baugher. 

9 

2083.  Howard  L. 

2084.  Ernest  L ^ 


/ 


C 


9 


2085,  Victor. 

2086. S?Clyde. Single . (Sjul,  2 *rop^7'l71W — iw-H&*-as 
9  V 

2087  and  lQ02. George  N.  m. Minnie  _ . 


(A  SHEPHERD  F0RDYCE  KNAPP  was  b .Dec ,29,1856 .Bapfc .Nov .27,1357. ) 


1 


•  .  » 
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10  9  8  7  6  5  4 

2007.  JOHN  MERTON  KNAPP,  (Merton  P.  John  S.  Richard.  Asa.  Peter.  Peter. 

3  2  1 

Aaron.  Aaron.  Aaron. ) 

B. Apr. 1,1907, Binghamton, N.Y.  Port  Dickinson, N. Y  . 

D. 

M . June  26,1 9311., Crystal  E.Widger ,b.Woodhull,N.Y.Oct .22,1910, dau. of  Archie  I-. 

&  Kayme  (Robbins)  Widger, 

11 

2088.  Barbara  Joyce, b. Sept .8,1936. , Binghamton.  Father  29, mother  25* 

11 

2089.  Philip  George,  b .Feb .20,1933* 


10  9  8  7  6  5  k 

2003.  ROBERT  GULNAC  KNAPP,  (Merton  P.  John  S.  Richard.  Asa.  Peter.  Peter. 

3  2  1 

Aaron.  Aaron.  Aaron. ) 

i 

B.5/$  Kch. 9, 1909, Binghamton, N/.Y. 

D. 

M.July  2lp ,  1930 ,  Priscilla  Rose  Whitner,age  27,  b  .Apr  .ip,  1 911 ,  Binghamton,  dau. 

of  ’William  H.&  Rose  (P’ulston)  Whitner. 

11 

2090.  Robert  Bruce, b .May  13 ,1933 .Binghamton. 

11 

2091.  Gail  Fulston,b .Aug. 30, 193-r, father  age  25, mother  age  23. 


10  98  76 

2019.  HARRY  ALBERT  KNAPP,  (Albert  Ferry.  Daniel  Sumner.  Sumner.  Abiather. 

5  4  3  21 

Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B .May  9,1890 


M. Jan. 7, 1913, Etta  Louise  Morley . 


h  Loui  s  e  .Jr£n 


11 

2092.Rui 
11 

2093*P^™a  Lorraine, b .  July  4,1916.  d. Feb  .18,1931* 
11  193-1 


2094.Benriette  Alberta,b .Nov.l9,1943'.n. Jan.30,1943 , James  I. Halley. Had  James 

Malcolm. -Robert  Bruce .-Catherine  Munro. 

11 


2095»Robert  Lindsay ,b. Jan. 10, 1924. m. June  14,1947, Jean  E. White. 
11 

2096. Albert  Forrest ,b .June  3,1 925 .m . Bertha  Mae  Thompson. 

11  , 

2097, 21  chard  Perry 


i 


^TJisEcIythElliinaimnapp, 
Crowell  Bake 


I  Mrs.  Happy  S.  Hodenpyl  a  Bride 


!*  In  \f;irrv  i""°  si^triiwT.«Nivrvo«K /?V7 

I  IU  -  J.C11  1  J  "NEWARK,  N.  J.,  June  13— Mr*. 


Mrs.  Prentice  Talma  ce.  of 
Ccdarhurst,  L.  I.,  and  Mr.  Ed- 1 
ward  Spring  Knapp,  of  New 
York,  announce  the  engagement 
of  their  daughter.  Miss  Edyth  j 
Elliman  Knapp,  to  Mr.  Crowell, 
Baker,  son  of  Mr.  and  Mrs. 
Frank  Crowell  Baker,  of  New] 
York.  The  wedding  is  planned 
for  Nov.  24. 

Miss  Knapp  is  the  grand- 1 
daughter  of  the  late  Lawrence, 
Bogert.  Elliman  anti  the  late 
Edyth  Coppell  Elliman.  of  New 
Y'ork.  and  the  late  Edward 
Spring  Knapp  and  the  late  Ros¬ 
alie  Moran  Knapp,  of  New  Y'ork. 
[Miss  Knapp  is  an  alumna  of  the 
Lawrence  School.  Hewlett.  L.  I., 
and  Miss  Porter’s  School.  Farm- 
pngton.  Conn.  She  attended  Vas- 
sar  College  and  was  graduated 
from  Barnard  College  in  1955. 
She  was  a  member  of  the  New 
York  Junior  Assemblies  and  at¬ 
tended  the  Debutante  Cotillon 
•  and  Christmas  Ball.  She  is  doing 
graduate  work  at  Columbia  Uni¬ 
versity. 

i  Mr.  Baker  is  the  grandson 
'of  the  late  Francis  Marion  Baker 
and  the  late  Harriet  Crowell 
Baker,  of  Atchison,  Kan.,  and 
the  late  Dr.  James  Renwick 
Guthrie  and  the  late  Harriet 
Dow'deil  Guthrie,  of  Dubuque. 
Iowa.  Mr.  Baker  was  graduated 
from  the  Groton  School  and 
in  1952  from  Princeton,  where 
he  was  a  member  of  the  Colonial 
‘Club.  He  is  a  member  of  the 
|  Princeton  Club  of  New  York.  He1 
is  a  student  at  the  Harvard 
Business  School. 


S' /Z- rfSb 

• " ■T*r«*PC?5WK  *  **?***** 


I  Happy  Shannon  Hodenpyl,  daugh- 
J  ter  of  Porter  Clyde  Shannon  oE 
Wilton,  Conn.,  and  the  late  Mrs. 
Shannon,  who  was  Miss  Alice  Wil¬ 
son,  was  married  this  morning  to 
■Edward  Spring  Knapp  Jr.  of  New 
’  York,  son  of  the  late  Mr.  and  Mrs. 
\  V  Knapp  of  that  city,  by  Judge  Jo¬ 
seph  J.  Tulley  in  hi3  chambers 
;  here. 


BECOMES  ENGAGED; 

/i^f;  /£,-/)'  J'C  ] 

Barnmf  Alumni  Future  Gride  j 
of  Crowell  Baker,  Graduate 
Student  at  Harvard 


m 


Hal  Harrison 


7-c,  S  o 

F.dvtli  E.  Knapp,  future 
liride  of  Crowell  Baker. 


Mrs.  Prentice  T&lrnage  of 
Ccdarhurst,  L.  L,  and  Edward, 
Spring  Knapp  of  New  Y'ork  have 
announced  the  engagement  of 
their  daughter,  Miss  Edyth  Elli- 
man  Knapp,  to  Crowell  Baker, 
son  of  Mr.  and  Mrs.  Frank  Crow¬ 
ell  Baker  of  New  York.  The  wed¬ 
ding  is  planned  for  Nov.  24. 

Miss  Knapp  is  an  alumna  of 
;the  Lawrence  School,  Hewlett, 
;L.  I„  and  Miss  Porter’s  School, 

•  Farmington,  Conn.  She  attended 
Y’assar  College  and  w'as  gradu¬ 
ated  from  Earnard  College  in 
1655.  She  is  doing  graduate  work 
I  at  Columbia  University.  She  was 
a  member  of  the  New  Y'ork  Ju- 
jnior  Assemblies  and  attended  the 
^Debutante  Cotillion.  , 

1  The  prospective  bride  is  ai 
granddaughter  of  the  late  Law-| 
rence  Bogert  Elliman  and  the 
late  Mrs.  Edyth  Coppell  Elli¬ 
man  of  New  York.  Her  paternal 
Igrandparents  were  the  late  Ed- 
,’ward  Spring  Knapp  and  the  late 
I  olio  vinrnn  TCnatm  of  New 


H&l  Harrison 

Miss  Edyth  Elliman  Knapp 


York. 

Mr.  Baker  was  graduated 
from  Groton  School  and.  in  1952, 
from  Princeton  University,  where 
he  was  a  member  of  Cclonial 
Club.  Kc  is  a  member  of  the 
Princeton  Club  of  New  York  and 
is  a  student  at  the  Harvard 
Graduate  School  of  Business  Ad¬ 
ministration, 

Mr.  Baker  is  a  grandson  of 
the  late  Mr.  and  Mrs.  Francis 
Marion  Baker  of  Atchison,  Kan. 
His  maternal  grandparents  were 
the  late  Dr.  and  Mrs.  James! 
Renwick  Guthrie  of  Dubuque,  I 
Iowa.  ! 
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10  9  8  7 

2052.  EDWARD  SFRING  KNAPF,III,  (Edward  Spring.  Eduard  Spring.  C-idcon  Lee. 

6  5  4  3  2  1 

Shepherd  Jair.es.  Jonathan.  Jonathan.  Sanuel.  Samuel.  Aaron.) 

B. Apr .20,1905. 

D. 

Cappell 

M. 1st, Nov .18, 1931 jBdythe/Elliman. Divorced  in  1934* 

2nd, June  29, 1936, Mrs .Gertrude  Bryan  Garrett. 

11 

20  98 . Edi th  Ell iman ,b . S  ep t » 20 , 1 933 • 

2052. Edward  S.v:as  a  graduate  of  Princeton  University  .'Jerked  for  the  air¬ 
lines  for  a  time, island  of  Nassau. 

10  9  8  7  6 

2066.  EDWARD  MIXER,  (Joseph  Warren.  Joseph  Warren.  'Gilliam  H.  William. 

5  4  3  2  1 

William.  Paul.  Seth.  Samuel.  Aaron.) 

B. 

D. 

K . July  6, 192 9, Lucia  Crowell . 

11 

2099 » Edward  Mixer, Jr. 


10  9  Q 

209o .ALBERT  FORREST  KNAPP,  (Harry  Albert.  Albert  Ferry.  Darriel  Sumner . 

7  A6.  5  4  3  .2  l' 

Sumner .  Abiather .  Daniel.  Jonathan.  Nathaniel.  Aaron.  Aaron. ) 
B.June  3 > 1 92> . 

D. 

M.July  13»1945iBertha  Mae  Thompson. 

12 

2100. Laura  Lee, b. June  10,1346. 


. 


' 
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1.  Aaron.  d.'l674*  m. Elizabeth.  _ _. 

2.  Aaron,  b.l645»  d.1724*  m.  Rachel  Burt. 

9. Aaron,  m. Rebecca  Finch. 

30.  Aaron.  b.1713*  m. Abigail  Garnsey. 

39.  Aaron,  b. 1714-6* 

80.  Aaron,  b,17l4-0.  m.Mary  Hicks. 

126.  Aaron,  b.l7?S.  m. Sally _ . 

235.  Aaron,  b.!775»  d.l843«  m.Mary  _ _  . 

£55. Aar on,  b.1803.  m. Rebecca  Moore. 

1098.  Aaron  B«,  b.1828.  d.1867.  m.Mary  Dowd. 

1709.  Aaron  B , ,  b.1863.  d.1867. 

460.  Aaron  Beale,  b.1798.  m.  Rebecca  Morse. 

54l«Abbi9,  m. _  Fairfield. 

1323. Abby,  m. Os car  Neval. 

1438.  Abby,  b.l856.  d.1859. 

1817,  Abby. 

1146.  Abby  A., b. 1838. 

885.  Abby  L.,  b.l849. 

1495.  Abby  M.,  b.1834. 

121.  Abel, 

239.  Abel,  b.1769.  d.1845.  m. Marion  Hawkins. 

579.  Abel,  b.l803.  d.1902.  m. Maria  Southwick  and  Hannah  Warren. 
l£6.  Abel  Henry,  b .1836.  m. Ellen  Saunders. 

82.  Abial,  b.1743* 

116.  Abial,  m.Keziah  Cheney  and  Chloe  Smith. 

339.  Abial,  b.l800. 

667.  Abial,  b.l805.  d.l886.  ra. Abigail  Fowler. 

817.  Abial  B.  b.l829.  m. Lizzie  Fernald  and  Ella  'Willett . 

35 •  Abiather,  b.1760.  ra.Meriba  Clemmans. 

112.  Abiather,  b. 1775/80.  m.Anna  Hall. 

124.  Abiather,  b.1783*  m. Hannah  Woodward. 


- 


■ 
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265,  Abiather,  b.1775* 

298.  Abiather,  b.X779.  d.1858.  m. Nancy  White  or  Nancy  Potter. 
649.  Abiather  E.,  b.1832.  d.1855. 

1298.  Abiather  Hayden,  b.l828. 

2 5.  Abigail,  m. Philip  Walker. 

102. Abigail,  d.1789. 

173*  Abigail,  1.1781.  d.1842.  m. Sullivan  Walker. 

186.  Abigail,  b.1778.  d.l8f>7»  m.Ebenezer  Haseltine. 

199.  Abigail,  b.1778.  m.Ebenezer  Haseltine. 

227.  Abigail,  b.1788. 

271.  Abigail. 

412.  Abigail,  b.1780.  d.l844-»  m.Ezra  (Arza)  Packard. 

638.  Abigail,  b. I84I. d. 1907.  m. Chester  R.Lyon. 

745.  Abigail,  b.1869. 

52?.  Abigail  Augusta,  b.1830.  d.1870. 

2023.  Abigail  F.,  b.1888. 

762.  Abigail  Lindsay,  b .1814.  d.l884»  m. Isaac  Stinchfield. 

59.  Abijah,  b.1740. 

I63.  Abijah,  b .1762.  d.l833»  m. Lydia  Austin. 

287.  Abijah,  b.1762. 

4l4*  Abijah  Austin,  b.1786.  d.1789. 

419.  Abijah  Austin,  b.1797.  d.1879.  m.Chloey  Wade. 

486.  Abram,  b.l8l9«  d.1865.  m. Lydia  Donaldson. 

572.  Abraham,  b.1807.  d.l862.  m.Pamelia  W. Perkins. 

1153 •  Abraham,  b.l820.  d.l850.  m. Fanny  Dimmick. 

999.  Achilles  J.,  b.l845»  d.  1898.  m.Zella  Conklin. 

1787.  Ada. 

2060.  Ada. 

1854.  Ada  C.,  b.1892. 

1582.  Ada  W. 

1567.  Addle  Jane,  b.X856. 
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1046.  Addie  Josephine,  b.l85l.  m. Cyril  Fortier. 

895*  Addison  Melville. 

^  899.  Addison  Melvin,  b.l835.  d.l874» 

1374.  Adelbert ,  b.1869.  d.1876. 

1605.  Adelbert  J.,b.l8?9. 

1202.  Adelia,  b.l847. 

937*  Adeline  M.Mann. 
l5?2»  Adelia  W.,  b.1848.  d.1846?. 

49.  Adonizah,  b.1728.  d.1758. 

1052.  Agnes  Annie,  b.1845.  d.1863. 

653.  Albert,  b.l843» 

1 

1458.  Albert,  b.1914. 

1884.  Albert  Alden.  b.l88l.  m.Pink  Paxton. 

1178.  Albert  Asa,  b.l35>2.  d.  1932.  m. Ellen  Florence  Sabin. 

^  1856.  Albert  Ce,  b . 1896 .  m. Lillian  Jamison. 

1333.  Albert  Daniel,  b.1842.  m. Mattie  Beecher. 

832.  Albert  Duncan,  b.1840.  d.  1866. 

2096.  Albert  Forrest,  b.1925.  m. Bertha  Mae  Thompson. 

1408.  Albert  M.,  b.l842«  m. Kittle  Crane. 

1805.  Albert  Perry,  b.1856.  d.1919.  m. Carrie  Isabelle  Bailey. 
1990.  Albert  Theodore,  b.1857.  m.Mary  A. Woodman. 

797.  Albion  P.,  b.1826. 

843.  Alden  Bradford,  b.1823.  d.  1892.  m.Fanny  (Welden)  Fisher. 
1496.  Alden  (or  Allen)  Bradford,  b.l84£.  d.1845. 

1489.  Alexander  Jones,  b.l845»  m.Julia  C.Roger  and  Lucy  Diesee. 
883.  Alexander  Simmons,  b .1830.  d.1868.  m. Margaret  T. Smith  and 
210.  Alfred,  b.1791.  m. Eleanor  Hawes. 

)  655*  Alfred,  b.1849. 

1902.  Alfred  A. 

|  1994.  Alfred  J. 

1542.  Alfred  S. ,  d.1910.  m. Maude _ . 


Hopkins. 
Harriet  Maria 


....  *  i>'Jl ' 
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1720.  Alfred  S.,  m.M. J. Crosby . 

225.  Alice,  b.1783.  m.David  Aldrich. 

856,  Alice,  b.1850.  m.Zachariah  . 

1089.  Alice,  m. _ Holbrook. 

14-50.  Alice. 

1996.  Alice  Alden,  b.l884-«  Single. 

1786.  Alice  R.  b.186?.  d.1920.  m. Harry  M.Day. 

858.  Allen,  b.l850. 

14-90.  Allen  (or  Aller)  Josephine)  b«l8!|6.  Rufus  H.Glisson. 
IO2/4..  Allen  F.,  b.l8/j.l. 

1713»  Allen  W.,  b.l828.  m.Anna  E. Badger. 

184-1.  Allie. 

651.  Alma,  b.1839.  d.1913. 

D4.I9.  Alma  A. 

^  5/4-O .  Aims  da,  m. _  Bowles. 

1182.  Almeda  J.,  b .1827 •  m. Myron  ¥. Messenger. 

1238.  Almeron  K.  b«l836.  d. 190/4.0  ra.Pamelia  Griswold. 

580.  Almira,  b.l805*  m. Stephen  W. Emerson. 

889.  Almira,  b.l8l0.  m. William  U. Babcock. 

1101.  Almira,  b.l8Q5*  d. 184-6*  m.John  Bartlot. 

1/4.31*  Almira  B,,  m. Wallace  Battles. 

923.  Almira  M. ,  b.1836.  m.T. Kendall  Whittemore* 

5/4.7*  Alonzo,  b.1830.  m.Jane  Grimes  and  _  Noyes. 

795*  Alonzo,  b.1821 •  d.1886.  m.Ruth  Knapp. 

995*  Alswitha,  b.1833.  d,l890.  m. Dr .William  Lawson  Frisbie. 
15/4..  Althea. 

4J4J..  Althea,  b.l8l5*  d.l88l.  m. Herbert  Kidder. 

I  152/4.*  Alvah,  b.1889. 

1299*  Alvan  Perry,  b.1830.  m. Phoebe  S. Dresser  or  Hobbs. 

8/4.2.  Alvin  Green,  b.l8l6.  d.l860.  m. Eliza  Martin. 

I/4.92.  Alvin  Green,  b.l850. 


‘ 
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1894.  Alvin  J.,  b .1889. 

Ilf82.  Alvin  Murray,  (or  A.)  b.l843»  d.l864. 

W  1079.  Alwilda  F.,  b.1852.  d.l856. 

1102.  Amanda,  b.1808.  d.l885.  m.Major  Bartloit. 

1212.  Amanda,  b.1839*  d.1876. 

351.  Amanda  Chloe,  b.1796.  d.  1870. 

122.  Amassa. 

663.  Amasa,  b.1798.  d.1886.  m. Sarah  Carter  and  Ann  G.Hoyt. 

705.  Araasa  Mason,  b.l8l9.  d.l8l8, 

1179.  Ambrose,  b.l839.  Single. 

1062.  Ambrose  Eugene,  b.l850.  d.1907.  m.Lovisa  C. Wilson. 

971.  Amelia,  b.1820.  d.1898.  m. Liberty  Phelps  and  A .G. Bigelow. 

I40i|.  Amelia  A.,  b.l875*  m. Edward  Kempton. 

1898.  Amelia  Baker,  b.l874«  m. Wesley  A. Kipp, 
w  1487.  Amelia  E.,  b.l8kl.  d.1910.  m. Samuel  Nelson  Bushee. 

1649.  Amenia  T,,  b.l882. 

474»  Araos,  m. Jennie  Johnson. 

559.  Amos,  b .1784.  m. Sally  E.Dutcher. 

953.  Amos  C, ,  b.l847. 

1620.  Amy  Hughes,  b.  1886. 

777»  Andrew,  b.1824. 

657*  Andrew,  b.l857»  m. Jessie  Moore. 

1113.  Andrew  Benjamin,  b.l835« 

972.  Andrew  Craig,  b.l822.  d.1832. 

1914.  Andrew  Elliott,  b.1887.  d.l891. 

1275.  Angeline. 

1547*  Ann  Augusta,  b.ca.l854» 

|  890.  Ann  Eliza,  b.l825.  m. Andrew  J.Bosworth, 

l4l5.  Ann  May,  b .1845.  m.S  .P .Lydston. 

8l6.  Ann  R.,  b.l84l.  d.l895»  m. David  Berry. 

j 

1164.  Ann  Venette,  b .1846.  m.__ _  Reed. 


' 
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97 •  Anna,  b.  174-4  • 

281.  Anne,  m.V/alson  Crandall. 

^  295.  Anna,  b.l?71.  d.l829.  m. Laban  Smith. 

6l8.  Anna,  b.1800.  d.l885>.  m. Charles  C. Hatch. 

854-*  Anna,  b.l8I(.6.  m. William  Gray. 

1086.  Anne,  b.1860.  m. Charles  Tewkesbury. 

1728.  Anna,  b.1869. 

1332.  Anna  Adell,  b.1872*  m. Frederick  A. Barnes. 

153^.  Anna  Amelia,  b.ca. 181+7.  d.1862. 

698.  Anna  Day,  b.l834*  m. Alonzo  Parker. 

1811.  Anna  E.,  b.l86l.  m. Charles  Brovm. 

1037*  Annie  Elizabeth,  b. 184-9.  m. Charles  Eninger. 

» 

1729.  Anna  M.,  b.l861+. 

1319.  Anna  May,  b  .1875. 

.  1274*  Annette. 

v 

1989.  Annie  Gertrude,  b.1855.  m. William  Embury  and  James  Betties. 

823.  Anson  G. ,  b.l8£l.  m. Alice  M.Dascomb. 

657.  Anthony  Wayne,  b.l8£>0/60. 

976.  Antoinette,  b.1830.  d.l88£.  m.Ira  D. Guernsey. 

135.  Arabella,  b.1783.  d.l86?.  irn _  Starks. 

765.  Archibald  L. ,  b.1819.  d.l897»  m. Jane  White. 

1137.  Archie. 

1082*  Ardella  0.,  b .1848.  m. Rev. George  Beebe  and  Samuel  J .Mead. 

1288.  Ariah.  (Adrial  or  Arial.)  b.  181+3 •  d.l866. 

67I+ .  Arial,  b.1814* 

966.  Armenia,  b.1828.  d.1908.  m.John  Choney. 

998.  Armenia,  b .184-1/4-5.  m. Benjamin  B. Babcock  and  Charles  H. Crandall. 
|  1093*  Arthur,  b.1867. 

194-2.  Arthur,  b  .18?6* 

li+79.  Arthur  B.,  b.1847*  a. Single  in  1932. 

1661.  Arthur  L.,  b.1860.  d.l877. 
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1294*  Arthur  Lott,  b.1856.  m. Julia  Belle  Rumsey. 

71i|~.  Arthur  May,  b.  184-1. 

)  1564 .  Arthur  Raymond,  b.1895* 

1991.  Arthur  Sidney,  b.1859. 

532.  Artimus  Oliver,  b.1820.  d.l890.  m. Lizzie  Wyman. 
l4l .Asa,  b.1763.  d.lSO?.  m.Mary  Wright. 

238.  Asa,  b.1768.  d.l852.  m. Elizabeth  Chevelier  and  Mrs. Phoebe  Gray. 
334.  Asa,  b.1804.  d.1812. 

350.  Asa,  b .1792.  d.1796. 

578.  Asa,  b.lQll.  d.1896.  m.Philuria  Plummer. 

770.  Asa,  b .1812. 

807.  Asa,  b.1822.  d.1896.  m. Sarah  Thompson. 

Il60.  Asa,  b,l833»  d.  1910.  m.Jane  Bancroft  and  Matilda  Burroughs. 

Il8l.  Asa,  b.1848.  d.1877.  m. Frances  M. _ _  . 

1923.  Asa^  H. 


> 


1740.  Asa  Lee,  b.1877.  d.1922.  m.Molly  Klug. 

431*  Asaph,  b.1796.  d.1867.  m. Relief  Higley. 

934*  Asaph  Clark,  b.1840.  m. Susan  A. Nutting. 

120.  Atherton,  b .1750 . 

144 •  Atherton,  b.1755* 

160.  Atherton,  b.1755.  m.Mary  Haywood. 

482.  Augusta,  b.l821.  m. Dr .Louis  L.J. Provost. 

961.  Augustus  A.,  b.l8l6.  d.1898.  m. Benjamin  Pitney  Snyder  and  Enos  Bucklee . 
936.  Augustus  Warren,  b.1826.  m.Adeline  M.Karm. 

1791*  Aurelia  or  Amelia,  b.l88l.  m. Elmer  Dershem. 

761.  Azel,  b.1811.  d.1844. 

163 3»  Azel  Gates,  b .1873 •  m. Della  Brewster. 

967.  Azol,  b. 1834/  d. 1899.  m. Harriet  Babcock  and  Drusilla  Anthony. 


■ 


. 


' 
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X8£X.  B. Allen,  b.1896. 

[|47*  Bainbridge,  B.1813.  d.l8l£. 

2025.  Barbara. 

2088.  Barbara  Joyce, 

1382.  Bartley  or  Bartlett,  b.lS62«  m. Ethel  Eldr-idge. 

1924.  Basil, 

324  •  Bathsheba,  b,l?86, 

son 

444»  Bayliss  or  Baylies,  b.1800,  d.l840»  m.Ann  Frances  Winson  and  Lucy  E.Win 
1903«  Beatrice. 

2039.  Beatrice  Ethel,  b.1910. 

1689*  Belle,  m. _ ___  Ottaway. 

11,  Benjamin,  d,176f>.  m.Mehitable  Eddy  and  Sarah  Balcer. 

918.  Benjamin,  d.1876.  m, Elizabeth  Cady. 

1782.  Benjamin,  b.1915. 

1629.  Rev.Benjatnin  B.f  b,l86l,  d.1938.  m.Mary  DeWort. 

786.  Benjamin  Franiclin,  b.l822.  d.l8S5«  ra. Caroline  Frances  Preston. 

1108.  Benjamin  Franiclin,  b  .1818 . 

1710.  Benjamin  J. ,  b.1865. 

427.  Benjamin  Wilson,  b.l808.  d.  1822. 

446.  Bentley,  b.l805.  d.1828. 

1734*  Bertha. 

1022.  Bertha  Patty,  b .1853 •  m.  Merrill  Osgood  Evans. 

I604. Bertie,  b.1869#  d.1869. 

l6ll ♦  Bertie  Velosco,  b.l877»  d.young. 

1324«  Bessie,  m. Charles  Barrow, 

2020.  Bessie  Louise,  b.1898.  m.Guy  Farley  Abery. 

1021.  Bessie  May. 

23 .  Bethia. 

103.  Bethia,  d.1869.  m. Joseph  Borden. 

108 •  Bethia. 

269«  Bethia,  b.X775>»  m.Jabez  Knapp, Jr. 


* 

‘ 
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274.  Bethia,  b.l800»  d.1869.  m.Joseph  Barden.  1 
29.  Bethiah,  b.l?10. 

117.  Bethiah,  b.1746.  m. David  Hedges. 

128.  Betsey,  b.1783.  m. _  Gowles . 

217.  Betsey,  b.1774-  d.l86l.  m. Robert  Campbell. 

283.  Betsey,  m. Frank  Babcock. 

289.  Betsey,  b.1775.  d.1858. 

336.  Betsey,  b.l808«  m.Nathan  Peabody. 

348.  Bet  seu,  m. _  Redding  and  _____  Morso. 

i4.ll.  Betsey,  b.1778.  d.l860.  m.Jeptha  Howard. 

580.  Betsey,  b.1789. 

911t.  Betsey,  m. William  Heath. 

1107.  Betsey,  b.l8l6.  d.1817. 

1133.  Betsey,  b.1830.  m. _ _  Utler. 

1139.  Betsey,  b.l824-.  m. David  Daggett. 

^  1920.  Betsey,  m. Samuel  William  Heath/^. 

844.  Betsey  Cobb,  b.l82k.  d.1854.  m.John  Davis  Bullock. 

6 54.  Betsey  E.,  b.1846.  d.1865. 

74 .Betty,  b.1730. 

^60.  Betty,  m.Ebenezer  Lincoln. 

647.  Blanchard. 

1675«  Blanche. 

1795.  Bliss,  b , 1877.  m.Eloi  se  Murphy  Mabury. 

449.  Bradford,  b.1807.  m. Susanna  Hughes. 

3-379.  Bradford  Archibald,  b.1857.  m.Etta  Gordon  and  Lena  Gordon. 
690.  Bradford  Field,  b.1812.  d.1895.  mt Hannah  Albee. 

958.  Bradford  Henry,  b.1848.  d.1919.  m.Elizabeth  Ketcham. 

|  445.  Brigham,  b.1803. 

1121.  Brunson,  b.1830.  m.Rosetta  M. Kimball. 

1890.  Burke ,  b.1878. 

1919.  Burt  Lovell, 


' 
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1591.  Byron,  b.l857.  d.l865. 

873.  C. Sumner,  b.l8ll. 

87 5.  Caleb  A.  b.l8l6.  d.l846.  in. Laura  Ann  0. Allen. 

763.  Cali sta,  b.l8l6.  d.l872.  m. Samuel  Ledbetter. 

1000.  Capclli  B.,  b.l845.  d.1898.  m. Susan  Crandall. 

1660.  Carl,  b.1875.  m _  Stewart. 

1667.  Carl  M. ,  b.1872.  d.l8?4* 

9l|2.  Carlos  B.S.,  b.1832.  d.l897.  m.Jane  Allen. 

588.  Caroline,  b.l8C7»  d.1809. 

63I.  Caroline,  b.l825.  d.1910.  m. Henry  J.Jajrvis. 

691.  Caroline,  b.j.8j.l.  d.l893*  m. William  Kingsbury. 

969.  Caroline,  b.l8l6.  d.1849.  m.Dr. _  Colburn. 

IO63.  Caroline,  b.l86o/6l.  m.John  D»Louderback. 

1109.  Caroline,  b.1821.  Single. 

1147.  Caroline,  b.1836.  m.John  M. Spencer. 

1355.  Caroline. 

1394.  Caroline,  b.l86l.  d.1920.  m.  Smith  and  William  R.Farnum. 
1918.  Caroline  Burr,  b.l897*  m. Charles  Kintzing  Post. 

498.  Caroline  D. ,  b .1822.  d.l822. 

1726.  Caroline  E.,  b.l864.  d.1900. 

1657.  Caroline  Gbodwin,  b.l866.  m.Byron  G. Webster  and  Ernest  M. Bliss. 
l694«  Caroline  Goodwin,  b .1866. 

IO38.  Caroline  K.,  b.l849. 

2057*  Caroline  P amelia,  b.1924*  d.1942. 

701.  Caroline  Wisewall,  b.1807.  d.1811. 

707.  Caroline  Wisewall,  b.l8l8.  d.l82p. 

1071.  Carrie,  b.1855.  d.1858. 

1463.  Carrie. (Adopted. ) 

1634.  Carrie  C.,  b.l875.  d.l8?5. 


* 


' 
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659.  Carrie  E.,  b.l350/60. 


1798.  Carrie  Estella  Blanche,  b.l869. 

1265.  Carrie  G.,  b.l8?8. 

1012.  Carrie  L.,  b.l864«  m. George  Sargent. 

069.  Carrie  Maria,  b.l36l. 

1867.  Carrie  N.,  b.l868.  m. Charles  H. Simmons. 

1636*  Carrie  S,,  b.l858»  m. Hiram  M.Coon. 

1372.  Carroll  Sumner,  b.1859.  m. Mabel  or  Mar-ibel  Clark. 
k91.  Cassandina,  b.l8l6.  d.1820. 

767.  Catherine,  b.1821. 

13.54*  Catherine,  b.1821.  d.1906.  m. David  Hall. 

867.  Catherine  D»,  b.1829.  d.l8i|-7. 
lij.6l.  Catherine  Hunt. 

769.  Catherine  L.,  b .1825. 
l555*  Catherine  Le,  d. young. 

154.3 •  Catherine  Louise,  b .184-3/44-.  d.l844. 

I0.45.  Catherine  Rose,  b.1869.  m.Job  Frisbie. 

629.  Celina,  b.l823.  d.1903.  m. Jacob  Sheets. 

552.  Chandler,  b.1838.  m. Hannah  Sargent. 

2032.  Charlene  Sarah,  b.1917. 

53.  Charles,  b.1796. 

151.  Charles,  b,1794»  m. Nancy  Crawford. 

301.  Charles,  b .1786.  d. 184-1.  m . Hannah  Brown  V/iswell. 

326.  Charles,  b ,1788 .  d.1875.  m. Catherine  Lindsey  and  Hannah  Lindsey. 
374-*  Charles,  d.l879.  m. Nancy  Crawford. 

730.  Charles,  b.  184-4- . 

751.  Charles,  h.l8l3» 

755*  Charles,  b .1819.  m. Sarah  Moore  or  Moon. 

805*  Charles,  b .1844-.  xa.Dora  E. Martin. 

811.  Charles,  b.1929.  d.1883. 


959.  Charles, 
9SS.  CJU+sJhuj, 


b.1836. 

I'.  BA.  / Qjf 
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/ZOl.  cL+sJuaj.  lr.lts~d.  J/S6S 

1367.  Charles. 

1716.  Charles  A.,  b.l843»  d.l861|. 

^  1810.  Charles  A.,  b.l860.  m. Belle  H. Adams. 

1746. Charles  Asa,  b.l890.  d.1910. 


878. 

Charles 

912. 

Charles 

1512. 

Charles 

1364. 

Charles 

1552. 

Charles 

1378. 

Charles 

355. 

Charles 

1198. 

Charles 

1562. 

Charles 

537. 

Char?  es 

1762. 

Charles 

1016. 

Charles 

1084. 

Charles 

1241. 

Charles 

1472. 

Charles 

1533. 

Charles 

1435. 

Charles 

1349. 

Charles 

1178. 

Charles 

1246. 

Charles 

1457. 

Charles 

686. 

Charles 

I  1592. 

Charles 

1481. 

Charles 

717. 

Charles 

1041. 

| 

Charles 

Augustus,  d,l890. 

Augustus,  b.l829.  m.  Lizzie  W. White. 

Augustus,  b.1846. 

B.,  b.l837»  d.l893»  m.Abbie  Davis  and  Esther  A.Greenleaf. 

B. 

Burton,  b.1850.  m. Lucinda  0. Allen. 

Butler,  b.1805.  d.l890.  m. Catherine  McIntyre,  Mrs. Margaret  A. 
(Blake)  Walker  and  Amelia  or  Aurelia  Howe. 

C. ,  b.1814.  d.185?. 

Clayton. 

leigh, 

Cogswell,  b.1820.  d,l893*  m.Mary  C. Cogswell  and  Mattie  E.Fore-^ 
Crawford. 

Dudley,  b.l8I|_0.  m.Adeltha  Griffin  and  Fanny  Sawyer . 

E. 

E.,  b.l844.  m. Polly  Morley. 

E.,  b.l852.  m.Georgianna  F. Gross. 

4 

Edward,  b.l843« 

Edward,  b.1867.  d.l894»  m. Flora  Manter. 

Elliott,  b.l884.  xa.Edna  Richards  and  Pearl  Adella  Bickle. 

Elmer,  b.1862.  d.1922.  m. Emily  Hall. 

Erastus . 

Francis. 

Frederick,  b.l806.  m. Rachel  Pond. 

Frederick,  b.1862.  m.Eva  Babcock. 

G.,  b.l8£6.  d.1856. 

Gardner,  b.l845«  d.1849. 

Gilbert,  b.1862.  d.1859. 


■ 
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1775.  Charles  II. 

1790.  Charles  Hale,  b.1872.  d.1892. 

^  1334*  Charles  Harvey,  b . iSIjJLt- • 

876. Charles  Ireson,  b.1819.  d.1850. 

1170.  Charles  L.,  b.l857.  d.l860. 

1198.  Charles  Langdon,  b.l850.  ra.Mary  Grace  Sawyer. 
1188.  Charles  Lucius,  b.lBIjJ.,  d,1906.  m. Maria  Hayes. 


718. 

Charles  M.,  b.l860. 

829. 

Charles  M. ,  b.l834» 

510. 

Charles  Melville,  b.l82l;.  d.1829. 

5-11.  Charles  Melville, 2nd,  b.1831.  d.l893« 
1303.  Charles  P.,  b.l81j.3. 

1501.  Charles  P.,  b.1862. 
l)|i{.l .  Charles  R.,  b.1874* 


786. 

h 

Charles  Sewell,  b.1821.  d.l892.  m. Vesta  A. Soule. 

"  1232. 

Charles  W.,  b.l834«  m. Rebecca  Peabody. 

3451. 

Charles  W.,  b.1876.  d. young. 

1785. 

Charles  W.,  b.l82j.8.  d.l872. 

1285. 

Charles (Wesley? )  b.l831.  d.1843* 

703. 

Charles  William,  b.l8ll. 

706. 

Charles  Wisewall,  b  ,l80lj-.  d.l804. 

610. 

Charlotte, 

973. 

Charlotte,  b.1824.  d.1883.  m. Elijah  Smith. 

1359. 

Charlotte. 

1244. 

Charlotte  A.,  b.1849.  m.Amasa  Babcock. 

509. 

Charlotte  Clarinda,  b .1821 .  m. Albert  Thayer. 

114.0. 

Charlotte  M.,  b.l824« 

|  2070. 

1122. 

Charlotte  S. 

Ghauncey,  b.l835*  d.1925.  m. Julia  A. Bell. 

1185. 

Ghauncey  F.,  b.1833*  d.1894*  in. Fanny  Matlock. 

582. 

Ghauncey  Langdon,  b.l809.  d.  1.8 98 .  m. Fanny  Carter 

■It*  .  .ovxx 
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609.  Chester,  b.l8l0.  xn.Mary  _ • 

366.  Chloe. 

392.  Chloe. 

I8I4.3 .  Christabel,  b.l880.  m. Arthur  Dutton. 

292.  Christopher,  b.1777.  m. Salome  _ . 

677*  Christopher  Sumner,  b.l808.  m.Elizabeth  B  .Cobb . 

236.  Clara,  b.1783. 

1^1 4.  Clara,  b.l8l5. 

1927.  Clara. 

2081.  Clara  Ann,  b„1928.  m. Harrison  P. Edwards. 

1337*  Clara  Elizabeth,  b.l853» 

1261+ .  Clara  Eloise,  b.1878. 

1589.  Clara  H.,  b.l856.  m. William  Hull. 

1829.  Clara  Mabel,  b.1906. 

1885.  Clara  Margaret,  b.l892«  d.1895. 

1023.  Clarence  Hills,  b .i860,  d.1910.  m. Ellen  Estella  Knapp, 

710.  Clarissa  Maria,  b.l828. 

230.  Clark,  b .1795*  m. Betsey  Norton. 

1780.  Clayton. 

1682.  Clayton  0.,  b.1889.  m. Nellie  L.Lane  or  Love. 

877*  cleora,  m. Jefferson  Coolidge. 

1959.  Clifford  L,,  b.1905. 

I82I4..  Clinton  Beechara,  b.187!}.. 

363.  Clothier,  b.1788.  d.1831.  m.-Salome  Hall  and  Thirza  Washburn 
398.  Clothier,  b .1788.  d.1831.  m. Salome  Hall  and  Thirza  Washburn 
879.  Clothier, Jr.,  b.1795.  d.1819. 
iWl.  Clyde,  b.18814,. 

>  1691.  Clyde  D.,  b.1883. 

866.  Cora,  b .1863. 

llj.88.  Collins  Eugene ,  b.1863.  m.Mary  Isabelle  Dunaway. 

793.  Converse  Lyndall,  b.1837.  m. Nancy  C.Dolbier. 


& 
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1686*  Cora,  m._ _  Richards. 

1777*  Cora,  b.l86l. 

}  l8UL|-  •  Cora. 

i860.  Cora  Augusta,  b.1868.  m. George  J. Appleton. 

1596.  Cora  Belle,  b.l86l.  d.1889.  m. _  Ogilvie. 

2018.  Cora  Belle,  b.1882.  ra. Seward  Wilbur  Ray. 
1386.  Cora  Isabelle,  b.l875«  m. Isaac  B. Clary. 

1131.  Cornelia,  b.1833.  d.l865.  Single. 

1220.  Cornelia,  b.l849. 

1569.  Cornelia,  m. David  Stone. 

1248.  Cornelia  M.,  b.l839. 

927*  Curtis  C»,  b.l826.  m.Ruth  A. Johnson. 

1575.  Curtis  C.,  b.1863. 

1343.  Curtis  L.,  b.l86l.  d.1863. 

598.  Cynthia,  b.l821.  m. Philander  M. Dustin. 

”  152.  Cyrus,  b.1792.  m. Phoebe  Whipple. 

168.  Cyrus,  b.l?69.  m. Thankful  Stearns. 

347*  Cyrus,  m. Susan  Francis. 

430.  Cyrus, Jr.,  b.l?94»  d.l868.  m. Emily  Streeter. 
1072.  Cyrus,  b.1857.  d.l893»  m. Mamie  Dudley. 

779.  Cyrus  B.,  b.1827*  m. Ellen  Luce. 

524.  Gyres  G.,  b.l821»  d.l8?0.  m. Phoebe  Foss. 
1302.  Cyrus  W.,  b.1836.  d.l854*  m.Mary  L. Perry. 
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14-64- •  Dallas.  (Adopted. ) 

5l5 •  Dana. 

y  38.  Daniel,  b.17 53*  d.  1.836.  m. Hannah  Lyons. 

94-*  Daniel. 

119.  Daniel,  b.  174-3 ♦  d.l832.  m.Mary  Field. 

125.  Daniel,  b.l?87.  m. Elizabeth  _ . 

153.  Daniel,  b.l?99. 

662.  Daniel,  b . 1 78 7 .  d.l86l.  m. Sarah  F .Hall . 

688.  Daniel,  b.l808.  d.1876.  m.Mary  Hunt. 

204.1.  Daniel  Alden,  b.l894-» 

704-.  Daniel  Fields,  b.1813.  m. Marion  B.Sage. 

I804..  Daniel  Forest,  b.  184-9. 

294-*-  Daniel  Lyon,  b.1769.  d. 184-5*  m. Julia  Manning. 

680.  Daniel  M.,  b.l806. 

931.  Daniel  Stewart,  b.1830.  d.1833. 

^1297*  Daniel  Sumner,  b.l826.  m. Elizabeth  Clark  Merrill. 

312.  Daniel  W,,  b.1813.  d.  184.1. 

1793*  Daphne  S. ,  b.1870. 

5l*  David,  b.1803.  m. Rebecca  W. Harwood. 

92.  David,  b*1744-.  d.1910.  m. Deborah  , 

34-3*  David,  b. 1783. d. 1864-.  m. Prudence  Nye. 

4-00.  David,  b.1794-. 

4-68.  David,  b.1794-*  m. Sarah  Sayre. 

620.  David,  b.1804..  d.1805. 

628.  David,  b.1804.  d.1805. 

681.  David,  b.1810. 

L869.  David  Courtney. 

^233.  David  H. ,  b.1836.  m.Mary  Ann  Collins. 

597*  David  Nye,  b.1795.  d.1819. 

6©3«  David  Tryon,  b .1821 •  m. Caroline  Augusta  Vail  and  Anna  Walker. 
318.  David  Twist,  b.l8l5.  d.  184-2. 
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250.  Deborah. 

420.  Deborah,  b.1799.  d.1830. 

835.  Delia,  b. I8I4.8 . 

1183*  Delia  C.,  b.1829.  d.l863»  m.P .Pendleton  Douglas. 

323.  Delight,  m. Nathan  Brazia  or  Brazir. 

1025.  Delilah,  b.  1814-3. 

1223.  Delilah  Jane,  b.lS53*  m.Hortar  R .Walker. 

1448.  Delma  A.,  b.l880. 

II4.23.  Delphinia, 

1166.  Delphina  C.,  b.1829. 

985*  Devillo,  b.l833*  d.1878.  m. Cordelia  Thornton. 

1158.  Diantha,  b.1829.  m. Willis  Blair. 

1688.  Doll,  m. _ _  Williams. 

437.  Dolly,  b.1806.  d.1807. 

438.  Dolly,  b-1807.  d.  1810. 

1485.  Dora,  b.l852.  d.1926.  m. Albert  H.Hall  and  Kimball  Oaks. 

66l.  Dora  Ann,  b.1870. 

1400.  Dora  M.,  b.1870.  m. Leroy  Luce. 

1047.  Dora  Rachel,  b.l853»  d.l883»  rn. George  Hawthorn. 

1981.  Doree. 

2033.  Doris  Lucille,  b.1900. 

342.  Dorothea. 

172.  Dorothy,  b .  1 7  7  6  •  d.1828 .  m.Otis  Preston. 

924.  Dorothy. 

1670.  Dorothy. 

1750.  Dorothy,  b.1900. 

1955.  Dorothy,  m.Carl  Purple. 

2028.  Dorothy  Elizabeth,  b.1907* 

417.  Drusilla,  b.1793.  d.1854. 

1239.  Duane,  b.l839.  d.1866.  m. Elizabeth  Young. 


,  ■ 


rx 

,.s;  3x*  o 

. 

i  *  .*.* 

a  f 

- 


242 

KNAPP  INDEX  -  given  names  only. 

1603.  E. Willie,  b.1867.  d.1869. 

812.  Earl,  b.1831.  d.l903»  m. Eliza  Berry. 

1676.  Earl  Alexander,  m. Bessie  Shay  and  Sarah  Thomas. 

1 7^4-4- •  Earl  Grant,  b.1885.  in. Ethel  May  Jones. 

2073*  Earl  J.,  b,1904*  m. Gladys  Irene  Clark. 

1931.  Earl  L.,  b.1888. 

2035*  Earl  L.,  b.1894®  m. Ethel  Green. 

1454*  Earl  W. ,  b.1878.  m. Catherine  Monroe. 


12.  Ebenezer,  b. after  1768.  m. Elizabeth  Cobb. 

44.  Ebenezer,  b.1738® 

240.  Ebenezer,  b.l77&.  d.1849.  Irene  Curtis  Wright. 

566.  Ebenezer,  b .1798/1802 .  m. Hannah  Kimball. 

130.  Ebenezer  W.,  b.l78l.  m. Rachel  Twist. 

2098.  Edith  Elliman. 

1260.  Edith  Irene,  b.1869.  m. Charles  Baxter  and  _  Miles. 

1895 *  Edna  F.,  b.l886. 

1087.  Edna  J.,  b.1884. 

43*  Edward,  b.1730®  d.l75>8.  m. Esther  _ . 

63.  Edward,  m .Molly  Bowen. 

133.  Edward. 

143*  Edward,  b .1757 •  d.1838.  m. Susannah  Jones. 

359*  Edward,  b.1791.  d.l840.  m.Lucinda  Cobb  and  Betsey  Cobb- Slimmer s-Dean. 
734.  Edward,  b.X8£2. 

847®  Edward. 

921.  Edward  B. ,  b.l832.  m. Lottie  Luke. 

698.  Edward  Day,  b .X83O .  m. Martha  Sturdy. 

1476.  Edward  F. ,  b.l84l.  d.1868. 

863.  Edward  Lewis,  b.1836.  m. Nellie  Barber. 

1881.  Edward  Lloyd,  b.1870.  m. Stella  M.Randall. 

I6l5.  Edward  Lyman,  b .1874®  m. Carrie  LaVerne  Boynton. 

2099.  Edward  Mixer, Jr. 
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2066.  Edward  Mixer,  m. Lucia  Crowell. 

8*4.0.  Edward  Morris,  b.l8l3,  d.1886.  m.Wealthy  Godfrey  Hicks. 

^  1889.  Edward  Sherman,  b.l88?. 

151^6.  Edward  Spring,  b.l852.  d.l895.  m.Margaret  Ireland  Lawrence. 

1911.  Edward  Spring, Jr.,  b.l8?9.  d.1940.  m.Rosalie  Emily  Moran. 

2052.  Edward  Spring, III,  b.1905.  m.Edythe  Cappell  Elliman  and  Mrs. Gertrude 

Bryan  Garrett. 

1819.  Edward  Stanley. 

1873.  Edward  W.,  b.l887» 

1967*  Edward  W. 

1336.  Edward  Willard,  b.l848. 

803.  Edwin,  b.1839. 

888.  Edwin. 

096.  Edwin. 
k  1808.  Edwin. 

I3J4.O.  Edwin  B„,  b.1848.  m. Persia  A. White. 

828.  Edwin  C .,  d.1917.  m.Abbie  _ _ . 

lijj.1.  Edwin  C%' ,  b.l847»  d.l848» 

I 

1696.  Edwin  Eugene,  b.1878.  m.Blanche  Childs. 

1061.  Edwin  Gilman,  b.1856.  m. Helene  Francois  (Baderos)  Lomax  and  Marjorie 

B anchor . 

1262.  Edwin  H.S.,  b.l882. 

722.  Edwin  Weaver,  b.l845.  m. Hannah  A. Mar tin. 

17b9.  Effie  //////  Mariam,  b.1896. 

462.  Eleanor,  b.l802. 

2027 •  Eleanor  Elvira,  b.1905. 

2071.  Elenora,  b.1907.  m.Hugh  Eddy  Mann. 

^  1346.  Elinor  M. ,  b.1876.  m. Emery  St.John. 

1306.  Eleanor  Nellie. 

1134.  Eleazer  C.,  b. 1833/34*  m.Mary  J. _ » 

■ 

ll4l.  Eleazer  C. ,  b.1826. 
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277 •  Eli,  b.l806.  d.1863.  ra. Nancy  Brown. 

317.  Eli,  b .1822.  d.1863. 

321.  Eli,  b.l8l5.  d*1904»  m. Mabel  Electa  Grant. 

577*  Eli,  b.l8l3»  d.1876.  m. Deborah  Gray. 

1752.  Eli. 

6Ij..  Eliab,  b,1758.  m.Lois  Thompson. 

166.  Eliab, Jr.,  m.Mary  Atwood. 

202.  Elias,  b.1766.  d.1775* 

110.  Elijah. 

138.  Elijah,  b.1772.  ra, Patience  Gould. 

1^0.  Elijah,  b.1792.  m. Dorothy  Crawford. 
l6l.  Elijah,  b . 1 742 .  d.l8l0.  m. Hester  Flint. 

288.  Elijah,  b.1769.  d.l860.  m. Sally  Elliott. 

316.  Elijah,  b.1825.  d.1868 .  ra.  ////  Louise  _ 

329.  Elijah,  b. 179)l.  d.-l870.  m. Celia  Pullen. 

396.  Elijah,  b. 177)l-. 

728.  Elijah,  b .18)4.0. 

821.  Elijah,  b.184.3.  d.l892.  m. Fanny  Bradbury. 

1199.  Elijah,  b «1823 .  d.l887»  ra. Maria  Whiting. 

1279.  Xlt-W-X  Elijah,  b.1827.  d,190i.  m.Eraeline  K. Skinner. 
381.  Elijah  J. ,  b.l831.  d. 186)4..  m.Etaily  Butler  or  Cutler. 
302.  Eliza,  b.l809.  d .1817. 

308.  Eliza,  b .1821. 

970.  Eliza,  b.l8l8,  d.l86l/63*  ra. George  Clinton  Kress. 

98 2.  Eliza. 

990.  Eliza. 

1305.  Eliza. 

i|,02.  Eliza  Ann,  b.l8ll. 

1310.  Eliza  Ann,  b.l8i|.0. 

910.  Eliza  Austin,  b.1825. 

1655.  Eliza  Gale,  b.l86l.  d.1879. 


244 


- 

- 

- 

-  '■  < 

* 

ax.« 


2l|£ 


& 


KNAPP  INDEX  -  given  names  only. 

1692.  Eliza  Gile,  b.l86l.  d.1879. 

1111.  Eliza  Malvina,  b.1827. 

600.  Eliza  Maria,  b.1812. 

1513.  Eliza  N.,  b.l8L|.8. 

1£68.  Eliza  N. 

1677.  Eliza  Rena,  b,l877.  m. Arthur  Marshall. 

8. Elizabeth,  b.1653.  d.l690.  m. Nicholas  Stoughton. 

2 4.  Elizabeth. 

109.  Elizabeth. 

258.  Elizabeth,  b.1796.  d.l8l8. 

267*  Elizabeth,  b • 1 771 •  d.1831 «  m. Abner  Perkins. 

397.  Elizabeth,  b.1777. 

810.  Elizabeth,  b.1828.  m. David  Kenney  and  Caleb  Battles. 

1011.  Elizabeth,  b.l81|2. 

llii 9 .  Elizabeth,  m. Brown. 

^  1316.  Elizabeth,  b.1837.  d.l89i|-.  m.  Dunbar, 

154-1.  Elizabeth,  b.1864.  d.1893. 

2056.  Elizabeth  Burr,  b.1922.  m. Frederick  Haines  Lassiter. 

694.  Elizabeth  C.,  b.l826.  m.-John  F. Sturdy. 

463.  Elizabeth  Clark,  b.1804-. 

997.  Elizabeth  H.,  b. 1835/39.  m. Henry  Taylor  or  Benjamin  B. Babcock  and  Chari 

H. Crandall . 

1132.  Elizabeth  Husted,'  b.1836.  d.1909.  at. Single. 

4-97*  Elizabeth  Lask. 

908.  Elizabeth  M.,  b.1848.  d.1848. 

678.  Elizabeth  Manning,  b .1804. 

602.  Elizabeth  Maria,  b.l8l8.  m. Samuel  DeMerritt. 

1779.  Elizabeth  W. ,  b.1910. 

940.  Elizabeth  Wilbur,  b.1844. 

1427.  Ella. 

1711.  Ella,  b.1866. 
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1054.  Ella  A.,  b.1849.  d.1852. 

1066.  Ella  E.,  b.l85l.  m.Eyrcanus  Blackman. 

^  1518.  Ella  Louise,  b.l859.  m. Fletcher  Stone  Mason. 

14.73 •  Ellen,  (Eleanor)  b.1809.  d.l890.  m.Amos  Canfield. 

798.  Ellen,  b .1829.  m. Samuel  Knapp. 

956.  Ellen,  b.lS^l. 

1090.  Ellen. 

1227.  Ellen. 

1789.  Ellen,  b.1869.  m. Lewis  Pennington  Holston. 

1656.  Ellen  C.,  b.1663.  m. Clarence  H. Knapp. 

725»  Ellen  Christiana,  b.l852. 

1693.  Ellen  Estella. 

738.  Ellen  Mary,  m. Harlow  A.Pilmer. 

1250.  Ellen  Phoebe,  b.l8h4. 

1601.  Elliott  H.,  b.1863.  d.1890. 

^  1600. Elliott  I.,  b .1859.  d«l862. 

320.  Elliott  M.,  b. I8ll/l4.  m. Lydia  Fredinger  and  Emogene  Castle. 

Tip.. Elliott  Moses,  b.1848.  d.1911.  m. Elizabeth  Freidinger  or  E. Castle. 

1602.  Elmer  E. ,  b.l865. 

1736.  Elmer  L.,  b,l875.  m. Frances  T.Page. 

1580 .  Elmer  V/  • 

1203.  Elmira,  b.181+5* 

1766.  Elmira,  b.1853.  m.Fred  Noble. 

2068.  Elnora  Mixer. 

1976.  Eloise  Brewster,  b .1923. 

1908.  Elsie,  b.1878.  m. Wilson  Mar-cey  Powell, Jr. 

1599.  Elsie  R.,  b.1857.  d.1869. 

£  613.  Elvira,  b.l8i8. 

771.  Elvira,  b.l8l3*  m. Jesse  Mitchell. 

1277.  Elvira,  b.l821.  d.l893.  m. Charles  K. Wells. 

1839.  Elvira. 
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9lj-9 *  Elvira  M.,  b.l846.  in. J.C. Allen. 

1862.  Elwell. 

886.  Emeline,  b.l820.  m. William  Stoddard. 

983.  Emeline. 

1352+  *  Emeline. 

1503.  Emeline,  b.l875. 

911 •  Emeline  Allen,  b.l827« 

837*  Emeline  Emma,  b.l85l. 

1338.  Emerson  Field,  b.l859. 

671.  Emial,  b.l8l4. 

503.  Emilia,  b.l8l6.  m.Joel  Edward  Hunt. 

673»  Emily,  b.1819.  d.18^2.  m. Harrison  Porter. 

1478.  Emily  A.,  b.1845.  d.1910.  Single. 

H9I4..  Emily  C,,  b.l8k0.  m. _ _  Stickney. 

1521.  Emily  F.,  b.l882. 

I^IO.  Emily  Frances,  b .i860 .  m. Patrick  McGuire. 

2044*  Emily  Lois,  b.l899.  d.1928.  m. Harry  Ballanger. 

962.  Emily  Margaret,  b,l8l8.  m. Thomas  Yates. 

742.  Emily  Maria,  m. Edward  N. Brown. 

1741.  Emily  Sawyer,  b.1902. 

601.  Emily  Smith,  b.l8l5*  m. Henry  DeMerritt. 

645 •  Emma,  b .1850 .  m. Charles  Mathews. 

1075*  Ehtma,  m.J. Delano, 

1941*  Emma. 

951.  Emma  C.,  b.X848.  d.l85l. 

1330.  Emma  Frances,  b.l86l,  d.1867?  m. Charles  E.Weatherhand. 
l833»  Emma  Frances,  b .1915* 

1581.  Emma  J. 

1719*  Emma  J.,  b.l860.  m. William  Witherell. 

1172.  Etama  Jane,  b .l844«d.l910.  m. Henry  A. Vernon. 

1498.  &nraa  Jane,  b.l862.  d.1931*  m. Cyrus  Henry  Gunn. 
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836.  Emma  Leona,  b.l850.  m.S.A.Hall. 

2093.  Emma  Lois,  b.1863.  m. Henry  M. Prescott. 

2093*  EmmaLorraine ,  b,19l6.  d,1931» 
ll87.  Emma  M.,  b.1838.  m.W,A.Child,M.D. 

1846.  Emma  Margaret,  b.1091.  m. Charles  Elbridge  Gerrish. 

1335.  Emma  Marion,  b.1846.  d.l858. 

IO83.  Emma  Mary. 

1273 .Emmaroy •  b.l840.  d.l863»  m.Asmuth  P .Titus. 

1623.  Emogene,  b.l845.  m.Chauncey  M.Frisbie. 

14,8.  Enos,  b.1788.  d.1864. 

432*  Enos  R.,  b.1797*  d.l886.  m.Dolly  Ellis. 

32.  Ephraim,  b .1824/23*  ra. Abigail  _ _ • 

101.  Ephraim,  b.!795>*  d.l824» 

111.  Ephraim,  m. Abigail  Wilbur . 

270.  Ephraim, Jr.,  b.1795*  d.l82li. 

299.  Ephraim,  b.l?8l.  d.l860.  m.Anna  Day  and  Mary  Godfrey  Sabin 
700.  Ephraim,  b.l839.  d.l86l. 

864.  Ephraim,  b.l850.  m.Mary  Lyon. 

1820.  Ephraim, 

////..✓Ephraim  Monroe,  b .1866.  d.1931*  m.Cora  Jenks . 

1326. 

2084.  Ernest  L. 

1057*  Ernest  Moses,  b.l862.  d.1891. 

1612.  Ernest  P.  b,l874« 

1737.  Ernest  V/.,  b. 1879/80. 

1588.  Estella. 

1928.  Estes. 

69.  Esther  or  Hester,  b.l740»  m. William  Francis. 

90.  Esther,  m .Willi am  Francis  Thomas. 

775.  Esther,  b .1820.  m.J. Mitchell . 

1401.  Esther  E. ,  b.l871.  /  m. Benjamin  Clark. 

1347. Ethel. 
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1852.  Ethel,  b.1893. 

2040.  Ethel  F.,  b.1892. 

20l|3s  Ethel  Gertrude,  b.l896.  m. Fergus  Barbaro. 
1094.  Ethel  J.,  b .1869. 

1826.  Ethel  Marjorie,  b.  188.3 . 

1976.  Ethel  Wood,  b,19H.  m. Lawrence  Tomasi. 

1995.  Ettie  E. 

715. Eugene. 

1226.  Eugene. 

1331»  Eugene  S,  b.1867*  d.1869. 

266.  Eunice,  (Unice). 

330.  Eunice,  b.1796.  m.Zenas  Vaughn. 

544*  Eunice,  m. _  Smith. 

78l.  Eunice,  b.1812.  d.1856.  m. Converse  ’Wing. 

852.  Eunice,  b.l837.  d.1839. 

1126.  Eunice  Burnap,  b.l822.  d.1908.  m. Lyman  Lyon. 
1963.  Eunice  J.,  b.1923. 

1882.  Eva  Dora,  b.l873»  m.John  S. Logan. 

1344.  Eva  Lovilla,  b.l868.  m.E.B.Alvord. 

434.  Evaline,  b.1801.  d.l8ll. 

585.  Evaline,  b.l8l9.  m.H.S .Churchill . 

1115*  Evaline,  b.l847. 

1453.  Eveline,  b.1870. 

1502.  Evaline,  b.1875. 

1558.  Eveline,  m. Harry  Hollins. 

1975*  Evelyn,  b.l905>.  m. David  Rennie. 

2061.  Evelyn. 

1831.  Evelyn  Elizabeth,  b .1913 • 

926.  Evaline  F.,  b.1824.  m. Alonzo  Starkey. 

1175.  Evelyn  Louise,  b .1849.  d.l913«  Single. 

1598.  Evangeline  A.,  b .1858.  d.l856. 
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1832.  Everett  Elliott,  b .1913 • 

95*  Ezra. 

}  517.  Ezra,  b.1829. 

55l •  Ezra,  El. Sarah  Hannah  Sargent. 

I+69.  Fanna,  b.1799.  d.1829.  m. Jeremiah  Walling. 

981.  Fanna,  b.1822.  <1.1891+.  m. Samuel  B. Smith. 

I638.  Fanna  Temple,  b.1867.  d.1907.  m. William  M,Able 
1325.  Fannie. 

1515.  Fannie,  b.l8l7. 

1932.  Fannie. 

383.  Fanny. 

1+1+2.  Fanny,  b.1795. 

925.  Fanny,  b.l82l+.  m. David  Stone. 

P  1195*  Fanny,  b.  181+2.  m. Horatio  Richmond  Fletcher 
1215*  Fanny. 

1539.  Fanny,  b.1858.  d.1862. 

1554*  Fanny,  d. young. 

1570.  Fanny,  d.1853. 

1930.  Fanny. 

11+71+ .  Fanny  A.,  b.l855»  m. Charles  Herbert  Kenyon. 
1780.  Fanny  Carter,  b.2$/$  l897« 

11+ 73*  Fanny  E.,  b.l851+.  d.l851+. 

1822.  Fanny  Emily . 

928.  Fanny  M.,  b.l832.  m. Russell  Aldrich. 

161+7. Fanny  M.  b.1876.  d.1889. 

^  11+55.  Mrs  .Fred  K.Fay. 

2002.  Fayette  F.,  b.1899.  d.1926.  m. _ _  Green. 


1+1+0.  Fayette  Groves,  b.1812.  d.1869.  m. Sylvia  Ellis 
933*  Fayette  Warren,  b .1839.  d.l892.  m. Fanny  K.Lamb 


’ 


I'.  ** 


, 

* 

.*  .04 


r 


KNAPP  INDEX  -  given  names  only. 

1635.  Fitch,  b.1857.  d.1859. 

1375*  Flavilla  Ruby,  b.1845.  m.Paul  A.Dungan. 

382.  Flora. 

1673.  Flora. 

1610.  Flora  H.,  b.l8?5.  d.18 75. 

1616.  Flora  M.,  b.1878.  d.1903.  m. Joseph  M.Rieley. 
1929.  Florence. 

2072.  Florence,  b.1902.  m. Allen  Knight. 

2021.  Florence  A.,  b. 1884* 

1574*  Florence  Ann,,  m. William  Perry. 

1892.  Florence  M. ,  b.1882. 
ii-08 •  Fordyce,  b.  1788/92.  d.179/. 

90k.  Fordyce  Melvin, Jr.,  b.1837.  m. Laura  Smith. 


251 


n, 


ijj.0.  Fordyce  Melvin, Sr.,  b.1802.  d.l895>.  m. Eliza  C. Smith  and  Elizabeth  Eastnaj 


& 


1566.  Forest  Lamar,  b.l899.  m. Helen  Florence  Klein. 
1607.  Frances  Agnes,  b,l869.  m.Evei*ett  Robinson  Morgan. 
I366.  P’rances  E.,  b.l847»  m.Eben  Walker. 

954.  Frances  Elizabeth,  b.l829.  d.l849. 

2063.  Frances  Helen,  b.1899.  m.John  H, Murray. 


////•/Frances  L.,  b,l840.  m. Truman  Cable, 
1235. 

1534*  Frances  Louisa. 


1801.  Frances  Lucella,  b.l888. 

1773.  Frances  Lucia,  b .1869.  m. Horace  Shaw. 

1295.  Frances  S.,  b.1839. 

193 •  Francis,  b.1789.  m. Rebecca  Eaton. 

1969.  Francis  Alexander, (or  Joseph),  b.1912. 

9/2. Francis  D»,  b .I8I4JL.  d. 184-2. 

189*  Francis  Lis comb,  b .1789.  d.1860.  m. Rebecca  Eaton. 
1003*  Francis  Liscomb,  b.1838.  d.l9l5»  m. Elvira  Eddy. 
1033*  Francis  Liscomb,  b.1838.  d.1915*  m. Elvira  Eddy. 


1251.  Francis  M. ,  b.l847*  d.1921.  m.Ella  A. 
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831.  Francis  Wright,  b.1837.  m. Hannah  E.King  and  Margaret  Livingston. 
780.  Frank. 

1292.  Frank,  b.X85l.  d.1890.  m. Eunice  Sheridan. 

I64.O.  Frank,  b.1856.  d.l88l. 

1721.  Frank,  b.l886. 

194-3.  Frank,  b.l880. 

1946.  Frank,  b.1883.  d.1903. 

1228.  Frank  B.,  b.1862. 

719.  Frank  C.,  b.l86l. 

1950.  Frank  Devillo,  b.l896. 

660.  Frank  J. ,  b.1860. 

14-L3.  Frank  Leslie,  b.l8f?4-.  ra. Lillie  Carr. 

1593.  Frank  Lewis,  b.1860.  d.1863. 

1803.  Frank  Lyle,  b.l88£. 

1439.  Frank  M.,  b.1860. 

I 

r  1224.  Frank  S. 

1393.  Frank  Stanley,  b.1859.  d.1917.  m. Caroline  Ames. 

H67.  Frank  W.,  b,l853»  d.l894»  _ _  Borrows. 

319.  Franklin,  b.l827.  d.l827. 

932.  Franklin  Dwight,  b .1835*  m. Helen  A. Crosby. 

731.  Franklin  L . ,  b .1826.  m.Alma  Dake  or  Drake. 

492.  Franklin  Lis comb,  b.l8l7.  d.1906.  ra. Phoebe  M. Brownell. 

2013.  Franklyn  S.,b.l88l. 

1733*  Fred,  b.l857*  m. Elizabeth  Gregg. 

1732.  Fred  A.,  b.l873.  m. Carrie  Massey. 

1447*  Fred  Elwood,  b.l8?4.  m. Lydia  Ayer 
1058.  Fred  F.,  b.1864.  d.1865. 

1896.  Fred  H. ,  b.l888. 

1168.  Fred  W.,  b.1853.  d.1873. 

713.  Frederick. 

1944*  Frederick,  b .1882. 
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1252.  Frederick  A.,  b.l85l.  ra.Ella  A.  _ . 

1369.  Frederick  Bernard,  b.l855.  m. Isabelle  H. Blanchard. 
2031.  Frederick  Bradley,  b.1915.  d.1918. 

1772.  Frederick  Elijah,  b.1866.  m.Mrs. Hattie  A. Morey  Tapey. 
16!|.6.  Frederick  Frisbie,  b.l8?i|.  m. Carrie  Bulkley  Dcrrance. 
1627.  Frederick  Jerome,  b.1850.  d.1905*  xn.Emma  . 

386.  Freeman,  m.Lois  Smith. 

1971*  Furn  Foss. 


1283«  Gabriella,  rn.Willi.am  Wing. 

2091.  Gail  Fulston,  b.1934* 

992.  Gardner,  b.ca.l825. 

401.  Garit,  b.1797. 

1928.  Gates. 

1853.  Gay,  b.1885.  d.1904. 

1758.  Gaylord,  b.1874* 

60.  George,  b.l70?u/07*  d.l?66.  m. Sarah  Atherton. 
96.  George,  b .1755* 

158.  George, Jr.,  m.Tabatha  Peters. 

231.  George,  b.1797*  m. Fanny  Chandler. 

248.  George,  b.1770.  d.l845»  m.Mary  Rathburn. 

364..  George,  b.1788.  d.l868.  m. Lydia  Stevens. 

390.  George,  b.1738.  d.1868.  m. Lydia  Stevens. 

538.  George,  d.l865«  m*Mary  J. Farrar. 

617.  George,  b.1829.  d.1895*  m.Docinda  . 

619.  George,  b.1802.  d.l8?8.  m. Betsey  Lyon. 

733*  George,  b.l854»  m.Anna  Northern. 

979.  George,  b.l8l5* 

1077,  George, 


' 


. ; 


, 

' 

. 
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1091.  George,  b.l862. 

George,  b.1880, 

^  1865.  George. 

885.  George  AIL,,  b.1830.  d,l850.  m. Lydia  C.Dring. 

1807.  George  A.,  b.l854*  m. Nettie  Cornwall. 

1114-.  George  Albert,  b.1844-.  m.Jean  M. Brandt. 
i486.  George  Alden,  b.1858.  ra.Ida  Elliott. 

1536.  George  Alexis,  b.  184-9.  d.1900.  m.Jean  M. Brandt  or  Katherine  M. Haring. 
1900.  George  Alexis, Jr.,  b.l8?7«  m. Katherine  M. Haring. 

1213.  George  Arthur,  b.1863.  Single. 

1938.  George  Brinker,  b.1885.  d.1927.  m.Mary  Gertrude  Slaughter. 

54-5«  George  C.,  b.l826«  d.1907.  m. Elvira  Estdla  Little. 

1412. George  Comb,  b.1853.  d.1853. 

1078.  George  S.,  m.Anna  G.Burns. 

1606.  George  Ebenezer,  b.1866.  m. Gertrude  Patton  and  Alice  B.Bird. 

2017.  George  Forrest,  b.1879.  ^.Single. 

307.  George  Gardner,  b.1819.  n. Elizabeth  A. Pray. 

825.  George  H.,  b.1846.  m. Belinda  Fogg. 

820.  George  Henry,  b .1835.  m. Marcia  Davis. 

1309.  George  Henry,  b.l835.  d.1883.  m.Mary  Brewer  Cooley. 

1311.  George  Henry,  b.1835.  d.1883.  m.Mary  Brewer  Cooley. 

1312.  George  Hunt,  b.l845« 

t 

1206.  George  Luke,  b.l834*  m.Einlly  Parker. 

1802.  George  N.  m. Minnie  . 

2087.  George  N.,  m.Minnioy  . 

1520.  George  Otis,  b.1877. 


* 


son. 


•  a  ii  « 

1243.  George  Russell,  b.l853.  m. Elsie  Marti son,  Lovina  H.King  and  Mary  G.Nichol. 

A 

>1493.  George  Stamford,  b.1352.  m.Kate  Agnes  Crawley. 

1231.  George  Thomas,  b.1833.  d.1090.  m. Lovina  T.Webb. 

358.  George  W. ,  b .1789. 

I  1 

516.  George  W.  ,  b.1827? 

_ _  _ _ _  _  _ _ _  .i.—fff-i  1  ■  *i 


■ 

■ 
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114-66.  George  W.,  b.1830.  d.1839. 

1508. George  W,,  b.1856.  m. Frances  C. Gulliver. 

1718.  George  W.,  b.1856. 

213.  George  Washington,  b.1799.  m. Clarissa  Snow. 

565.  George  Washington,  b.l800.  m.Evaline  Vail. 

839.  George  Whitefield,  b.l8ll.  d.l858.  m. Hannah  Balcom'b  Round 
1475*  Georgianna  W.,  b.l858.  m. Ernest  L.Withwell. 

2003.  Gerald,  b.1903. 

1982.  Gertrude  Arlene,  b.1905. 

2009.  Gertrude  Ellen,  b.  191.3 •  m. Walter  W. Austin. 

1743*  Gertrude  Loren,  b.1883.  d.l884« 

2022.  Gertrude  S.,  b.1886. 

218.  Gideon  Grover,  b.1777.  d.1803.  m. Rachel  or  Sarah  Mann. 

898.  Gideon  Lee,  b.1821.  d.l875>.  m. Augusta  M. Spring. 

1548. Gideon  Lee,  b.1857.  d.1895. 

1915*  Gideon  Lee,  b.1888.  d.l889. 

950.  Gilbert  A.,  b.1843.  d.l88l. 

502.  Gilbert  Clark,  b.l8l4-.  d.1883.  m. Lucinda  Goddard. 

1965.  Gilbert  L.,  b.1927* 

1859.  Gilbert  Samuel,  b.l884*  m.E. Della  Floster  and  Orpha  Ainsworth. 

1966.  Gladys. 

20s6.  Gladys  R,,  b.1898.  m.  Dennis. 

1685*  Glenn. 

1028.  Gilson  Filetus,  b.1848.  d.1921.  m. Jeannette  Cox. 
l4«C-ladden. 

54.  Gladden, Jr. 

1861.  Geffrey  Bliss  Andre en,  b.1889.  m. Elizabeth  Brown. 

1671.  Grace. 

1619.  Grace  Bradford,  b.l884«  m.R .R .Orchard. 

1742.  Grace  Ellen,  b .1882.  m. Charles  Edward  L'Hourmedieu. 

1828. -Grace  Ellen,  b.1904. 


* 

' 


- 

■*  *  ».  £ 
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1459.  Grace  Martin. 

882.  Granville,  b.1828.  m.Mary  Elizabeth  Hoyt. 
)  1949.  Guernsey,  b.l89b. 

1665.  Guy  Samuel,  b„l886.  m. Helen  Eliza  Foss. 


13*  Hannah. 

48.  Hannah,  b.l?47. 

8l.  Hannah,  b.l?42. 

297*  Hannah,  b.1776.  m. Oliver  Hunt. 

303.  Hannah,  b.l8l7« 

314*  Hannah,  b .1820 .  m.William  Jerry  Weaver. 

373*  Hannah,  b .1807. 

45l.  Hannah,  b,1795»  m. Benjamin  Richard  Lewis. 

^  1105.  Hannah,  b .1812.  m. James  Fisher. 

1468.  Hannah  A.,  b.l844»  d.l866,  m. Charles  Edward  Gardner. 
1206-A.  Hannah  Benton,  b.1859. 

1460.  Hannah  Ellen. 

764.  Hannah  L»,  b.l8l8.  m. Barnabas  Davee  and  Lewis  J. Pollard. 
708.  Hannah  M.,  b.l823»  d.l845>»  m. James  Harwood. 

242.  Hannah  Maria,  b  .1773 «  d.l85l»  m.Joel  Warren. 

1317*  Hannah  Maria,  b .1844.  d.l888« 

1850.  Hannibal  W.,  b.1888. 

1256.  Hardy  H.,  b.1865.  d.l865. 

635.  Harlan  Page,  b.1839.  d.l86l. 

1253.  Harlan  Page,  b.1866.  m.Mila  Griswold. 

^  1813.  Harold. 

2014.  Harold,  b.1886. 

2047.  Harold  Paul,  b.1902.  d.1902. 

309. Harriet,  b.1829. 


■* 

■ 

-  . 
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542.  Harriet,  m. _  Priest. 

573.  Harriet,  m. John  Gray. 

586.  Harriet,  b.1801. 

605.  Harriet,  b.l834«  d.1902.  m.  James  Beggs. 

699.  Harriet,  b.1836.  m. Eaton  Kaxey. 

1106.  Harriet,  b.l8l4»  m. John  Drake. 

1123.  Harriet,  b.1838. 

1296.  Harriet,  b.l84l. 

1320.  Harriet. 

1897.  Harriet,  b.l869.  d.H944A5.  m. _ Merwin.  • 

1173*  Harriet  Amelia,  b.l846.  d.1920.  Single. 

1745*  Harriet  Antoinette,  b.l88?.  m. William  Parker  Willing. 

637.  Harriet  B.,  b.1840.  d.l86l. 

1130.  Harriet  Gray,  b.1831.  d.1902.  m. Jasper  Wooster. 

1471.  Harriet  M.,  b.l850.  m. William  C.Bohn  or  Bowen  or  Brown. 

512.  Harriet  Madeira,  b.l839.  d.1836. 

1763.  Harriet  Orr. 

306.  Harriet  Patton,  b.l8l?.  m. Hiram  Drake. 

689.  Harriet  Patton,  b .1817.  rc. Hiram  Drake. 

1632.  Harriet  V.,  b.l8?0.  d.1892.  m. Gilbert  Edgcomb. 

64l.  Harrison  Nathaniel,  b.1836.  d.1912.  m. Ophelia  Brundage. 

1925.  Harry . 

2019.  Harry  Albert,  b.l890.  m.Etta  Louise  Morley. 
l5?6.  Harry  E. 

1348.  Harry  F.,  b.l879.  Single. 

1968.  Harry  Joseph  or  Alexander,  b.190?. 

1663.  Harry  Joseph,  b .I876 .  m.Errrma  Alexander  and  Rosamond  _ _ . 

1549.  Harry  Kearsarge,  b .1865.  d.1926.  m. Caroline  M.Burr. 

1916.  Harry  Kearsarge, Jr • ,  b.l890.  d.1943.  m. Phoebe  Ketchum  Thorne  and  Eliza 

2058.  Harry  Kearsarge, III,  b.1928. 


beth  Marshall  Mann. 


*.’1 

. 

■ 
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Harry  Putnam,  b.1872.  m. Helen  .Maude  Courtney. 
l8?0.  Harry  Putnam, Jr., 

193J+.  Harry  William,  b.l870.  d. 194-1.  m.Maria  L. Phillips. 

1136.  Harvey,  b.l839. 

1799.  WH  Lincoln,  b.l8?5. 

Harvey 

732.  Harvey  Thomas,  b.  184-1. 

827.  Hattie,  d.1912.  m. _  Palmer. 

2046.  Hattie. 

1502.  Hattie  B.,  b.1880. 

2012.  Hattie  Frances,  b .1900 . 

968.  Hattie  L.,  b.  184-1. 

li|.28.  Hattie  L.,  m.John  Fremont  Wyeth  or  Coolidge. 

14.87.  Hattie  May,  b.l86l.  m. Fremont  Perry. 

1697.  Hazel  Louise,  b .1883 .  m. William  John  Luke. 

204.5.  Hazel  Pearl,  b.1902. 

63O,  Heber  or  Herbert  B.,  b.l830.  d.1906.  m. Delia  Andrews. 

1560.  Helen,  b.1876.  m.John  W.Kratzer. 

134-2.  Helen  A.,  b.  184-7.  d.184.8. 

1579.  Helen  A.,  m. _  Coward. or  Corrard. 

1169.  Helen  E.,  b.l856. 

2065.  Helen  Elizabeth, (or  Ellen),  m. Henry  Robert  Coward. 

1951.  Helen  Janette,  b.1911* 

1723.  Helen  Louise,  b.l85Q.  ra. Elton  E. Garrett. 

656.  Helen  M.,  b. 184-0.  m. Wesley  White. 

909.  Helen  K.,  b.l853.  d.1870. 

83O.  Helen  Margaret,  b.1836.  d.l856. 

1528.  Helen  Maria, 

^  20^9.  Helen  Merle,  b.1910.  m. Cleon  H. Lewis. 

63O.  Helen  3.,  b.  184-0.  d.l887»  m. Wesley  W .White . 

1112.  Helen  Vail,  b.1831. 

615.  Henrietta,  b.l8l8.  d.l826. 

—  - - - _ -  - - _  1  —  - 
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2094-.  Henrietta  Alberta,  b.1921.  m. James  I. Halley. 

616.  Henrietta  Ann,  b.l826.  m. Nathaniel  Leland. 

538.  Henry. 

56?.  Henry,  b.1792.  d. 184-5*  m.Ann  Harris. 

851*  Henry. 

1092.  Henry,  b.1864-. 

1200.  Henry,  b.  184-1. 

14-22.  Henry. 

1507.  Henry,  b.1884-. 

1722.  Henry  Alonzo,  b.l85l»  d.1931.  m. Lillie  L. Logan. 

1617.  Henry  Bradford,  b.l879. 

14.05.  Henry  C.  b.l877*  m. Lillian  Morrison. 

14-10.  Henry  D.,  b. 184-6.  d.1878.  jingle. 

944.  Henry  E.,  b.l835.  d.1904-.  m. Eleanor  Hall. 

1830.  Henry  Elliott,  b.1911.  m. Dorothy  Parsons. 

922.  Henry  H. 

74-0.  Henry  Julian,  b.1836.  m. Emily  Sackett  Lamphear  and  Eleanor  M.Milleken 
1236.  Henry  M.,  b.1844-* 

1291.  Henry  Newell,  b.1836.  m. Carrie  V/. A. Ward. 
l5ll.  Henry  Otis.  b.l862.  m.  Bernice  J.  . 

833.  Henry  Peters,  b.l84-2.  d.1864-. 

1764..  Henry  Whitney. 

354..  Henry  Wright,  b .1802.  d.l874»  m. Emily  Kendall. 

220.  Hep  sib  ah,  b.1781.  d. 184-8.  m.Bradley  Blackman. 

1269.  Hepsibah  A.,  b.l826.  m. David  Haskins  and  Asraon  P. Titus. 

1997.  Herbert,  b.1896. 

1522.  Herbert  B.,  b.l887» 

1068.  Herbert  Cyrusjrf.b  .i860 •  m. Amelia  Burke. 

1 84?.  Herbert  Emmons,  b .1878 .  d.1922.  m. Sarah  Delano  Kimball. 

2030.  Herbert  Etamons,Jr.,  b.l913» 

14-33.  Herbert  L.,  b.1864-.  m.Xda  Averill. 

,WI  .  . F-P-h  LlSPJ.JF.li J  WJLIUJJ»  ■  T I  i'i 
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1769.  Herman,  b.1865. 

2010.  Herman  J.,  b.188?. 

1225*  Herman  Mandeville,  b.186?.  m.Seray  or  Leray  M. Frazier. 

796.  Hester  Ann,  b«l824»  m. William  Dana. 

1100.  Hezekiah  Goodrich,  b.l804«  d.1873.  m.Mary  Crary  or  Cary. 

208.  Hiram,  b.l787»  d«l865*  m.Lois  Clark. 

378.  Hiram,  b,l8l4» 

4 35*  Hiram,  b.l803«  d»l859.  m. Elvira  Stearns. 

505.  Hiram,  b.1920.  d.l885«  m. Elizabeth  Pierce  Goddard. 

5'20.  Hiram,  b.1813.  d.1833. 

570.  Hiram. 

665.  Hiram,  b.1801.  d.1878.  m.Hepsibah  Hall  or  Wheeler. 

989.  Hiram,  b.ca.1817. 

642.  Hiram  Abiather,  b.l84l»  d,1925»  m.Lovica  Corringer. 

IOI4.3.  Hiram  C.,  b.1837.  d.1842. 

313 •  Hiram  Ebenezer,  b .1810 .  d.1873 •  m. Christina  Weaver. 

1993-  Hiram  I. 

1650.  Hiram  L. ,  b .1884.  m.Eva  _ _ , and  Hattie  Summers. 

1388.  Hiram  L .Preston,  b.l844«  ^.m. Elizabeth  Gilbert . 

1644..  Hiram  Lewellsn,  b .1867.  d.1942.  m. Minnie  Cargill . 

470. Hiram  Liscomb,  b.l802.  d.l865«  m. Elizabeth  Haley  Easterbrook. 

996.  Hiram  Liscomb, Jr. ,  b.1836.  d.1882*  m. Hannah  Catherine  Cuykendall. 
1954*  Hiram  Loren,  b .1891 •  m. Jessie  Moses . 

2078.  Hiram  Loren, Jr.  b.!917» 

658.  Kir a-m. Lyons. 

1263.  Hiram  Lyon,  b.1883. 

278.  Hiram  Meeker,  b.1823.  d.1863.  m. Emily  A.  _ . 

|  675.  Hittie. 

1939*  Hollis,  b.1870.  m. Blanche  Eaves. 

322.  Horace,  b.lS21.  m. Charlotte  M. Beckwith. 

371#  Horace,  b.l809.  m. Nancy  _ _ 


*: 
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794.  Horace,  b.1819.  d.l886.  m.Lucretia  Dickerson. 

2Q15>»  Horace  Allen,  b*l889.  m. Mildred  J. Spencer. 
li|09.  Horace  Greeley,  b.l843«  ra.Mary  A. Miner. 

1268.  Horace  H.,  b.1823.  d.l8?2.  m. Cordelia  C.Prey. 

1312.  Horace  Hunt,  b.l84£. 

930.  Horace  Stearns,  b.lS28.  m. Sarah  Taskett. 

1186.  Horatio  F.,  b.1836.  m.Kate  Fitch. 

1755'.  Horatio  Wallace,  b.1868.  d.l891.  m. Annie  Humphrey. 
1563.  Hor tense. 

1972.  Howard  Guy,  b.1916.  m.Ruth  Eleanor  Alexander. 

2083.  Howard  L., 

1834.  Hugh  Charles,  b.l925>. 

241.  Huldah,  b,1771»  ra.Asa  Wright. 

590.  Huldah,  b.l8ll.  d.l8l3. 

1104.  Huldah,  b.1810.  m. Benjamin  Saunders  or  Sanders. 


1578.  Ida,  ra. Charles  Sutton. 

12^9.  Ida  Lovica,  b.1863.  m. Perry  Lambert. 

1436.  Ina  M.,  b.1871*  m. Stanley  Stewart. 

948.  Indiana  A.,  b.l844»  m. Herbert  A. Smith. 
1205.  lo,  b.1850.  m.Fred  H.Hill. 

315.  Ira,  b.l8l8.  d.l892.  m.Lucinia  Weaver . 

627.  Ira. 

676.  Ira. 

'  128l.  Ira,  d. young. 

|  1637.  Ira  G.,  b.1865.  m. Lillie  Wisch. 

1018.  Ira  0.,  b.l8f?l.  d.1940*  ra. Nettie  L. Kenyon. 
1272.  Ira  0.,  b.l83£.  d.1838. 

1287.  Ira  Oscar,  b.1839.  m.Flavia  T.Stickney. 


' 

' 


' 

. 
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599*  Ira  Owens,  b.l8l0.  d.l893»  m. Almira  Joslyn  and  Ann  S. Peebles. 

1767.  Ira  Owen,  b.1859.  d.191^.  m. Delia  Dunkelberg. 

589.  Irene,  b.1809.  d.l88£.  m. Philander  Owens. 

750.  Irene  D.,  b.l8ll.  m.Eli  Hutchins. 

467.  Isaac,  b. 1792/93*  d.l882.  m.Isabette  Taylor. 

986.  Isaac. 

1836.  Isaac. 
llj.30  ♦  Isabelle. 

164-1.  Isabelle,  b.l8f>8.  m. Arthur  M. Collier. 

I38I+.  Isabelle  C.,  b.l858.  d.1859. 

12]. 34-*  Isabelle  E.,  b.l862.  m. William  Dixon.  r 

105>9.  Irvin  Sherman,  b.l867.  d,1927«  m.Lovice  C. (Wilson)  Knapp . 

1391.  Ivory  B.  b.1850.  d.1906.  m. Laura  Tracy. 

2038.  Ivory  Bliss,  b.1908.  d.1910. 


50.  Jabez,  b.1755®  d.l826.  m. Hannah  Ball./// 
14-7*  Jabez,  b,1786.  d.l869.  m.Bethiah  Knapp. 
977.  Jabez  Fitch,  b.1832.  d.l8£2. 

40.  Jacob. 

132.  Jacob. 

i].03.  Jacob,  b.l78l.  d.184-7.  m.Anna  Burton. 
535*  Jacob  A.,  b .I83O .  m. Phoebe  Parker. 

228.  James,  b. 1790/91.  m.Rhoda  Holland. 

262|,.  James,  b.1760/70. 

369.  James,  b.l837» 

729.  Jamos,  b. 184-2. 

1129.  James,  b.1829.  d.l83X. 

1351*  James,  b .1836.  m.Mary  Burnes. 

1314-*  James  A.,  b.l834-»  m.Jane  E.Bardett. 


- 
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II4.56.  James  B.,  m. Carrie  Palijier. 

1797*  James  Harlan,  b.1867. 

^  1034-.  James  Herbert,  b.1858. 

52£.  James  I.,  b.l82£.  d.1864-.  m. Nellie  Billings. 

711.  James  M.,  b.1823.  d.1823. 

82J4..  James  Maxwell,  b.184-4-*  m. Lizzie  L. Weeks  and  Isabelle  T. Sheen. 
1377*  James  White,  b. 184-8.  d. 184-8. 

34-0.  Jane. 

644-*  Jane,  b.  184-7*  ra. Justin  Glover. 

114-8.  Jane,  m/  _ _  Kerr. 

II63.  Jane,  b.  184-2.  m.John  Douglas  Cook  and  Titus  D.Cook. 

I368.  Jane,  ra. Charles  Levett. 

1530.  Jane  Eliza. 

776.  Jane  P.,  b.1822.  d.1917*  m. Moses  Mitchell. 

2011.  Jane  Vinceiit,  b.l889. 

^  1702.  Janet. 

1701.  Janice. 

34-3*  Jared,  d.1898.  m. Susan  Gott. 

64.8.  Jay. 

207.  Jean,  b.l?79. 

2074-*  Jean  Brewster,  b.1910. 

1988.  Jean  Caroline  Bolton,  b .1918 . . 

367.  Jeannette,  b.l8l5>. 

64-3*  Jefferson,  b, 184-0.  d.  i860,  m. Amelia  Morgan. 

666.  Jehial,  b.1804..  d.1804-. 

668.  Jehial,  b.1807.  d.1864-.  m.Daphene  Bartlett. 

4-72.  Jemima,  b.1803.  d.1891.  m.J.S. Beals  and  W.S.Burson. 

|  1004.  Jemima. 

84-8.  Jennet t . 

1010.  Jermette,  b. 184-0. 

862.  Jennie,  b.1822.  m.Leander  Allen. 


' 
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1096.  Jennie,  b.1880. 

1778.  Jennie,  b.l8 78/62.  m. Norman  Hurd. 

^  1837.  Jennie. 

1727«  Jennie  E.,  b.1868.  Single. 

1380.  Jennie  White,  b  .1861 .  m. Frank  Finkham. 

1030.  Jerome  (G-erroame)  b.1856.  d.1865. 

964.  Jerome  B.,  b.1822,  d.1853*  m. Maria  Armstrong. 

1365.  Jerome  B.,  b.l84l*  d.1900.  ra. Lizzie  S. Halley. 

1631.  Jerome  Bonaparte,  b.l866.  a. 1940*  m. Jennie  L.Hullett. 
1048.  Jerome  Harris,  b.l854*  d.l887*  m. Lizzie  Nulty. 

245*  Jerusha,  b.1777*  d.1824.  m.Asa  Dewey. 

370.  Jerxisha,  b.l840. 

1590.  Jessie,  b.1858.  m. Joseph  Jay. 

1662.  Jessie  Adeline,  b/.  1864*  d.l865. 

1668.  Jessie  Adeline,  b.l874*  m. Waldo  Holden  Farrar. 

1906.  Jessie  Benedict,  b.l871»  d.1872. 

134.  Joanna. 

65.  Job,  b.1745  or  35Ao«  d.  1785/86.  ra.Ruth  Reed. 
l67«  Job,  b. 1783/65*  d.l822.  rc. Sarah  Wilson. 

424.  Job,  b. 1794/95.  a. 1840. 

1573.  Job,  b. 1794/95.  d.1840.  m. Sarah  Balcomb . 

801.  Joel,  b.l835.  d.1902.  m. Ellen  Putnam. 

3.  John,  b.1650.  d.1715 *  m. Sarah  Austin. 

1?.  John,  b. before  1728.  m.Mary  . 

45«  John,  b.1740. 

75*  John,  b.1741*  m.Jane  Foster. 

149.  John,  b.1790.  d.l849. 

206.  John,  b.1776. 

260.  John,  b .1800 .  d.l801. 

328.  John,  b.1792.  d.1878.  m .Martha  Wing. 

379.  John. 
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ij. 64*  John,  d.l893* 

531.  John,  b.l8l8.  m.Lodusky  Hallock. 

788.  John,  b.l826.  d.l854*  m.Jane  Cole. 

1144*  John,  b.1831. 

1353*  John,  b.1839.  m.Mary  Viles. 

1741.  Jolin,  b.l880.  d.l880 . 

I8I4.O.  John,  • 

880.  John  Adams,  b.l824*  d.l824* 

845.  Join  Calvin,  b.1830.  d.1908.  m. Jeannette  Forsythe. fifid 
1389«  John  Erman,  b .l846*d.l9l4*  n. Isabelle  Kennedy. 

453 .  John  Gridler,  b.l?99. 

454*  John  Gridler, II,  b.l800. 

455.  John  Gridler ,LlX ,  b.l803*  ra.Emma  D. 

1653. John  H.,  b.l880. 

1128.  John  Harris,  b.l827«  d.Il 913 •  m. Caroline  R.Hyde. 

935*  John  Henry,  b.l844*  m. Lizzie  M. French. 

746.  John  L.,  b.l805*  d.l840.  m. Elvira  Churchill. 

1339.  John  LaMar tin,  b.l890. 

1557*  John  M. 

2007.  John  Merton,  b.1907.  m. Crystal  E.Widger. 

1796.  John  Montriville,  b .1864* 

521.  John  N. ,  b.1815.  d.1890.  m. Eliza  Whitney. 

1056.  John  N.,Jr.,  b.1852.  d.1876.  m. Eugenie  Bartlett. 

Il6l •  John  S. ,  b.1836.  d.1921.  m. Louisa  A. Blair. 

34*  Jonathan,  d.1793*  m.Mehitable  Tucker. 

56.  Jonathan. 

6l.  Jonathan,  b.1735*  d.1755*  m.Abiah  Thrasher. 

162.  Jonathan,  b.l?52.  d.1838.  m. Persia  Melvin. 

114*  Jonathan,  b.1735*  d.1830.  m. Mercy  Cook. 

405.  Jonathan,  b.1785*  d.l849. 

1249.  Jonathan  H.,  b.l84l* 


. 
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19,  Joseph,  b .1747*  m*Mshi table  Stacy 
28.  Joseph,  m. Hannah  _ • 

|  4 2.  Joseph,  b. 1737/1+0 .  d.1812.  m. Susannah  Packard. 

58.  Joseph  Jr.,  b.1737* 

136.  Joseph, Jr.,  b.1763*  d.l839.  m. Eunice  Carver. 

H+6.  Joseph,  b,178i+‘  d.l854*  m.Patty _ * 

2I4.9  •  Joseph. 

327.  Joseph,  b.1790.  d.1831,  m. Deborah  Cushman. 

622.  Joseph. 

753 •  Joseph,  b.1817* 

789»  Joseph,  b.l828.  d,l829* 

1661+.  Joseph. 

51+9.  Joseph  Chandler,  b.l832.  m.Lovina  Elliott. 

591.  Joseph  Curtis,  b.l8l3.  d.1882.  m. Sarah  A. Benton. 

91+7.  Joseph  Daniel  Velosco,  b. 181+2.  m. Carrie  Medbury. 

^  1007.  Joseph  Hazeltine,  b.1839*  m. Carrie  L. Chamberlain  and  Elzina  KcColroy. 

1237.  Joseph  S.,  b. 181+7*  m.Mary  Amie  or  Aims. 

791.  Joseph  W.,  b.l832.  d.1903.  m. Sally  Phillips. 

1385*  Joseph  W.,  b.l86l. 

1622.  Joseph  Warren,  b. 181+3*  d.l92l+*  m.Frances  Eliza  Durkee. 

1935.  Joseph  Warren, Jr.,  b.1879.  m.Ella  Grace  Mixer. 

191+5*  Joseph  Warren,  b.1885* 

2067.  Joseph  Warren, III,  b.1907*  m.Mary  Utting. 

1002.  Josephine,  b. 181+9.  m. Preceptor  F. Ells worth. 

1712.  Josephine,  b.1868.  d.l868. 

1035*  Josephine  Gilbert,  b.1860.  d.1863. 

11+17*  Josephine  Hortense,  b.l85l*  d.l852. 

^  101+0. Josephine  Lucinda,  b.l85l*  d.l85l* 

1625*  Josephine  M.,  b.l850.  m. Arthur  L . Br inker . 

107.  Joshua,  b.1763.  m.Bethia  Briggs. 

754*  Joshua,  b.l8l7* 


' 
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73.  Judith,  b.l809. 

84.  Judith,  b. 171+8.  d.1791.  m. Ephraim  Lee. 

177.  Judith,  b.1778.  m. Ephraim  Lee. 

187.  Judith,  b.1780.  d.  1876.  m. Abraham  Haseltine. 
200.  Judy,  m. Abraham  Haseltine. 


247.  Judith,  b.1788. 

142.  Julia. 

584.  Julia,  b.1813.  m. Dr, Owen  Smith. 


1013. 
804. 
834. 
1267. 
1491. 
881. 
1893. 
1 55. 
739. 
513. 
1020. 


Julia,  d,1903.  ra. Spaulding  Clark. 

Julia  A,,  b.l84l.  m. Enoch  B .Ellsworth. 

Julia  Alvira,  b.1846.  m. Samuel  A. Satire. 
Julia  Ann,  b.l821.  G.1870.  m. Hiram  H. Grant. 
Julia  Ann,  b.l848. 

Julia  Ann  Eliza,  b.l82£.  'Clark. 

Julia  C.,  b .1885. 

Julia  E.,  b.l834»  m. David  W.Heywood. 

Julia  Laurana,  m. Charles  W.  Van  Allen. 
Julia  Sequestra,  b.l843»  d.l843» 

Julius  Fomory,  b.l844»  m. Maria  P. Johnson. 


1899.  Kate,  b.1876. 

1544*  Kate  Louise,  b.l845»  d.l88l.  m.Benjamin  DeForest. 
1910.  Kate  Louise,  b.l887.  m. George  Albert  Vondermuhl. 
1087.  Kelsie,  b.1862.  m. Grace  E.Flanders. 

1909.  Kenneth,  b.l88l.  d.l882. 

2037.  Kenneth  G. ,  b .1907. 

I960.  Kenneth  L.,  b.l90?/08.  m.Flora  Maria  Hastings. 
1204.  Keo,  b.l85l.  m. Hobart  A. Stoddard. 
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723.  Lamartine  Fayette,  b.l81j.8. 

123.  Lathrop. 

127*  Laura,  yrfm.. _ Collins. 

261.  Laura,  b.l802. 

I(_28.  Laura,  b .1802.  m. Sumner  Balcom. 

I|_87 •  Laura,  b.1822.  m.Zaccheus  Morton. 

592.  Laura,  b.1817.  m. Isaac  Tichener  Davis. 

915 •  Laura,  ra.Mowry  Prentice. 

1219.  Laura,  b.18^7* 

177k»  Laura,  b.187^-.  m. Wylie  V/. McCloud. 

1922.  Laura,  m. George  Prentice. 

2100.  Laura  Lee,  b.l9lj-6. 

1780.  Laura  I.,  b.l85l.  d.1902.  Single. 

1538.  Laura  J.,  b.ca.  1857 » 

1110.  Laura  Maria,  b.1825*  m. Jefferson  C.Plum. 

1717«  Laura  Theressa,  b.1888.  in. George  Henry  Telfer 
1901.  Laura  Theressa,  b.1887.  m. George  Henry  Telfer 
1901)..  Lawrence. 

1561.  Lee,  b.ca. 1850. 

1669.  Lee  Henry,  d.1918. 

1015.  Lee  Victor,  b.l86i|,.  d.1925.  m.Emma  Ward. 

1021.  Lelah  A.,  b.l81j-6.  d.1910.  m. David  Cunningham. 
1871.  Lei an  P.,  b.l879. 

1247.  Lemuel,  b.1836. 

158?»  Lena. 

1628.  Lena,  d.1937* 

19l|7«  Lena,  d .  1 93 7 •  m. Carroll  Stark. 

1783.  Lenice,  b.1909. 

1926.  Leon. 

2006.  Leona,  b.1901^. 


372.  Leonard. 
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704,  Leonard  S.,  b.1817.  d.l894‘  m.Lucy  Farnum. 

1970.  Leota,  b.1908.  m.Gershon  Whitney  ////.Furn. 

I 

1618.  Leslie  Bradford,  b.1880.,  d.l88l. 

1956.  Lester  Stuart,  b.1900,  m. Mildred  Laube. 

670.  Lettie,  b.l8ll.  d.l880.  m.Irad  Porter. 

528.  Levi  Grover.  b.l833»  d.l8£2. 

13^6.  Levi  L. 

1067.  Levi  Obed,  b,l8£6.  m. Eliza  J. Clapp. 

i 

747.  Levi  T.,  b.1807.  ra.Mary  Saplier. 

i 

52.  Lewis,  b.1794* 

38O.  Lewis,  b.l8l4»  d.1863.  m. Sarah  Bowen. 

1731*  Lewis  Archie,  b .1871 •  m. Julia  _ • 

1979.  Lewis  Page,  b.1902.  m. Annie  E.Gedney. 

1425.  Lillian.  | 

1462.  Lillian  -  adopted. 

1948*  Lillian,  m. Walter  Rapp.  ’ 

1747.  Lillian  Ella,  b.1882.  d.1913* 

2042.  Lillian  G.,  b.l896. 

i 

1049.  Lillie  Salome,  b .1856.  d.l874 • 

188.  Liscomb,  b.1786.  d.l84f>.  m. Lucinda  Gay. 

194*  Liscomb. 

498.  Liscomb  Francis,  b.l8l4»  d.1840.  m. Rebecca  Longrtiaid. 

1707.  Lizzie,  b.l860. 

I8l8.  Lizzie. 

1483.  Lloyd  Austin,  b.1844.  d.l894«  m.Fannie  Vinlng. 

war  a. 

841.  Lloyd  Calvin,  b.l8l4.  d.l899.  m. Sarah  Kirkpatrick  and  Priscilla  M, Wood- 
846.  Lloyd  Cobb,  b.l8l4. 

2050.  Lloyd  D.,Jr.  j 

1886.  Lloyd  Donaway,  b.l894»  m.Margaret  Lander 
1680.  Locke  Theodore,  b.X89f?.  m. Florence  Sweetser. 

1074*  Lodi  or  Sadie. 


, 
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46.  Lois,  b.  1742. 

1559.  Lora  E.,  b.l88l. 

^  1585*  Loren  H. 

135?.  Lorza. 

1651.  Louis  H.,  b.l885.  m. Nellie  C. (Moore)  Wells. 

489.  Louise,  b.l828.  d.l9J-5*  m. Ambrose  Pringle. 

1281|»  Louise,  b.1836.  m. Charles  Chamberlain  Foster. 

608.  Louise  A.,  m.John  Ferris. 

1648.  Louise  Josephine,  b.1878.  m. Louis  Johnson. 

108l.  Louise  Mary ,  b.1836.  d.1921.  m. _  Southv;orth  and  Wesley  Southwcrth. 

721.  Louisa  Melissa,  b.1840.  m. William  Frank  Warren. 

74®»  Movisa,  b.l808.  d.1836.  m. Thomas  Hutchins. 

1358.  Loviza. 

965*  Lucia  Lucretia,  b.l825.  d . 1 904 »  m. Rev. Aaron  Bennett  Stowell. 

955.  Lucian,  b.1832.  d.1832. 

^1597.  Lucilla,  b^.1859.  d.1862. 

929.  Lucina  Relief,  b.1826.  m. Alfred  Wells  Titus. 

357.  Lucinda,  b.1767.  d.1790. 

490.  Lucinda,  rc. Ellis  Williams. 

626.  Lucinda,  m.  Norton. 

813.  Lucinda,  b .1833 •  m.T .A .Dascomb . 

868.  Lucinda,  m.Hugh  McLain. 

735*  Lucinda  D.,  b.1848. 

1465.  Lucinda  J.,  b.l837.  d.1869.  m. Welcome  A.Farmouth. 

439.  Lucretia,  b.l809.  m. Stephen  Perkins. 

337*  Lucretia-#Howard,  b.l8l0.  m.John  Thompson. 

I4l6.  Lucretia  Paulina,  b .1849.  m.WIlliam  Holden. 

|  231-C.  Lucy,  m. Isaac  Hall. 

406.  Lucy,  b.1787.  d.1871. 

773.  Lucy,  b.1816. 

1135*  Lucy  Ann,  b.1836.  m.  Turner . 
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760.  Lucy  Jane,  b.1832.  d.l9l4»  m. William  M, Landers. 
1531.  Lucy  Louise. 

f  938*  Lucy  Lucretia,  b.1832.  d.l849. 

593.  Lucy  Lythera,  b.1820.  d.1850.  m. Duron  Whittlesay. 
1577.  Lucy  R.,  in. Herbert  Wilder. 

1254*  Lucy  W.,  b.1872.  m. James  E. Taggart. 

1006.  Luke,  b.1834.  m. Polly  McColroy. 

1962.  Luke  L.,  b.1921. 

1999.  Lulu,  b .1900. 

1855.  Lulu  C.,  b.l893. 

284.  Lydia,  m. Myron  Parker. 

415.  Lydia,  b.1788.  m. Ezekiel  Merritt. 

1211.  Lydia,  b.1847.  d.1847. 

1705.  Lydia*  b. 1855.  d.l862. 

1398.  Luna  E.,  b.1865.  d.1903.  m. Charles  Oliver. 

945*  Lyman  Enos,  b.1837.  d.1904.  m. Julia  Agnes  Severance. 
1477.  Lydia  J.,  b.1843.  d.1846. 

1210.  Lydia  Joslyn,  b.l845*  d.l845* 

1608.  Lyman  Edwin,  b.1878.  m.Mary  A.  . 


407«  M.LQuisa,  b.1790.  d.1839.  m. Quincy  Bates. 
1873.  M.Ola,  b.1887. 

514.  m.t.  b.1840. 

I8l6.  Mabel. 

1998.  Mabel,  b.l893. 

|  1823.  Mabel  Alb er tine,  b.1872. 

743 •  Mabel  Clarissa,  m. Edwin  R. Smith. 
i  1345.  Mabel  E.,  b.1871. 

1812.  Mabel  E.,  b.1867.  m  Charles  E. Metcalf. 
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1322.  Mayble,  m. Herbert  or  Harold  Sones. 

892.  Madison. 

f  530.  Mahal a,  b.l8l6.  d.l882.  m.Hampton  Aldrich. 
1613.  Malcolm  T.,  b.1867. 

1080.  Mamie  Alwilda,  b.1880.  d.l881(.» 

1361.  Manley. 

1652.  Margaret,  b.1898. 


I 


1933*  Margaret  Agnes, 

1913.  Margaret  Augusta,  b.l893«  d.1921*.  m.  Dr  .Lee  H.Perguson. 
1497*  Margaret  Elmore,  b.l86l.  d*1921.  m. Nathan  R.Hall. 

17i|.9»  Margaret  Hall,  b.l890. 

2051 •  Margaret  Mar tine, 

12+37 •  Margie  B.,  b.1876.  m.Zephy  Batty. 

1703.  Marguretta,  b.1897*  d.l898. 

1621.  Kargurite  Elizabeth,  b .1890 .  m.C.L.Shaw. 

1983.  Margurite  Lenore,  b.1908. 

353*  Maria,  b.1799.  m. Joseph  Adsit. 

672.  Mari  ah,  b.l8l6.  d.lSlpU  m. Willard  Wing. 

850.  Maria. 

1150.  Maria,  m. Samuel  Dickerman 

1156.  Maria  K. ,  b.l82f>.  d.l897«  m.  Spencer  Blair. 

l525«  Maria  Bring,  b.l81{.2. 

1553 «  Maria  E.,  m. Harry  Hotchkiss, 

1815.  Maria  Isabelle. 

2005.  Maria  L.,  b.X899. 

1162.  Manilla,  b.1839.  m. Calvin  H. Gaylord. 

822.  Marinda  Ellen,  b.1867. 

232.  Marion,  b.1770.  m. Henry  Nance 
1246.  Marion,  b.l835«  d.1836. 

2026.  Marion  Isabelle,  b.1903*  m.  Merkel. 

1 784 .  Marshall  Harrison,  b.l8i|7*  m. Eliza  Severance  and  Eva  Goss. 


- 
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72Jj..  Marshall  Hiram,  b.1850.  d.l86l. 

Martha,  b.1773*  d.1857.  m. Joseph  Haseltine. 

|  282.  Martha,  m. William  Green. 

352.  Martha,  b.l?99.  d.1862.  m.John  W. Willing  or  Williams. 
399.  Martha,  b.1788.  m. Stephen  Smack. 

459.  Martha,  b.1796.  m.John  Dugalls 
471.  Martha,  Y  m. Nathan  Elsbree. 

534*  Martha,  b.l828.  m.John  Hubbard. 

558.  Martha,  b.l805.  m.John  Ingalls, III. 

596.  Martha,  b.l8l8.  m. Daniel  Sanborn. 

787.  Martha,  b.l824.  d.1901.  m. Thomas  Cole. 

984.  Martha. 

I639.  Martha  A.,  b.1853.  d.1916. 

1586.  Martha  A. 

456.  Martha  Goldsmith,  b.1805. 

^  993«  Martha  K.,  b.1828.  d.1887.  m. Nathan  Case  Elsbree. 

7.  Mary,  bapt.  1659. 

26.  Mary. 

36.  Mary,  m.Peletiah  Day. 

85.  Mary,  m.Capt. Aaron  Wheeler. 

105 .  Mary . 

113*  Mary. 

224.  Mary,  b.l?8l. 

273.  Mary. 

280.  Mary,  Y  m.Dr.T.Abeely . 

393.  Mary,  b.1768. 

533,  Mary,  b.18 22.  m.John  Pifield. 

|  543*  Mary,  m.  Sawyer. 

646.  Mary,  b.l855. 

650 .  Mary • 

737.  Mary,  b.l87X. 
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980.  Mar£, 

1103.  Mary,  b.l809.  d.1891.  m.John  Bartlot  or  Bartlett. 
F  1116.  Mary,  b.l820. 

115>1 .  Mary,  b.1836.  d.l845* 

1214*  Mary. 

12^5.  Mary,  b.l869.  d.l885. 

1350.  Mary,  b.l871. 

1360.  Mary. 

1421.  Mary. 

819.  Mary  A.,  b.l833» 

869.  Mary  A.,  m. William  P.  Halley. 

1725.  Mary  A.,  b.l8£8.  Single. 

3^6.  Mary  A.RumTord,  b.l8ll.  m. David  Brown. 

1642.  Mary  Abbie,  b.1860.  m.Cass  Tyler. 

1706.  Mary  Abby,  b.l858.  d.l862. 

^  1609.  Mary  Alice,  b.l88l. 

1189.  Mary  Amelia,  b.l843»  m. Dr. Charles  Bidwell. 

448.  Mary  Ann,  m. Solomon  Lovery. 

595>.  Mary  Ann,  m. Joseph  Thurston. 

682.  Mary  Ann,  b .1812.  itn  Decker. 

712.  Mary  Ann,  b.1838.  m. Rev. William  Willard. 

919.  Mary  Ann,  b.l830.  m. A. J. Thayer . 

1242.  Mary  Ann,  b.l847.  m. Albert  Lemuryon. 

1124.  Mary  Ann,  b.l8l8.  d.l849.  m. Luther  Harris. 

1626.  Mary  Ann,  b.l85l» 

838.  Mary  Ann  Walker,  m.  Coville. 

1032.  Mary  E.,  b.1867.  d.l934»  m. Dr. Clark  Edwin  Ernest. 
|  1307»  Mary  E,,  m. Solomon  E. Blake. 

1527.  Mary  E. 

1594 •  Mary  E.,  b.l864»  m. Clarence  Coates. 

1229.  Mary  Elizabeth,  b.l82o.  d.l887.  m.D.R .Cushman. 
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1276.  Mary 
1313.  Mary 
^  695 •  Mary 

687*  Mary 
1197.  Mary 
185 9 •  Mary 
963 •  Mary 
I63O.  Mary 
1266.  Mary 
1221.  Mary 
1452.  Mary 
llj.29.  Mary 
702.  Mary 
808.  Mary 
887.  Mary 
^  913*  Mary 

1165.  Mary 
1517.  Mary 
1373*  Mary 


Elizabeth. 

Elizabeth,  b.1831* 

F.,  b.1827. 

Field,  b.1805. 

Frances . 

Frances,  b.1876.  m. Charles  H. Hastings. 

Gates,  b.1820.  d. 18£8. 

Gates,  b. 1863/62.  d.1904*  m. George  W. Harding. 
Hall,  b.1819.  d.l888.  m. Harrison  Porter. 

I. ,  b.1844. 

Isabelle,  b.l884.  d. young. 

J. ,  m. Jacob  N.Shaw. 

Jane,  b.1809. 

Jane,  b.l825«  m. Jacob  N.Shaw. 

Jane,  b.l8l6.  m.Earl  S. Williams. 

Jane,  b.l834*  d*l845* 

Jane,  b.1848.  m.  Barron. 

■Jane,  b .1851  •  m. Fletcher  Stone  Mason, 
or  Minnie  Jane,  b.l86l.  m. George  Philbrick. 


> 


1952.  Mary  Jane,  b.191?. 

1381.  Mary  L,,  b.l858.  m. Willard  McGinnis. 
1708.  Mary  Lizzie,  b.1862.  d.l868, 

1765*  Mary  Lynde. 

1584.  Mary  M. 

1614.  Mary  M. ,  b.l872.  d.l$75. 

1758.  Mary  M.  or  E.,  b.1868.  m.  Churchill . 

623.  Mary  R.,  b.l803.  m.John  Shat tuck. 

1888.  Mary  Roger,  b.1872. 

46l.  Mary  Russell,  b.l800. 


757. Mary  S.,  b.l823.  m. Hiram  Burnard 
1500.  Mary  S.  b.l866. 
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1390.  Mary  Savage,  b. 184-8.  d.1877*  m. Frank  C. Welch. 

1877.  Mary  W.,  b.l88l.  d.l89o. 

)  104-5.  Mary  Willard,  b. 184-9.  d.1916.  n.Fred  V.Foss. 

1505 •  Maryland  L.,  b.1887# 

2214..  Mason,  b.17^5#  d.l871.  m.Nabby  Tyron.  or  Tryon. 

6l4-.  Mason,  b.l823.  m.Mary  Maria  Swain  and  Helen  M. Emery. 
1770.  Mason  E.,  b.1869. 

137.  Matilda,  b.1767#  m. Thomas  Willett. 

335.  Matilda,  b«10O6.  d.l880/8l.  m. Stephen  Pullen. 

1118.  Matilda. 1st  b.l824-. 

1119.  Matilda, 2nd  b.l826. 

IO36.  Matilda  Gertrude,  b.l865# 

507.  Matilda  Hawes,  b.l822.  d ,184.6 . 

1076.  Mattie. 

1825,  Mattie  Winefred,  b  .1875* 

^  1506.  Maud,  b.1878. 

1258.  Maude  Hope,  b.l877#  m. William  Allendorf . 

1875.  Maud  L.,  b.l88l. 

I4O6.  Maud  N. ,  b.l879*  m.Fred  Collins. 

1757*  Maurice  or  Morris  James,  b.l8?l. 

1977#  Maurice  Paul,  b.l9l4» 

1055.  May,  b.l85l.  d.1852. 

1940.  May. 

1849#  Maybeth  Clark,  b.1893# 

37#  Kehi table,  b.l7pl. 

115#  Mehitable,  b.  174-0#  d.l809.  m.Ebenezer  Titus. 

129#  Mehitable,  m._ _ _  Blanchard. 

^  256#  Mehitable,  b.1792.  d. young. 

285#  Mehitable,  m.Abial  Dunham  or  Ebenezer  Titus. 

290.  Mehitable,  b.l78l.  d.l8?5#  m. Samuel  Smith. 

296.  Mehitable,  b.17^4-.  d.1792. 
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664 •  Mehi table,  b.1800.  ra.Milton  Fairbanks. 

1308.  Mehi table  Rachel,  b.l834» 

1001.  Melancthon  L.,  b.l847.  m. Gertie  Smith  and  Mary  Eveline  Austin. 
1208.  Melinda  Sarah,  b.1838.  d.1907.  m. Silas  J. Parks  or  Parker. 

548.  Melissa,  b.1831.  d.18^8. 

1088. Melissa,  m. _  Sweet. 

1278.  Melissa,  b.1824.  d.186?.  m.Haviland  F. Lockline. 

211.  Melville,  b.1793.  d.l8££.  m.Clarinda  Pond. 

907.  Melvin  Smith,  b.1864.  m. Olive  Rosebrough. 

203.  Melzar ,  b.l?68.  d.1771* 

1230.  Mercy  Jane,  b.l830.  m. William  G.Mandeville . 

1738.  Merton  T.,  b.1879.  n. Adelaide  May  Gulnac, 

1985.  Millard  Jarvis,  b.1921. 

205.  Millea,  b.1774. 

1289.  Minnie,  b.l879. 

1319.  Minnie. 

1768.  Minnie  or  Mary  E.,  b,l06l.  m. Clarence  A. Carlton. 

1866.  Minnie  May,  b.1866.  m. Ellis  S.Rowe. 

88.  Molly,  b.1786.  m. Robert  Follett. 

176.  Molly,  b.1778.  m. Robert  Follett. 

293.  Molly,  b.1767.  m. William  Lane. 

1192.  Monica  B.,  b.l843. 

5.  Moses,  d.l685.  m. Phoebe  _ . 

15.  Moses,  b.1687. 

2?«  Moses,  d .  1 755 •  m. Patience  Pratt  and  Phoebe  _ _ 

41.  Moses,  b .1748 . 

55.  Moses,  b.1687. 

76.  Moses,  b.l?43»  d.1809.  m. Margaret  Tiffany. 

131.  Moses, Jr.  b.l783«  d. 1879/81.  m. Laura  Elliott. 

222.  Moses,  b.1787.  d.l8?2.  m.Abigail  Eddy. 

251.  Moses,  b.1780.  d.1798. 
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425»  Moses,  b.1797*  d.1868.  m.Ola  Balcome. 

1069.  Moses,  b.l85l.  d.1852. 

^  1065.  Moses  Arthur,  b.l865» 

921.  Moses  M. 

16^8.  Myra,  b.1867.  d.1883. 

1695  •  Myra  Langraaid,  b.l867.  d»l883* 
l800.  Myria  Clarissa,  b.l875» 
l67il-  •  Myrtle. 

1827.  Myrtle,  m.F .R .Constance . 

1399.  Myrtle  B.,  b.1867.  d.1901.  m. Willard  Peabody. 


14-18 .  Nabby,  b.1794*  d.1879. 

204  •  Nancy,  b.1770.  m.John  Pratt. 

426.  Nancy,  b.l805»  m. Ellis  Burt. 

484 .  Nancy . 

563.  Nancy,  b.1798. 

978.  Nancy,  m.Absolom  Bowman. 

1301.  Nancy  Angeline,  b.l834»  m.Albert  Pitts. 

1392.  Nancy  F. Loretta,  b.l852.  d.1910.  m. Charles  Mur chi e . 
2079.  Nancy  Jane,  b .1922. 

604.  Nancy  Montague,  b .1823 .  m. Orson  Hutchins. 

185.  Nathan,  b.1775. 

189.  Nathan. 

246.  Nathan,  b . 1 7 91 .  m. Louise  Grinnell. 

276.  Nathan. 

612.  Nathan,  b.l8l4. 

1138.  Nathan,  b.l833»  d.l896.  m. Eliza  Gaton. 

1218.  Nathan,  b.1845* 


10.  Nathaniel,  d.l?64.  m. Rachel  or  Rebecca  Cobb  and  Kehitable  Briggs 
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21.  Nathaniel,  m.Mehi table  Perry.. 

33.  Nathaniel. 

106.  Nathaniel,  m. Polly  Ball. 

275.  Nathaniel,  b.1709/11.  d.l886.  m. Elizabeth  (Betsey)  Dart. 

5^7.  Nathaniel  P.,  b.l808.  m. Margaret  Bond. 

86l.  Nellie,  b. 18)4.8.  m. Ambrose  Aldrich* 

1)414.6.  Nellie,  b.1867. 

1735,  Nellie,  b.l870.  m.Ed  Parsons. 

181|.7.  Nellie  Bly,  b.  189)4..  in. Ernest  Elisco  Thomas. 

7I4I+.  Nellie  E.,  b.l8?l. 

1523.  Nellie  M.,  b.l888. 

38)4..  Nellie  Rebecca. 

1363.  Nelson. 

1)4.99.  Nettie  Priscilla,  b.l865.  d.1929.  Single. 

10^0.  Nettie  Sabra,  b.l860.  d.l905*  m.Paul  P.Peyer, 

1835.  Neva. 

1051.  Nina  Caroline,  b.l860.  m. Willard  Yothers  and  Ernest  L.Battelle ♦ 
200)4,.  Norma,  b.190)}.. 

8)4.9.  Norraan  A.,  b.  18)48.  m. Sarah  Knapp. 

656.  Norton,  b.l85l. 


93.  Obediah,  b.1759.  d.1839.  m. Sally  Willson. 
2p9,  Obadiah,  b.1798.  m.Lovina  Flemming. 

262.  Obadiah,  b.1759.  m. Sally  Willston. 

1290.  Olive,  m._ _ _  Baugher . 

1936.  Olive. 

772.  Olive  G.,  b.l8l5.  m. Lemuel  H. Sumner. 

1017.  Olive  Jeannette,  b.l8)4.5A-8»  d.  190)4.. 

652.  Olivia,  b.  18)4.0.  d.1855. 
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78.  Oliver,  b.1753.  d.l86l.  m.Abigail  (Gail)  Allard. 

226. Oliver,  b.1786.  m. Elizabeth  Sargent. 

1872.  Ona  M.,  b .1886. 

1073.  Ora  Crosby,  b.l859.  m. Hannah.  Burke,  Lillie  Welsh  and  Edith  Corelli 
310.  Oremus,  b.l830.  d.l895«  m. Sarah  L.Cone. 

1396.  OrJnL.,  b.l86l.  Single. 

1397*  Orison  A,,  b.l863.  m.Mable  Dore. 

480.  Orlando,  b.l808.  d.189'1.  m. Eliza  M.Mead. 

1009.  Orlando,  b.l837.  m. Clara  Glidden. 

1027.  Orlando  Loraine,  b.l8I(.6.  d.I926.  m.Lodema  Kent. 

759.  Orrin,  b.l829. 

433.  Orville,  b.l?99.  d.l86l.  m. Susan  Barber. 

1190.  Orville  E.,  b.l846.  d.l8?0. 

1193.  Orvis  Rollin,  b.1834.  d.1837. 

624.  Osborn  N,,  m. Content  Mann  and  Rovella  _ • 

1245.  Otis. 

871.  Otis  H.,  b.1833.  m. Ellen  W. Cooper. 

884.  Otis  Wilbur,  b.1832.  m.Mary  Knox. 

I683.  Otto  D.,  an. Clara  H.B  .Holmes. 


11.  , 


Burre^  ■ 


1352.  Owen,  b.1837.  d.l888.  m. Julia  Blackstone. 

1748. Owen  Albert,  b .1891 .  d.1908. 

1207.  Owen  Smith,  b.l835.  d.1914*  m. Elizabeth  C.Althouse. 


1575.  Parmelia,  m. Richard  Gray. 

1157.  Parmelia,  b .1827.  d.l868,  m.Obed  Dirnmick. 

}  1184*  Parsons  A.,  b»l830.  d.l875»  M. Juliette  Shedden. 
785.  Patience  W • ,  b.1819.  d»l852.  m. Jonas  Wing. 

196.  Patty  (Martha),  b.1773* 

68.  Paul,  b.1742.  d.1794.  rn. Martha  Liscomb. 
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118.  Paul,  b.1714-0. 

181.  Paul,  b. 1765/70.  d.lQ58.  m. Priscilla  Edwards. 

191#  Paul,  /.  m. Martha  Edwards. 

291.  Paul,  b.1775.  ' 

479.  Paul,  b.l805*  d.1889.  m. Sabrina  _ _ ,^ndMargaret  Kennedy 

1980.  Paul,  b.1904. 

1275.  Paul  Brewster,  b.1920. 

1953*  Paul  Cargill,  b.l893.  m.Alla  Katherine  Brewster. 

783.  Paul  H.,  b.l3l6.  d.l855»  m. Sarah  McKenney. 

495.  Paul  James,  b.l822.  d.1893. 

2082.  Paul  Orlando,  b.1930* 

2272.  Peddy. 

300.  Peddy,  b.1782/83.  m. Moses  Hunt. 

104.  Peggy. 

209.  Peggy,  b.1789.  d,l820.  m.Abijah  Clark. 

338.  Peletiah,  b.1799.  m. Abigail  (Morris)  Wing  and  Mary  Em/erson. 

1085.  Perley,  b„l857»  m. Helen  Smith. 

548.  Perley  Chandler,  b.l828.  m.M. Louisa  Heath. 

31 •  Peter,  b .1715.  d.l804»  m.Anna  Cook. 

6?«  Pete?  b .  1 74-OA-l •  m. Martha  Clark. 

86.  Peter,  b.l?44* 

91.  Peter,  b.l74l*  d.l804*  m.Huldah  Fuller  and  Jerusha  (Owen)  Mason. 

179.  Peter,  b. X768/69.  m. Sarah  Girdler  or  Gridler. 

233.  Peter,  b.1771. 

237.  Peter,  b.l?66.  d.1832.  m. Priscilla  Owens. 

457.  Peter,  b.l808. 

553«  Peter,  d.l874«  m .Mary  Cooper. 

561.  Peter,  b .1793 » 

1099.  Peter,  b.1830.  d.l885. 

1125.  Peter,  b«l820.  d.1918.  m. Cornelia  Eveline  Nash, 

1540.  Peter,  b.1859.  d.1868. 
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569.  Peter  G. 

897.  Peter  Rumble,  b.l825>.  d.l8?'l.  m.Anna  Amelia  - . 

375.  Philetus,  b .1811 .  d.l882.  m. Sally  T.Wiltse. 

1180.  Phebe,  b.  181+1.  m. _  McArthur. 

1300.  Phebe  Adeline,  b.lS32.  m. _  Morse. 

1171.  Phebe  Angelia,  b.  I8I4.2.  d.l93^»  m.John  J. Dooley. 

12J+0.  Phidelia  or  Adelia  Marion,  b.  181^.1 .  d.l9l5«  m.Otis  Hunt  r  ,iuent 
2$$.  Philinda,  b.1790.  d.l821.  m. Dr .Harvey  Ambler  Phinney. 

633.  Philinda,  b.l833«  d.l873.  m.John  Parnum. 

792.  Philo,  b. 18314..  m. Lizzie  Phillips. 

1395.  Philo  P.,  b.18^7.  d.1903.  si. Cora  Larabee. 

159.  Philip,  b.1755. 

387.  Philip, Jr.  d.1836.  m. Sally  Holmes  Hall  and  Nancy  White  . 

2089.  Philip  George. 
lp.3,  Phoebe,  b.1781]..  d.l801. 

9k3.  Pitman  C.,  b.1833.  d.1863.  m.Ardelia  Needham. 

212.  Polly,  b.1796.  d.1831.  m.Aphas  Holbrook. 

231-d.  Polly,  m. Thomas  Colby. 

252. Polly. 

331.  Polly,  b ,1796 .  d.1863.  m.Noah  Blanchard. 

365.  Polly. 

377.  Polly,  b.l8l6.  m. William  Knapp. 

391.  Polly. 

143.6.  Polly,  b.1790.  d.l86k.  m.Azel  Gurney. 

414,3,  Polly,  b.1798.  d.1799. 

478.  Polly,  b.1802.  d.1880.  m.Willard  Dudley. 

562.  Polly,  b.1795.  m. Nathaniel  Chamberlain. 

I  1159.  Polly,  b.1831.  d.l86k.  m. Charles  Bancroft. 

941. Polly  Phedora  Graves,  b.1830.  d.1902.  m. Isaac  Sprague. 

914.6.  Preston  Asaph  L,,  b.1839.  m.Emma  L. Perry. 

477*  Priscilla,  b.1798.  d.l890.  m. Elisha  Gray. 

59k*  Prudence,  m.Guy  Ginbrun? 
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47*  Rachel,  b ♦  1 . 

215.  Rachel,  b.1771.  d.1771. 

^  720.  Rachel  Delia,  b.1836.  d.1909.  m.Ezra  Taylor  Haseltine. 

219.  Rachel  Pratt,  b.1779.  d.1869.  m.William  Eddy, Jr. 

756.  Rachel  S.,  b.1821.  d.1855. 

1^57.  Ralph  C.,  b.l869.  m.Cora  Morrell. 

2001.  Ralph  D, ,  b.1908.  m.Rose  M. Erdos. 

1794.  Ralph  H.,  b.1875. 

1383.  Ralph  L* ,  b .1864.  m. Nettie  Lindsen,  Etta  Corville  and  Minerva  Hamlin. 
1937*  Ralph  Waldo,  b.1883.  m.Vera  Taylor. 

1700.  Ramona. 

79.  Randall. 

564.  Randall,  b.1798. 

697.  Randolph,  b.1832.  d.1898.  m. Anna  Frances  Follett. 

^ 1329.  Randolph,  b.1859.  d.1860. 

154*  Rasselas,  b.1833.  d.1833. 

I864.  Ray  Smith. 

1666.  Raymond,  b.1890.  d.1894. 

1704.  Raymond. 

1848.  Raymond  Adelbert,  b.1887. 

1973.  Raymond  Waldo,  b.1918. 

229.  Rebecca,  b. 1792/93.  d.1836.  m*Job  Poore. 

304.  Rebeccah  ,  b.l8l4. 

1315.  Rebecca  Amanda,  b.l835.  d.1856. 

508.  Rebecca  Owen,  b.1819.  d.1824. 

I863.  Rhee  Hansie,  m. George  Hurd  and  Albert  Lewis, 

140.  Rhoda,  b.1775.  d.1850.  m. William  Gott. 

^  341.  Rhoda. 

368.  Rnoda,  b.1796.  m.Elijah  Evans. 

859.  Rhoda,  b.l84l.  m. Henry  C,  . 

I  736.  Rhoda  S.,  b.1858. 
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571 .  Richard,  b.1795.  d.l875*  m. Margaret  Simmons. 

2024.  Richard,  b.  1934* 

^  1432.  Richard  B.,  b.1838.  m. Viola  Howland. 

1874.  Richard  B.,  b.1895. 

2077.  Richard  Brewster,  b.1928.  d.1929. 

1984.  Richard  Gilson,  193-6. 

1961.  Richard  Harrison,  m. Nancy  Marlene  Abbott* 

2097.  Richard  Perry. 

13)|1.  Richard  Togood,  d.l892« 

% 

98.  Robert,  b.X?48. 

182.  Robert,  Y  m. Elizabeth  Perry. 

192.  Robert,  b.1768.  ra. Betsey  Perry. 

475»  Robert. 

1485.  Robert, <Jr.  b.l8l7«  d.l865.  m. Sarah  Van  Buren  or  Van  Suren 
2069.  Robert  B.,  b.1912. 

^  2090.  Robert  Bruce,  b.1933. 

1739.  Robert  C.,  b.1880. 

1974*  Robert  E.,  b.1900.  d,194l»  m. Grace  Powell. 

72.  Robert  Follett,  b.1805. 

1957.  Robert  Graves,  b .1902. 

2008.  Robert  Gulnac,  b .1909.  m. Priscilla  Rose  Whitner. 

2080.  Robert  Kenneth,  b.1931* 

2095*  Robert  Lindsay,  b.l92i4.  m.Jean  E.White. 

1^65.  Robert  Rosebrough,  b.l897. 

1936.  Robert  Shackelton,  b.l882.  d.1903. 

481.  Roland  Edward,  b.X8l2.  d.1900.  m.Lotisa  Filena  Hills. 

11442.  Rollin  D.,  b.1886. 
k  58l.  PiOllin  Orvis,  b.l807.  m. Susan  Bishop. 

1174*  Rose  Ann,  b.1848.  d.1848. 

2064.  Romaine  Cole,  b.1903. 

. 

I 

2053.  Rosalie  Moran,  b.190?.  m. Joseph  Chahles  Dey,Jr. 

^SS35gn>iMniiw  g »i  . . . BSmmmSm msm*  mm  —a — — — — — — -  -  - 
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1730.  Rose,  b.1867. 

1838.  Rose  or  Ross. 

1891.  Rose  E.,  b.1877. 

1376.  Rose  Emma,  b.1847®  m.N.B .Pinkham. 

V- 

Ii4-9i4- .  Rose  Kate,  b.1856.  m. Edward  J.Kerr. 

1026.  Rosetta,  b.l852. 

1031.  Rosetta,  b.l857. 

809.  Rosie  A.,  b.1827.  d.1891. 

578.  Roswell  Hawks,  b.lSOO. 

i860.  Rowine  Beatrice,  b.1887®  m. _ _  Shortier. 

221.  Roxanna,  b.1783.  m. Samuel  Osgood. 
llij.2.  Roxanna,  b.1827. 

14-99 .  Roxelany,  b.l8l4®  d.1901.  m, Jacob  Gile. 

2000.  Roy,  b.1903. 

^  1449.  Roy  G.,  b.l882. 

1029.  Rozelle  Melville,  b.1853®  d.1913.  m.Eva  _ _  . 

450.  Rufus,  b.1798.  d.1798. 

169.  Rufus,  b.1773.  d.l8l9.  m.Mary  (Polly)  Baylis  or  Bayiies. 
558.  Rufus,  b.1783.  d.l845®  m. Wealthy  Goodrich. 

778.  Rufus,  b.1825. 

799.  Russell,  b.1831.  m, Jane  F. Prescott. 

16.  Ruth,  m. Philip  Mason. 

57.  Ruth. 

170.  Ruth,  b.1792.  m. James  Whitney. 

333®  Ruth,  b. 1802/03®  d. I883/8I4.  m. Rufus  J.H. Porter. 

422.  Ruth,  b.1792.  m. James  Balcom. 

679.  Ruth,  b .1808.  m.Thomson  Glenora. 

774®  Ruth,  b.l8l8.  d.1883.  m. Alonzo  Knapp. 

1217®  Ruth,  b.1839. 


1362.  Ruth. 

2034.  Ruth  A.,  b .1892. 


-  . 


■ 

- 
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I88?»  Ruth  Isabelle,  b.l898.  m. Vivian  Alfred  Stratton. 

2092.  Ruth  Louise. 
f  2029.  Ruth  Margaret,  b.1909. 

800.  Ruth  P.,  b.l833»  d.l886.  m. _  Savage. 

2048.  Ruth  Paxton,  b.190?.  m. George  Hall  Johnson. 


2086.  S. Clyde. 

216.  Sahara,  b.1772.  m. Thomas  Campbell. 


& 


& 


197 .Sabra. 

522.  Sabra^Sophronia,  b.l8l7«  d.l867»  m. James  Poss. 
5>54»  Sadie:^  b.1799.  m. Richard  Caswell. 

2^3.  Sally,  b.1785.  d.l8l5 . 

263.  Sally,  b. 1760/61.  d.1832.  m. Joseph  Tui’ner, 

286.  Sally,  b.1778.  d.1863.  m. David  Moulton. 

458.  Sally,  b.1795.  n. Richard  Caswell. 

574*  Sally,  m. Richard  Gray. 

311.  Sally  A.,  b.1805. 

1222.  Sally  A.,  b.l845. 

171.  Sally  Sarah,  b.1794. 

1127*  Saloma  Lodice,  b .1825.  d.l905«  m. Spink  Kinyon. 
10^3.  Salome,  b.l847.  d.l8l+8. 

1286.  Salome  S.,  b.l837*  m. William  H.Ganett . 

4»  Samuel,  d.1719.  m. Elizabeth  Cobb. 

20.  Samuel,  b .1688.  d.1760.  m. Sarah  Austin  and  Hannah 
62.  Samuel,  m. Hannah  . 

77.  Samuel,  b.l747»  d.l827«  m. Rachel  Grover. 

100.  Samuel,  d.l7&2.  m.Mehi table  Baldwin. 
l65«  Samuel,  b .1770 .  d.l840.  m. Hannah  Menijon. 

223.  Samuel,  b.1789.  d.l?96. 


■P 
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234.  Samuel,  b.1773*  d.1780. 

2 £4»  Samuel,  b.l787«  d.l8l5>. 

^  268.  Samuel. 

394*  Samuel,  b.l770» 

)| PI  .  Samuel,  b.l801.  d.l8l9. 

4f?2.  Samuel.  b.l?97. 

519.  Samuel,  b.l8ll.  d.  1884.  m.Almary  Willard  and  Adeline  Heald, 

1387»  Samuel,  b.l8I|.l.  d.l842. 

1878.  Samuel  Alden,  b.3-872*  m.Hary  L.G. Corey. 

172k.  Samuel  D.,  b.l854»  m.Anna  E.Nieball. 

476.  Samuel  Edward,  b.1797.  d.l8?8.  m. Martha  Haseltine. 

178.  Samuel  Goldsmith,  b.l?69.  d.l8l8.  m. Grace  Girdler  or  Gridler. 

611.  Samuel  Oliver,  b.l8l6.  d.1883.  m. Sarah  L.Balch. 

782.  Samuel  P,,  b.l8l4.  d.l868.  m. Susan  Norton. 

^  1771.  Samuel  P.,  b.l880. 

906.  Samuel  Shepherd,  b.1843.  d.1927.  n. Agnes  Parsons  and  Sarah  C.Cole. 
18.  Sarah,  b.l689.  d.l?70. 

99.  Sarah,  b .  1  745/46 . 

36I.  Sarah,  b .1796.  m. Luther  Woodward. 

395.  Sarah,  b.l?72. 

423.  Sarah,  b. 1794/99.  d. 1837/39. 

587.  Sarah,  b.l805.  d.l849.  m. Dr .Daniel  Bates. 

632.  Sarah,  b,l827»  d.1910.  m.John  Hammond. 

8l4.  Sarah,  b.1836.  d.1898.  m. Henry  Dexter  and  John  Fairbanks. 

860.  Sarah,  b ,1846.  n. Norman  A. Knapp. 

974*  Sarah,  b.1824.  m. Horace  Chubb ock. 

1155.  Sarah,  b .1823 .  m. Joe  Raymond. 

. 

^  1234.  Sarah,  b.1838.  m.John  A. Clark. 

1571,  Sarah,  b.1846. 

I883.  Sarah  Alice,  b.l875.  m. Ernest  E. Mines. 

15>7»  Sarah  Ann,  b.l84o/4l»  d.1867. 


. 
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285>.  Sarah  Ann, 

460.  Sarah  Ann,  b.1832.  m. Nathaniel  Thurber. 

916.  Sarah  Ann,  b.1823.  d.l897.  m. Samuel  Pike  Lovitt. 
1921.  Sarah  Ann,  b.1823.  d.l897.  m. Samuel  Pike  Lovitt. 
1484 .  Sarah  Augusta,  b.l847»  dd885.  m. Nathan  R.Iiall. 
1470.  Sarah  E. ,  b.l848.  d.1902.  m. Leonard  Keen,  Jr*. 

1809.  Sarah  Florence,  m. _ Tuttle. 

1019.  Sarah  Jane,  b.l839.  d.1918.  m.Jobn  Nichols. 

693.  Sarah  S.,  b.l822.  d.l897.  m. Dennis  Harrington 
709.  Sarah  W.,  b.l82£. 

119Q.  Sarah  W.  b.l837* 

1070.  Sewell,  b.l853»  d.1918.  m. Florence  Scotney. 

1060.  Sev;ell  Alvin,  b.l854*  m. Louisa  K.Schwilk 

1698.  Sewell  Alvin,  b . 1 8 91 •  m. Hazel  Allice  Van  Holtren. 

1986.  Sewell  Alvin, III,  b.1910. 

523o  Sewell  Crosby,  b.1819.  d.l888.  m. Caroline  Gilman. 

22.  Seth,  m.Bethiah  _ _ _  or  Hannah _ ,  or  both. 

66«  Seth, Jr. , ,b.ca. 1748.  m.Bethiah  ? 


83.  Seth,  b.1746. 
195.  Seth,  b.1775. 
201.  Seth,  b.1785. 


483.  Seth. 

I83.  Seth  W., 

900.  Shepherd,  b.l829.  d.1830. 

1|?45»  Shepherd,  b.l847»  d.1902.  m.Emrna  Benedict. 

1905 *  Shepherd. 

1907.  Shepherd,  b.1873.  d.1946. 

901.  Shepherd  Fordyce,  b.l832.  d.1886.  m.Kate  Floyd  Smith. 

1550*  Shepherd  Fordyce,  b.l8f?6.  d.1882. 

409.  Shepherd  James,  b.1795.  d.l8?5.  m. Catherine  Louise  Kimball. 
1549.  Shepherd  Melvin,  b.1836.  d.1912.  m. Barbara  Sutherland  Anderson. 


■w 
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1293.  Shophord  T.or  i’ordyco,  b.l839.  n.  Haney  Ann  Baughor. 

^  257.  Shubaol  Will  lan,  b.179^.  d.l059.  mil  ary  II.Thompson. 

325.  Simoon,  b .  1 70J •  d.lo69*  n.Lucy  Lindsey  and  Jane  Spear. 
62J.  S  imeon,  b.lGOO.  d.l079.  m. Caroline  Boot. 

760.  Simeon,  b.l  12.  d.l023. 

853*  Gincon,  b.l8I;.l.  m.Laura  Mason. 

758.  Simeon  C.,  b.l027»  n.  Sarah  Blanchard. 

503*  Solon,  b.lOll.  m.Almoda  Southwiclc. 

1209.  Solon, John,  b.lGI|.2.  m.L'llen  Hutchins. 

790.  Sophia,  b.1030.  d.l058.  m. Woodford  Wells. 

905«  Sophia  L.,  b.lGl;.0.  d.lG91.  m. Charles  Dickinson  Reynolds. 
^29.  Sophronia,  in. James  Foss. 

1120.  Sophronia,  b.l020. 

1792.  Sprague  A.,  b.l067. 

^  1970.  Stanley  Glen,  b.l 91 7. 

7S>2.  Gtatira,  b,l0l5*  n.Ira  Hutchins. 

669.  Stella,  b.lG09.  d.lGlj.3*  n. Michael  Stevens. 

1318.  Stella,  m. Charles  C-oorco, 
lii.26 .  Stella. 

71.  Stephon,  b. 1761/66.  d.1037. 

07.  Stephen. 

175.  Stephen,  b. 1761. d. 1337. 

332.  Steuben,  b.lGOO.  d.1092.  m. Sally  Gott. 

1 

1117*  Stephen,  b.l022. 

815.  Stephen  Decatur,  b.i039.  ra. Lizzie  B. Iloore. 

685*  Sumner ,  b.lCOlu  d.lG81|.  ra. Phoebe  Patton. 

3^.9.  Susan,  in. _ _  Knight ,  and  _ _  Johnson. 

^  506.  Susan,  b.lGl9.  n. James  Paine  Bay. 

957*  Susan  Bradford,  b,l8I[i|. 

1420.  Susan  Ellen. 

939.  Suaan  Manilla,  b.1027. 


' 
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1776.  Susie  B.,  m. Henry  C.Rydell. 

36O.  Susannah,  b.!79p.  m. Luther  Woodward. 

U4.69.  Syble  E.,  b.i8i;6.  d.l81;8. 

I4.66.  Sylvester,  b.1790.  d.l872.  m.Lucy  Pitch. 

975>»  Sylvester ,  Jr . ,  b.1828.  d.l888.  m.Adelia  A. Spring. 

2li|..  Sylvia,  b.1769.  d.1786. 

5l8.  Sylvia,  b.1803.  d.1826. 

526.  Sylvia  Salome,  b.l829*  d.1906,  m. Judge  James  S. Jameson. 


231 -B .  Tabatha,  m. Thomas  Knight. 

994*  Teressa,  b.1831.  d.l852.  m.Manson  Elsbree. 

5*01.  Terphene,  b.l8l9» 

14.36.  Thankful,  b.l80i|,.  d.lSll. 

I687 *  Thayer,  b.ea.1900. 

903*  Theodore  Augustus,  b.1837.  d.1838, 

1537*  Theodore  Augustus,  b.1838. 

1917.  Theodore  J.,  b.l892. 

I65I4-0  Theressa,  b.1888. 

987.  Thilbert,  b.l832/Ij.O. 

87i+..  Thirza,  b.lSllj.. 

1152.  Thomas  Cooper,  b.l835>.  d.1836* 

279.  Thomas  Jefferson,  b.X831#  d.l873»  m. Harriet  (Jameson)  Hawkins. 
1912.  Thomas  Paton,  b.1886.  d.1936.  m.Jessie  Lorena  Danes. 

2051|- .  Thomas  Patton,  b.1920. 

2062.  Thomas  Phillips,  b.l895» 

2059.  Theodosia  Burr,  b .1930 •  m.Duer  KcLanahan, Jr • , 

683»  Timothy,  b.18114..  d.i888.  m. Clarissa  _ • 

716.  Timothy. 

tm> 
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1270.  Uri,  b .1823 .  d.l86l|,. 

1271*  Uriah,  b .1823 .  m. Armenia  Moulton. 

> 


2016.  Verna. 

l68i|.  Verna  D.,  m._ 


Williams. 


184-5.  Vernon  or  Vinson  Albert,  b.l890.  m.Avis  May  Clark.  _/ 

1681.  Vesta  Viola,  b.l89S.  •*‘.|p'zy  • 7  /  (f 

1678.  Victor,  b.l88l.  m.Maud  Colby 
2085.  Victor. 

1781.  Viola. 

1672.  Violet,  b.1866.  d.1931*  m.John  Turner  or  Taylor. 


C  r^A 


1754*  Walter,  m. _  Grolltrubee. 

1690.  Walter  A.,  b.1878.  m.Amy  DuMond. 

1371*  Walter  Blanchard,  b.l857*  m. Sadie  Bell. 

1858.  Walter  Ferdinand,  b.l872.  d.1906.  m. Rosamond  Guilford. 
1595®  Walter  J.,  b.l867.  m. Gertrude  Craig. 

1992.  Walter  Ransom,  b.l874-*  d. young. 
l679»  Ward  Henry ,  b .1892.  rn.Eva  Merriman. 

344*  Ward  Se,  b»l8l9.  d.l88l.  m.Meranda  B. Libby. 

568.  Warren,  b.1805*  d.l889.  m. Clarissa  . 

802.  Warren,  b.1837*  m. Polly  Allen. 

1008.  Warren,  b.l835* 

1505.  Washington  LaFayette,  b .1833 »  d.1910. 

|  726.  Watson  Ebenezer ,  b.l855*  d.1856. 

1143*  Wealthy,  b.l829. 

727.  Webster  Christopher,  b.1855*  d.l856. 

1282.  Wesley,  d.aged  14-  yrs. 


■ 
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1583.  Wilbur  F. 

1879.  Willard  Austin,  b.1866.  d.1868. 

1753*  Willard  P.,  b.l865.  m/Cornelia  Hollenbeck. 

1257*  Willard  Roscoe,  b.1866. 

826.  Wilma  E.,  b.l852.  m.John  White. 

70.  William,  b.1742.  m. Patty  Liscomb. 

li+5.  William,  b.1781.  d.l88l . 

180.  William,  b.1764*  d. 181^.6.  m.Fanna  Temple. 

190.  William,  b.l7&4»  d,l84&. /MuFarma  Temple. 

345.  William. 

378.  William,  b.l8l8.  d.1854. 

398.  William,  b.1785. 

^4-Oip •  William,  b.1783.  d.1853 •  m.Anna  Whitmarsh  and  Martha  Brovm. 
485»  William,  b.1787.  d.l8?7»  m.Armenia  Gates. 

488.  William,  b.l824»  d.1853 •  m. Lydia  H.Wade . 

500.  William,  b.l8l9.  d.l854»  m.Orilla  _ _ ♦ 

625.  ’William. 

68ij..  William,  b..l8l6, 

891.  William,  b.l8l2.  m. Sarah  Barker  Coffin. 

893.  William. 

917«  William,  b .1821 .  d.1871.  m. Nancy  J. Merchant. 

991.  ’William,  b.ea.l820. 

IOI4.  William. 

1216.  William,  b.1837. 

1321.  William,  m.Ida  . 

1327.  William,  b.1857.  d.l857. 

1424.  William. 

1526.  William. 

1558.  William,  d. young. 

1624.  William,  b.l848.  d.1929.  m. Henrietta  Harris. 

1095.  Will  A.,  b.1874. 


. 
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17^1.  William  A. 

1^32.  William  Austin,  b.l84l« 

^  1440.  William  B.,  b.l870. 

1280.  William  Carter,  b,l833.  d.1916.  m. Ellen  A.Bronson,  Amelia  Seybold,  Matil 

da  Myer  McDonnell  and  Mrs.  Dorcas  Reeder . 

William  Chandler,  b.l835.  m.  _ _  Marshall. 

1042.  William  Ellsworth,  b.l86l. 

806.  William  G.,  b.l821.  d.l891.  ra. Cynthia  Ripley. 

305.  Rev. William  H.,  b.l8ll.  m. Emily  Thompson. 

494.  William  H.,  b.l820.  d.l826. 

960.  William  H.,  b.l8l3.  d.l895»  m.Mary  Ann  Shackleton. 

1788.  William  Hampden,  b.1858.  m.Ivy  Myrtle  Calvert. 

1643.  William  Henry,  b.l870.  m.Mary  E. Wells. 

17l4»  William  Henry  Harrison,  b.1830,  d.l834* 

|  1715.  William  Henry  Harrison,  b.l839.  d.1902.  m. Mar ill a  Jones. 

1064.  William  Hobart,  b.1863.  d.l889. 

1987.  William  John  Luke,  b.1911. 

902.  William  Kumble,  b.l827.  d.l877.  m.Maria  Meserole. 

« 

749.  William  L.,  b.l809.  m.Lovila  Hutchins  and  Harriet  Brown. 

2055 •  V/illiam  Lawrence,  b.1926. 

1261.  William  Nathaniel,  b.l8?5.  rc.Millie  Prederickson. 

1806.  'William  P.,  b.l857.  m.Aariel  E. Blanchard. 

1551.  William  Robert,  b.l8£4.  d.l899.  m.Alice  M.Develin? 

1516.  William  S.,  b.l856.  d.1856. 

870.  William  T.,  b.l827»  m.Martha  Carpenter  Whittaker. 

1753.  William  T.,  b.1665.  m. Cornelia  Hollenbeck. 

693.  William  W.,  b .1824.  m. Stella  Sturdy. 

|  894*  William  Whitmarsh,  b.l804»  d.l849.  m.Maria  Harriet  Austin. 

1699.  William  Wilson,  b.l893. 

607.  William  Wise,  b.l806.  m.Serepta  _ _ . 


1044.  Willard  S.,  b.l84l.  d.1843. 
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1407.  Willie  M.,  b .1882 .  -  - 

1177*  Willie  Plummer,  b.l85&*  d.1932.  m. Lillian  Elizabeth  Torrode. 
539.  Willis. 

1328.  Willis,  b.1857*  d.18^7. 

1144.5 •  Willis  A.  b.l856.  m.Gussie  Carver. 

1370.  Willis  Herbert,  b.1856*  m. Alice  'Wells. 

634*  Wilson  Shubael ,  b.l836«  d. 1.885*  rc.Lucy  E. Cellar. 

493*  Winchester,  b.l8l9.  d.1837* 

1844*  ’Winifred,  b.l8$3*  m. Robert  Marion  Davidson. 

1868.  Winnie  B.,  b.l870.  m.Dr . J.P .Staeple . 

1964.  Winona  M.,  b.1925* 

818.  ’Woodbury  S.,  b.l831.  m. Rachel  Greenwood. 


362. 

388. 

872. 

139. 

346  • 

174. 

429* 


Zenas,  b .1782 .  rc.Anna  Leach  and  Sarah  Walker  Richmond. 


mond . 


Zenas,  b.1782.  d.1852.  m.Anna  Leach,  Amelia  ,  and  Sarah  Walker  Richj^< 

Zenas, Jr .,' b. I8l8,  rc. Rebecca  Jane  Cass.  n 

Ziba,  b .1769.  m. Betsey  Baisey. 


Ziba. 

Zilpha,  b.1793* 

Zilpha,  b .1793 •  m.Elam  Strickland. 
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828.  Abbie  _ . 

1981.  Nancy  Marlene  Abbott. 

280.  Dr.T.Abeely. 

.  2020.  Gjiy  Farley  AVJory. 

f  32.  Abigail  _ • 

I638.  William  M .Able . 

1810.  Belle  H. Adams. 

353*  Joseph  Adsit. 

1659.  Orpha  Ainsworth. 

690.  Hannah  Albee. 

861.  Ambrose  Aldrich. 

225  <  David  Aldrich. 

53 0.  Hampton  Aldrich. 

928.  Russell  Aldrich. 

1663 »  Emma  Alexander. 

1972.  Ruth  Eleanor  Alexander. 

78.  Abigail  Allard. 

949*  J.C. Allen. 

932.  Jane  Allen. 

875*  Laura  Ann  0. Allen. 

862.  Leander  Allen. 

1378.  Lucinda  0. Allen. 

802.  Polly  Allen. 

1258.  William  Allendorf. 

1207*  Elizabeth  C.Althouse. 

1344*  E.B.Alvord. 

388.  Amelia _ _ _. 

1393 •  Caroline  Ames. 

1237*  Mary  Amie  or  Aims. 
w  1529.  Barbara  Sutherland  Anderson. 
630.  Delia  Andrews . 

897.  Anna  Amelia  _ _. 

967.  Drusilla  Anthony. 

1880.  George  J. Appleton. 

961)..  Maria  Armctrong. 

60.  Sarah  Atherton. 

166.  Mary  Atwood. 

I63*  Lydia  Austin. 

894 •  Maria  Harriet  Austin. 

1001.  Mary  Eveline  Austin. 

3.  Sarah  Austin. 

20.  Sarah  Austin. 

2009.  Walter  W. Austin. 

1433 •  Ida  Averill. 

1447.  Lydia  Ayer. 


1244  c  Amasa  Babcock. 

997*  Benjamin  B,Babcock. 

998.  Benjamin  B. Babcock. 
1592.  Eva  Babcock. 

283.  Frank  Babcock. 

967.  Harriet  Babcock. 

I  889.  William  Babcock. 

"  1713 •  Anna  E. Badger. 

1805«  Carrie  Isabelle  Bailey. 
139.  Betsey  Baisey. 

6ll.  Sarah  L.  Balch^ 

422.  -James  Balcom. 

425»  Cla  Balcome. 


424.  Sarah  Balcome. 

1573 •  Sarah  Balcome. 

428.  Sumner  Balcom. 

100.  Mehitable  Baldwin. 

50.  Hannah  Ball. 

106.  Polly  Ball. 

2044 »Harry  Ballanger. 

1061.  Marjorie  Banchor. 

1159.  Charles  Bancroft. 

1160.  Jane  Bancroft. 

2043«  Fergus  Barbaro. 

803.  Nellie  Barber. 

433.  Susan  Barber. 

274*  Joseph  Barden. 

1314*  Jane  E.Bardett. 

660.  Daphene  Bartlett. 

1056.  Eugenie  Bartlett. 

1332.  Frederick  A. Barnes. 

1165.  _ _  Barron. 

1324’  Charles  Barrow. 

1167 .  ______  Borrows. 

1103.  John  Bartlett  or  Bartlot. 

1102.  Major  Bartlott . 

1101.  John  Bartlot.  ,apTuj 

587.  Dr  .Daniel  Bates. 

407.  Quincy  Bates. 

1051.  Ernest  L.Battelle. 

810.  Caleb  Battles. 

1431*  Wallace  Battles. 

1290.  _  Baugher. 

1293*  Nancy  Ann  Baugher. 

1260.  Charles  Bauter. 

169.  Mary (Polly)  Baylis  or  Baylies. 
472.  J.S. Beals. 

322.  Charlotte  M. Beckwith. 

1333*  Mattie  Beecher. 

606.  James  Beggs. 

1082.  Rev. George  Beebe. 

1122.  Julia  A. Bell. 

1371.  Sadie  Bell. 

1545 .  Emma  Benedict. 

591.  Sarah  A. Benton. 

1511.  Bernice  J._ _ 

8l6.  David  Berry. 

812.  Eliza  Berry. 

66.  Bethiah  ? 

22.  Bethia  _ _ 

1989.  James  Betties. 

1349»  Pearl  Adella  Bickle. 

1189.  Dr. Charles  Bidwell. 

971 •  A. G. Bigelow. 

525.  Millie  Billings. 

1606.  Alice  B.Bird. 

58l.  Susan  Bishop. 

220.  Bradley  Blackman. 

1066.  Hyrcanus  Blackman. 

1352.  Julia  Blackstone. 

1161.  Louisa  A. Blair. 

1196.  Spencer  Blair. 

1158.  Willis  Blair. 

1307.  Solomon  E. Blake. 
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129.  Blanchard. 

642. 

1806.  Aariel  E. Blanchard. 

582. 

1369.  Isabelle  H. Blanchard. 

663 . 

331.  Noah  Blanchard. 

1445  • 

758.  Sarah  Blanchard. 

136. 

1657.  Ernest  M. Bliss. 

872. 

1471.  William  C.Bohn. 

554. 

557.  Margaret  Bond. 

458. 

103.  Joseph  Borden. 

741  • 

890.  Andrew  J.Bosworth. 

320. 

63.  Molly  Bowen. 

1138. 

380.  Sarah  Bowen. 

634. 

540.  Bowles. 

1007. 

978.  Absolom  Bowman. 

562. 

I6l5.  Carrie  LaVerne  Boynton. 

231. 

821.  Fanny  Bradbury. 

116. 

* 


1536. 

323. 
1953. 
1633  • 
107. 
10. 
1625. 
1280. 
1149. 
1811. 
356. 
742. 
1861. 

749. 

404. 

277. 

492. 

641. 

961. 

844. 

1068. 

1073. 

757. 

1078. 

1351. 

1549. 

1073. 

1160. 

1467. 

472. 

426. 

2. 

403. 


Joan  M .Brandt. 

Jean  M. Brandt. 

Nathan  Brazia. 

Alla  Katherine  Brewster. 
Della  Brewster. 

Bethia  Briggs. 

Mehitable  Briggs. 

Arthur  L.Brinker. 

Ellen  A. Bronson. 

_  Brown. 

Charles  Brown. 

David  Brown. 

Edward  N. Brown. 

Elizabeth  Brown. 

Harriet  Brown. 

Martha  Brown. 

Nancy  Brown. 

Phoebe  M. Brownell. 
Ophelia  Brundage . 

Enos  Buckled. 

John  Davis  Bullock. 
Amelia  Burke. 

Hannah  Burke . 

Hiram  Burnard. 

Anna  G, Burns . 

Mary  Burnes. 

Caroline  M .Burr • 

Edith  Corelli  Burrell. 
Matilda  Burroughs . 

Samuel  Nelson  Bushes. 

W.S  .Burson. 

Ellis  Burt. 

Rachel  Burt. 

Anna  Burton. 


Truman  Cable. 

Ivy  Myrtle  Calvert. 
Robert  Campbell. 
Thomas  Campbell. 

Ami b  Canfield. 
Minnie  Cargill. 
Clarence  A. Carlton. 
Lillie  Car r. 


E  .Castle . 


Fanny  Chandler. 

Keziah  Cheney. 

_  Elizabeth  Cbevelier. 

1187.  W .A . Child ,M . D . 

I696.  Blanche  Childs. 

966.  John  Choney. 

974*  Norace  Chubbock. 

1756 .  _____  Churchill. 

746.  Elvira  Churchill. 

585.  H . S . Churchill . 

IO67.  Eliza  J. Clapp. 

568.  Clarissa  . 

683.  Clarissa  _ _. 

881  Clark. 

209.  Abijah  Clark. 

1845.  Avis  May  Clark. 

1401 .  Benjamin  Clark. 

2073.  Gladys  Irene  Clark. 

1234.  John  A. Clark. 

208.  Lois  Clark. 

1372.  Maribel  Clark. 

67.  Martha  Clark. 

1013.  Spaulding  Clark. 

1386.  Isaac  B. Clary. 

1535,  Meriba  Clemmons. 
l594.  Clarence  Coates. 

359.  Betsey  C obb- Summer s-Dean. 

4.  Elizabeth  Cobb. 

12.  Elizabeth  Cobb, 

677.  Elizabeth  B.Cobb. 

359.  Lucinda  Cobb. 

10.  Rachel  Cobb. 

891.  Sarah  Barker  Coffin. 

537*  Mary  C. Cogswell. 

969.  Dr. _  Colburn. 

1678.  Maud  Colby. 

231-d.  Thomas  Colby. 

788.  Jane  Cole. 

906.  Sarah  C.Cole. 

787*  Thomas  Cole. 

1641.  Arthur  M. Collier. 

127*  ______  Collins. 

1406.  Fred"  Collins. 

1233.  Mary  Ann  Collins. 

310.  Sarah  L.Cone. 

999.  Zella  Conklin. 

1827.  F .R .Constance . 
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31.  Anna  Cook. 

II63.  John  Douglas  Cook. 

lllj..  Mercy  Cook. 

II63.  Titus  D.Cook. 

877*  Jefferson  Coolidge. 
1428.  John  Fremont  Coolidge, 
1309.  Mary  Brewer  Cooley. 

871.  Ellen  W. Cooper. 

1311 .  Mary  Brewer  Cooley. 
1636.  Hiram  M.Cocn. 

553.  Mary  Cooper. 

1876.  Mary  L.G. Corey. 

1807.  Nettie  Cornwall. 

1579.  _  Corrard. 

llp,8.  Helen  Maude  Courtney. 


838. 

1383. 


Coville . 


Etta  Coville. 

2065.  Henry  Robert  Coward. 

128. _ Cowles. 

1028.  Jeannette  Cox. 

1595 •  Gertrude  Craig. 

997.  Charles  H. Crandall. 

998.  Charles  H. Crandall. 

1000.  Susan  Crandall. 

28l.  Walson  Crandall. 

1408.  Kittie  Crane. 

1100.  Mary  Crary  or  Cary. 

150.  Dorothy  Crawford. 

151.  Nancy  Crawford* 

3 7^4- •  Nancy  Crawford. 

II4.93 •  Kate  Agnes  Crawley. 

932.  Helen  A. Crosby. 

1720.  M.J. Crosby. 

2066.  Lucia  Crowell, 

1963/6 4-.  Donald  Cruickshank. 

1021.  David  Cunningham. 

1229.  D.R .Cushman. 

327»  Deborah.  Cushman. 

381.  Emily  Cutler  or  Butler. 

996.  Hannah  Catherine  Cuykendall. 
/  \  7  £~  fat'd-  ■ 


1139.  David  Daggett. 

796.  William  Dana. 

1912.  Jessie  Lorene  Danes. 
275.  Betsey  Dart. 

823.  Alice  M.Dascomb. 

813.  T.A.Dascomb. 

76I4..  Barnabas  Davee. 

X844-*  Robert  Marion  Davidson. 
I364..  Abbie  Davis. 

820.  Marcia  Davis. 

592.  Isaac  Tichenor  Davis. 
299.  Anna  Day. 

1786. Harry  M.Day, 

36.  Peletiah  Day. 

92.  Deborah  _ ___. 

682.  _____  Decker. 

1544- ♦  Benjamin  DeForest/ 
1073.  J. Delano. 


601.  Henry  DeMerritt. 

602.  Samuel  DeMerritt. 

2036.  ___  Dennis. 

1791.  Elmer  JJershem. 
l55l •  Alice  M.Develin. 

245 ♦  Asa  Dewey. 

1629.  Mary  DeWort. 

814.  Henry  Dexter. 

2053 »  Joseph  Charles  Dey,Jr. 
Il50.  Samuel  Dickerman. 

794-*  Lucretia  Dickerson. 
14-89.  Lucy  Die  see. 

1153*  Fanny  Dirmnick. 

1157.  Obed  Dimmick. 
ll±34.  William  Dixon. 

ol7.  Docinda  _ 

731*  Alma  Dake  or  Drake. 

793*  Nancy  C.Dolbier, 

486.  Lydia  Donaldson. 

1171.  John  J. Dooley. 

1397*  Mable  Dore. 

16Jl6.  Carrie  Bulkley  Dorrance, 
II03.  P. Pendleton  Douglas. 
1098.  Mary  Dowd. 

306.  Hiram  Drake. 

689.  Hiram  Drake. 

1106.  John  Drake 
1299.  Phoebe  S. Dresser. 

885.  Lydia  C.Dring. 

1072.  Mamie  Dudley. 

4-78 .  Willard  Dudley. 

4-59.  John  Dugalls . 

1488.  Mary  Isabelle  Dunaway. 

1316. _ Dunbar. 

1375*  Paul  A.Dungan. 

115.  Abial  Dunham. 

285.  Abial  Dunham. 

1690.  Amy  DrMond. 

1767.  Delia  Dunkelberg. 

1622.  Frances  Eliza  Durkee. 
598.  Philander  M. Dustin. 

559*  Sally  E.Dutcher. 

184-3*  ///  Arthur  Dutton. 


4-70*  Elizabeth  Haley  Easterbrcok, 
4-10.  Elizabeth  Eastman. 

189.  Rebecca  Eaton. 

1939.  Blanche  Eaves. 

222.  Abigail  Eddy. 

1003.  Elvira  Eddy. 

1033*  Elvira  Eddy. 

11.  Mehi table  Eddy. 

11.  Sarah  Eddy. 

219.  William  Eddy, Jr. 

1632.  Gilbert  Edgcomb • 

2081.  Harrison  F. Edwards. 

181.  Priscilla  Edwards. 

1382*  Ethel  Eldridge. 

1.  Elizabeth  . 
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125. 

1251. 

1252. 


131. 

549. 

288. 


► 


432. 
440 . 
804. 
1002. 


994- 

U-71- 

993. 

1989. 

338. 

580. 

61k. 

278. 

1627. 

14-55. 

1037. 

2001. 

1032. 

43. 

1029. 

1650. 

368. 


1022. 


Elizabeth  _ . 

Ella  A. . 

Ella  A. _ . 

Edyt-he  Cappell  Elliraan. 
Ida  Elliott. 

Laura  Elliott. 

Lovina  Elliott. 

Sally  Elliott. 

Dolly  Ellis. 

Sylvia  Ellis. 

Enoch  B. Ellsworth. 
Preceptor  F. Ellsworth. 
Manson  Elsbree. 

Nathan  Elsbree. 

Nathan  Case  Elsbree. 
William  Embury. 

Mary  Emerson. 

Stephen  W. Emerson. 
Helen  M. Emery. 

Emily  A.  _ _ . 

Emma  _ _. 

Emma  D.  _ _ . 

Charles  Eninger. 

Rose  M. Erdos. 

Dr. Clark  Edwin  Ernest. 
Esther  . 

Eva  _ 

Eva  . 

Elijah  Evans. 

Merrill  Osgood  Evans. 


I 


533. 

843. 

1105. 

1186. 


466. 

1087. 

259. 

1195. 

161. 

1659. 

1240. 


John  Fairbanks. 

Milton  Fairbanks. 

_____  Fairfield. 

Welcome  A  .Farmouth. 

John  F annum. 

Lucy  F annum. 

William  R.Farnum. 

Mary  J. Farrar. 

Waldo  Holden  Farrar. 

_ _ Fay. 

Dr  .Lee  H. Ferguson. 

Lizzie  Fernald. 

John  Ferris . 

Mary  Field. 

John  Fifield. 

Fanny  (Welden)  Fisher. 
James  Fisher. 

Kate  Fitch. 

Lucy  Fitch. 

Grace  S. Flanders. 

Lovina  Flemming. 

Horatio  Richmond  Fletcher. 
Hester  Flint. 

S. Della  Floster. 

Otis  Hunt  Fluent. 

Belinda  Fogg. 

Anna  Frances  Follett . 
Robert  Follett. 


88.  Robert  Follett. 

537.  Mattie  E.Foreleigh 
845»  Jeannette  Forsythe. 

1046.  Cylil  Fortier. 

1045*  Fred  V.Foss. 

1665.  Helen  Eliza  Foss. 

522.  James  Foss. 

529.  James  Foss. 

524.  Phoebe  Foss. 

1284*  Charles  Chamberlain  Foster. 
75.  Jane  Foster. 

667.  Abigail  Fowler. 

Il8l.  Frances  M. _ . 

34  7 •  Sus an  Fr anc i s . 

69 e  William  Frsncis. 

1225*  Seray  or  Leray  M. Frazier. 

741.  Elizabeth  Freidinger. 

12pl.  Millie  Fredericlcson. 

320.  Lydia  Freidinger. 

935.  Lizzie  M. French. 

9. Rebecca  French. 

1268.  Cordelia  C.Frey. 

1623.  Chauncey  M.Frisbie. 

1645*  Job  Frisbie. 

995*  William  Lawson  Frisbie. 

91.  Huldah  Fuller. 

1970.  Gershon  Whitney  Furn. 


1286. 
1468 . 

30. 

1723. 

2052. 

485. 

188. 

1162. 


1979. 

1318. 

1846. 

1308. 

499. 

523. 


179. 

679. 

1009. 

1490. 

644. 

505. 

502. 

558. 

1379. 

1379. 

1784. 

332. 

343. 

140. 

138. 


William  H.Ganett. 

Charles  Edward  Gardner. 
Abigail  Garnsev. 

Elton  E. Garrett. 

Mrs. Gertrude  Bryan  Garrett. 
Armenia  Gates. 

Lucinda  Gav. 

Calvin  H . Gaylord. 

Annie  E.Geaney. 

Charles  George. 

Charles  Elbridge  Gerrish. 
Elizabeth  Gilbert. 

Jacob  Gilo . 

Caroline  Gilmer. 

Gpy  Gimburn. 

Grace  Girdler. 

Sarah  Girdler. 

Thomson  Glenora. 

Clara  Glidden. 

Rufus  H .Glisscn. 

Justin  Glover. 

Elizabeth  Pierce  Goddard. 
Lucinda  Goddard. 

Wealthy  Goodrich.  *  .S 
Etta  Gordon. 

Lena  Gordon. 

Eva  Goss. 

Sally  Gott, 

Susan  Gott. 

William  Gott. 

Patience  Gould. 
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1267.  Hiram  M. Grant. 

321.  Mabel  Electa  Grant. 
577*  Deborah  Gray. 
k 77.  Elisha  Gray. 

373.  John  Gray. 

238.  Mrs.Fhoebe  Gray. 

$ 7k*  Richard  Gray. 

575*  Richard  Gray. 

854*  William  Gray. 

2002.  _ _  Green. 

2035 «  Ethel  Green. 

282.  William  Green. 

1361].,  Esther  A.Greenleaf. 

8l8.  Rachel  Greenwood. 
1733.  Elizabeth  Gregg. 
1018.  Adeltha  Griffin. 

3I4.7*  Jane  Grimes. 

21+6.  Louise  Grinnell , 
1253.  Mila  Griswold. 

1238.  Pamelia  Griswold. 
II4.72.  Georgianna  F. Gross. 

1754.  _  Grolltrubee. 

77 •  Rachel  Grover. 

1858.  Rosamond  Guilford. 
1508.  Frances  C. Gulliver. 
1738.  Adelaide  May  Gulnac. 
llj.98.  Cyrus  Henry  Gunn. 
l|l6.  Azel  Gurney. 

976.  Ira  D. Guernsey. 


124.85.  Albert  H.Hall. 

112.  Anna  Hall. 

1154.  David  Hall. 

9I4I4.  Eleanor  Hail. 

1178.  Emily  Hall. 

665.  Hep  sib  all  Hall  or  Wheeler . 
231-c.  Isaac  Hall. 

X48I4.  Nathan  R.Hall. 
ll{.97*  Nathan  R.Hall. 

836.  S. A. Hall. 

387.  Sally  Holmes  Hall. 

389.  Salome  Hall. 

363.  Salome  Hall, 

662.  Sarah  F.Hall. 

209b»  James  1. Halley. 

1360.  Lizzie  S. Halley, 

869.  William  P. Halley. 

531.  Lodusky  Eallock. 

1383,  Minerva  Hamlin. 

632.  J  ohn  Kammo  n  d . 

20.  Hannah  _ 

22.  Hannah  . 

28.  Hannah  . 

62.  Hannah  _ 

I63O.  George  W. Harding. 

1536.  Katherine  M. Harding. 

1900.  Katherine  M. Haring. 

692.  Dennis  Harrington. 

567,  Ann  Harris. 


16224. 

11224. 

708. 

51. 

187. 

200. 

199. 

186. 

1824. 

2476. 

720. 

1269. 

1859. 

I960. 

618. 

210. 


239. 

279. 

10147. 

1188. 

160. 


519. 

524-6. 

1920. 

9124. 

117. 

859. 

155. 

80. 

824C. 

U31. 

1205. 

2481. 

1299. 

1089. 

212. 

H4I6. 

228. 


1753. 

1558. 

1683. 

1789. 
883. 
1553. 
i[ii. 
355. 
3432. 
663. 
882. 
5321 . 
2^9. 
1569. 
1621. 


1755. 

503. 

688. 


300. 

296. 

I863. 

1778. 

750. 


Henrietta  Harris. 

Luther  Harris. 

James  Harwood. 

Rebecca  W. Harwood. 

Abraham  Haseltine. 

Abraham  Hazeltine. 

Ebenezer  Haseltine. 
Ebenezer  Haseltine. 

Joseph  Haseltine. 

Martha  Haseltine. 

Ezra  Taylor  Hazeltine. 
David  Haskins. 

Charles  H. Hastings. 

Flora  Maria  Hastings c 
Charles  C, Hatch, 

Eleanor  Hawes. 

Marion  Hawkes, 

Harriet  (Jameson)  Hawkins. 
George  Hawthorn. 

Maria  Hayes. 

Mary  Haywood. 

Adeline  Heald. 

M. Louisa  Heath. 

Samuel  William  Heath, 
William  Heath. 

David  Hedges. 

Henry  C.  _ _ . 

David  W.Heywood, 

Mary  Hicks. 

Wealthy  Godfrey  Hicks. 
Relief  Higley. 

Fred  E.Hill. 

Lotisa  Filena  Hills. 

Pho  eb  e  S . Kobb  s . 

_ _ _  Holbrook. 

Aphas  Holbrook, 

William  Holden. 

Rhoda  Holland  or  Howland. 
Cornelia  Hollenbeck. 

Harry  Hollins. 

Clara  M.B. Holmes. 

Lewis  Pennington  Holston. 
Harriet  Maria  Hopkins. 
Harry  Hotchkiss. 

Jeptha  Ho\^ard. 

Aurelia  or  Amelia  Howe. 
Viola  Howland. 

Ann  G.Hoyt. 

Mary  Elizabeth  Hoyt. 

John  Hubbard. 

Susannah  Hushes. 

William  Hull. 

Jennie  L.Hullett. 

Annie  Humphrey. 

Joel  Edward  Hunt. 

Mary  Hunt. 

Moses  Hunt. 

Oliver  Hunt. 

George  Hurd. 

Norman  Hurd. 

Eli  Hutchins. 
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1209.  Ellen  Hutchins. 

752.  Ira  Hutchins. 

749.  Lovila  Hutchins. 

6OI4-.  Orson  Hutchins. 

74-8.  Thomas  Hutchins. 


» 


1470.  Leonard  Keen, -Jr* 

14-04-  Edward  Kempton. 

354—  Emily  Kendall. 

1389.  Isabelle  Kennedy. 
ij.79.  Margaret  Kennedy. 

810.  David  Kenney. 

1027*  Lodema  Kent. 

ltj.7lj. •  Charles  Herbert  Kenyon. 

Hilo.  _____  Kerr. 

lij. 94. Edward  J.Kerr. 


933. 
l+ljKL . 
4-09. 
566. 
1121 . 
184.2  • 
831. 
124-3. 

691. 

112?. 


1128.  Caroline  R.Hyde. 

1898 

gw 

1566 

174-0 

771; 

1)4-7 

1656 

1023 

1321.  Ida 

269 

1059 

556.  John  Ingalls, III. 

860 

798 

84-9 

795 

377 

34-9 

2072 

231-] 

526.  Judge  James  S. Jameson. 

884- 

1560 

1856.  Lillian  E. Jamison. 

970 

l?6i 

631.  Henry  J. Jarvis. 

1590.  Joseph  Jay 

933 

1326.  Cora  Jenks. 

1259 

34-9.  Johnson. 

74-’ 

20ij.8.  George  Hall  Johnson. 

1866 

4-74- •  Jennie  Johnson. 

760 

l6L|.8.  Louis  Johnson. 

1682 

1020.  Maria  P. Johnson. 

293 

927.  Ruth  A. Johnson. 

1395 

1744-.  Ethel  May  Jones. 

2056 

1715.  Manilla  Jones. 

1956 

14.3 •  Susannah  Jones. 

•  154-6 

599.  Almira  Joslyn. 

362 

1731.  Julia 

388 

Elizabeth  Ketcham. 

Herbert  Kidder. 

Catherine  Louise  Kimball. 
Hannah  Kimball. 

Rosetta  M. Kimball. 

Sarah  Delano  Kimball. 
Hannah  E.King. 

Lovina  H.King. 

William  Kingsbury. 

Spink  Kinyon. 

Wesley  A. Kipp. 

Sarah  Kirkpatrick. 

Helen  Florence  Klein. 
Holly  Klug. 

Alonzo  Knapp. 

Bethiah  Knapp. 

Clarence  H. Knapp. 

Ellen  Estella  Knapp. 

Jabez  Knapp. 

Lovise  G. (Wilson)  Knapp. 
Norman  A , Knapp . 

Samuel  Knapp . 

Sarah  Knapp » 

Ruth  Knapp . 

William  Knapp. 

_ _  Knight. 

Allen  Knight. 

,  Thomas  Knight, 

Mary  Knox, 
ohn  W.Kratzer. 
eorge  Clinton  Kress. 


I 


Fanny  M.Lamb. 

Perry  Lambert. 

.  Emily  Sackett  Lamphear. 
Margaret  Lander. 

William  M. Landers. 

Willie  L.Lane  or  Love. 
William  Lane. 

Cora  Larabee. 

Frederick  Haines  Lassiter. 
Mildred  Laube. 

Margaret  Ireland  Lawrence. 
Anna  Leach. 

Anna  Leach. 

763.  Samuel  Ledbetter. 

84-.  Ephraim  Lee. 

177*  Ephraim  Lee. 

6l6.  Nathaniel  L eland. 

12k2 .  Albert  Lemuryon. 

13o8,  Charles  Levett. 

I863.  Albert  Lewis. 

4.51  •  Eenjamin  Richard  Lewis. 

20lj.9.  Cleon  H. Lewis. 

174-2.  Charles  Edward  L 'Kourmedieu, 
34-4-.  Her  and  a  B. Libby. 

560.  Ebenezer  Lincoln. 

1383.  Nettle  Lindsen. 

326.  Catherine  Lindsey. 
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> 


326.  Hannah  Lindsey. 

91 

325.  Lucy  Lindsey. 

853 

68 .  Mar tha  Lise omb . 

16 

70.  Patty  Liscomb. 

1732 

51+5.  Elvira  Estella  Little. 

6k5 

831.  Margaret  Livingston. 

life 

1278.  Haviland  F. Lockline. 

151+2 

1882,  John  S. Logan. 

699 

1722.  Lillie  L. Logan. 

1+8  0 

IO63.  John  D.Louderback. 

9k  7 

316.  Louise 

162 

1+1+8.  Solomon  Lovery. 

165 

■  916.  Samuel  Pike  Lovitt. 

917 

1921.  Samuel  Pike  Lovitt. 

2026 

& 


1061. 

779. 
1U00. 
920. 
1697. 
llp-5. 
619. 
638. 
38. 
1126. 
861+ . 


1180. 

1771+. 

1007. 

1006. 

1280. 

1381. 

1510. 
355. 
78 3. 
868. 
2059. 
1795. 
1230. 
936. 
62k. 
1916. 
20?1. 
216. 
291+ . 
11+35. 
550. 
1677. 
8o5. 
81+2. 
722. 
121+3. 
17. 
235. 
609. 
1608. 
113k. 

nil: 


Helene  Francoise 
Ellen  Luce. 

Leroy  Luce. 

Lottie  Luke, 
William  John  Luke. 
S .F .Lydston. 
Betsey  Lyon. 
Chester  R.Lyon. 
Hannah  Lyon. 

Lyman  Lyon. 

Mary  Lyon. 


_ _  M  c  A  r  t  hur- . 

.\'ylie  V/. McCloud. 


Carrie  Medbury. 
Persia  Melvin. 


_____  Merkel. 

(Baderous)  Lomex.  1297~.  Elizabeth  Clark  Merrill, 

1678.  Eva  Merriman. 

1+15.  Ezekiel  Merritt. 

Her win. 


Elzina  McColroy. 

Polly  McColroy. 

Matilda  Hyer  McDonnell. 
Willard  McGinnis. 
Patrick  McGuire. 
Catherine  McIntyre. 

Sarah  McKenney . 

Hugh  McLain. 

Duer  McLanahan, Jr • 

Eloise  Murphy  Habury. 
William  G.Mandeville . 
Adeline  M.Mann. 

Constant  Harm. 

Elizabeth  Marshall  Mann. 
Hugh  Eddy  Mann. 

Rachel  Sarah  Mann. 

Julia  Manning. 

Flora  Manter. 

_______  Marshall. 

Arthur  Marshall. 

Dora  E. Mar tin. 

Eliza  Martin. 

Hannah  A. Martin. 

Elsie  Marti son. 

Mary  . 

Mary  . 

Mary  . 

Mary  A.  . 

Mary  J.  . 

Fletcher  Stone  Mason. 
Fletcher  Stone  Mason. 


1887.  _ 

901.  Maria  Meserole. 

1182.  Myron  W. Messenger. 

1812.  Charles  E. Metcalf. 

3.260.  _____  Miles. 

7l+0.  Eleanor  M.Milleken. 

11+09.  Mary  A. Miner. 

I883.  Ernest  E. Miner. 

1802.  Minnie  . 

775.  J. Mitchell. 

771.  Jesse  Mitchell. 

776.  Moses  Mitchell. 

1935*  Ella  Grace  Mixer. 

11+51+ •  Catherine  Monroe. 

857.  Je  ssie  Moore. 

8l5.  Lizzie  B. Moore. 

555.  Reb  ecca  Moore. 

?55«  Sarah  Moore  or  Moon. 
1911.  Rosalie  Emily  Koran. 

61+3.  Amelia  Morgan. 

I607.  Everett  Robinson  Morgan. 
2019.  Etta  Louise  Mcrley. 

121+1.  Polly  Morley. 

1857*  Cora  Morrell. 

11+05.  Lilliam  Morrison. 

31+8.  _ _  Morse. 

1300.  _____  Morse. 

I+60.  Rebecca  Morse. 

1+87 *  Zaccheus  Morton. 

1951+*  Jessie  Moses. 

1271.  Armenia  Moulton. 

286.  David  Moulton. 

1392.  Charles  Mur chi e . 

2063.  John  H .Murray. 


232.  Henry  Nance. 

371.  Nancy  _ _ . 

1125.0ornelia  Eveline  Nash. 

9l+3.  Ardelia  Needham. 

1323.  Oscar  Neval. 

1019.  John  Nichols. 

121+3.  Mary  G. Nicholson. 


. 

s  *• 

J.T 

. 

■' 


INDEX  of  RELATED  FAMILIES 


171k.  Anna  E.Nieball. 
1766.  Fred  Noble. 

733.  Anna  Northern. 

626.  _  Norton. 

230.  Betsey  Norton. 
782.  Susan  Norton. 

547.  _  Noyes. 

lOlj.8.  Lizzie  Nulty. 
934.  Susan  A. Nutting, 
2I4.3.  Prudence  Nye . 


1485.  Kimball  Oaks. 

1596.  _  Ogilvie. 

1398.  Charles  Oliver. 
I6l9.  R.R. Orchard. 

500.  Orilla  _ _ _  . 

221.  Samuel  Osgood. 

1689.  _ _  Ottaway. 

589.  Philander  Owens. 
237*  Priscilla  Owens. 


Ij.12.  Arza  Packard. 

4 2.  Susannah  Packard. 

1736.  Frances  f.Page. 

827  • _ Palmer, 

698.  Alonzo  Parker. 

1206,  Emily  Parker. 

284.  Myron  Parker. 

535 •  Phoebe  Parker. 

1208.  Silas  J. Parks  or  Parkee. 

906.  Agnes  Parsons. 

I83O.  Dorothy  Parsons. 

1735 «  Ed. Par sons. 

1606.  Gertrude  Patton. 

685.  Phoebe  Patton. 
llj.6.  Patty  jL 


* 


1934. 

791. 

255. 

5. 

27. 

738. 

1380. 

1376. 

1301. 

1110. 

576, 

764. 

211. 

686. 

229. 

673. 

1266. 

670. 

333. 

1918. 

1974. 

1908. 

204. 

27. 

307. 

1922. 

915. 

1039. 

799. 


Maria  L. Phillips. 

Sally  Phillips. 

Dr. Harvey  Ambler  Phinney, 

Phoebe  _ . 

Phoebe  . 

Harlow 


A  .Pilmer . 

Frank  Pinkham. 

N .B .Pinkham. 

Albert  Pitts. 

Jefferson  C.Plum. 
Philuria  Plummer. 

Lewis  J. Pollard. 

Clarinda  Pond. 

Rachel  Pond, 

Job  Poore. 

Harrison  Porter. 

Harrison  Porter. 

Irad  Porter. 

Rufus  J.K. Porter. 

Charles  Kintzing  Post. 
Grace  Powell. 

William  Marcey  Powell, Jr. 
John  Pratt. 

Patience  Pratt. 

Elizabeth  A. Pray. 

George  Prentice. 

Maury  Prentice. 

Henry  M. Prescott. 

Jane  F. Prescott. 

mwmttMWMH/MMt  • 

786.  Caroline  Frances  Preston. 
Otis  Preston. 

_____  Priest. 

Ambrose  Pringle. 

Dr. Louis  L.J. Provost. 
Celia  Pullen. 


172. 

542. 

489. 

482. 

329. 

335. 

1955. 

801. 


Pink  Paxton. 

Nathan  Peabody. 

Rebecca  Peabody. 

1881. 

'Willard  Peabody. 

1948. 

Ann  S. Peebles. 

248. 

S4.  William  Pemberton. 

506. 

Abner  Perkins. 

2018. 

Pamelia  W. Perkins. 

1155. 

Stephen  Perkins. 

348. 

Betsey  Perry. 

1164. 

Elizabeth  Perry. 

65. 

Emma  L. Perry. 

1280. 

Fremont  Perry. 

1975. 

Mary  L. Perry. 

905. 

Mehitable  Perry. 

1686. 

'William  Perry. 

1349. 

Tabatha  Peters. 

159. 

Paul  P.Peyer. 

262. 

Liberty  Phelps. 

388. 

George  Philbrick. 

1616. 

Lizzie  Phillips. 

806. 

Stephen  Pullen, 
Carl  Purple. 
Ellen  Putnam. 


Stella  M. Randall. 

Walter  Rapp. 

Mary  Rathbun. 

James  Paine  Ray. 

Seward  Wilbur  Ray. 

John  Raymond. 

______  Redding. 

______  Reed. 

Ruth  Reed. 

Mrs. Dorcas  Reeder. 

David  Rennie. 

Charles  Dickinson  Reynolds 

_ _  Richards. 

Edna  Richards. 

Lydia  Richmond. 

Sarah  'Walker  Richmond. 
Sarah  Walker  Richmond. 
Joseph  M.Eieley. 

Cynthia  Ripley. 


!«!!..  Jig” 
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1489. 

621. 

I663. 

907. 
1^839. 
62)4.. 
1866. 
129 k. 
1776. 


1176. 

299. 

479. 

70k. 

126. 

292. 

596. 

747. 

226. 

1012. 

552. 

551. 

noli.. 

156. 

800. 

54  3. 
1016. 
1196. 
468. 
1060. 
1070. 
607. 
1784. 

945. 

1280. 

960. 

623. 

1621. 


1773. 

808. 

1429. 

1676. 

1164. 

824. 

629. 
129 2. 
i860. 
1867. 
571. 
1279. 
1938. 


399. 
k  544. 
f  1394. 
116. 


743. 

973. 

410. 

1001. 

1085. 


Julia  C. Rogers. 

948. 

Caroline  Root. 

901. 

Rosamond 

295. 

Olive  Rosetrough. 

904. 

Hannah  Balcome  Round. 

386. 

Rovella  . 

883. 

Ellis  S.Rowe. 

584. 

Julia  Belle  Rumsey. 

290. 

Henry  C.Rydell. 

981. 

213. 

961, 

1322. 

Ellen  Florence  Sabin. 

766. 

Mary  Godfrey  Sabin. 

583. 

Sabrina 

579. 

Marion  B.Sage. 

1081. 

Sally 

1081. 

Salome  . 

325. 

Daniel  Sanburn. 

1147. 

Mary  Saplier. 

2015. 

Betsey  Sargent. 

941. 

George  Saraent. 

975. 

Hannah  Sargent . 

898. 

Sarah  Hannah  Sargent. 

834. 

134o. 

Benjamin  Saunders  or  Sanders. 

Ellen  Saunders.  /H  ,, 

Savage ,  S>* 

19. 

1868. 

Sawyer . 

1947. 

Fanny  Sawyer. 

926. 

Mary  Grace  Sawyer. 

135. 

Sarah  Sayre. 

435. 

Louisa  K.Schwilk. 

168. 

Florence  Scotney. 

364. 

Serepta  . 

390. 

Eliza  Severance. 

669. 

Julia  Agnes  Severance. 

1660. 

Amelia  Seybold/ 

1436. 

Mary  Ann  Shackletcn. 

1194- 

John  Shattuck. 

1287. 

C . L . Shaw . 

762. 

Horace  Shaw. 

1204. 

Jacob  N.Shaw. 

886. 

Jacob  N.Shaw. 

925. 

Bessie  Shay. 

1569. 

Juliette  Shedden.  > 

8. 

Isabelle  T. Sheen. 

965. 

Jacob  Sheets. 

1887. 

Eunice  Sheridan. 

430. 

Short! er . 

429. 

Charles  PI. Simmons. 

694. 

Margaret  Simmons. 

696. 

Emeline  K. Skinner. 

693. 

Mary  Gertrude  Slaughter. 

772. 

Stephen  Smack. 

1650. 

Smith. 

1578. 

Smith. 

614. 

Chloe  Smith. 

1083. 

Edwin  R. Smith. 

1680. 

Elijah  Smith, 
Elizabeth  C. Smith, 
Gertie  Smith, 
Helen  Smith. 


Herbert  A. Smith. 

Kate  Floyd  Smith. 

Laban  Smith. 

Laura  Smith. 

Lois  Smith. 

Margaret  T. Smith. 

Dr. Owen  Smith. 

Samuel  Smith. 

Samuel  B . Smi th . 

Clarissa  Snow. 

Benjamin  Pitney  Snyder. 
Herbert  or  Harold  Sones. 
Vesta  A. Soule. 

Almeda  Southwick. 

Maria  Southwick. 

_ _  Sou  thwor th . 

Wesley  Southworth. 

Jane  Spear. 

John.  M .Spencer, 

Mildred  A. Spencer. 

Isaac  Sprague. 

Adelia  A. Spring. 

Augusta  M. Spring. 

Samuel  A. Squire. 

Emery  St John. 

Mehitable  Stacy. 

Dr . J .F .Staeple . 

Carroll  Stark. 

Alonzo  Starkey. 

_  Starks. 

Elvira  Stearns. 

Thankful  Stearns . 

Lydia  Stevens. 

Lydia  Stevens . 

Michael  Stevens, 

_ _  Stewart. 

Stanley  Stewart. 

_____  Stickney. 

Flavia  T. Stickney. 

Isaac  Stinchfield. 

Hobart  A. Stoddard. 

William  Stoddard. 

David  Stone. 

David  Stone. 

Nicholas  Stoughton. 

Rev. Aaron  Bennett  Stovall. 
Vivian  Alfred  Stratton. 
Emily  Streeter. 

Elam  Strickland. 

John  F. Sturdy. 

Martha  Sturdy. 

Stella  Sturdy. 

Lemuel  H . Summer  s . 

Hattie  Summers. 

Charles  Sutton. 

Mary  Maria  Swain. 

__ _ Sweet. 

Florence  Sweetser. 
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1254.  James  E. Taggart. 

1772.  Mrs. Hattie  E. Morey  Tapey. 
930.  Sarah  Taskett. 

^  997*  Henry  Taylor. 

P  467.  Isabette  (Elizabeth)  Taylor. 
1937 •  Vera  Taylor. 

1717*  George  Henry  Telfer. 

1901.  George  Henry  Telfer. 


569.  Temperance  _ _ . 

180.  Fanna  Temple. 

190.  Fanna  Temple . 

919.  A. J. Thayer. 

509.  Albert  Thayer. 

1847 •  Ernest  Elisco  Thomas. 
1676.  Sarah  Thomas. 

2098.  Bertha  Mae  Thompson. 
305.  Emily  Thompson. 

33 7 •  John  Thompson. 

64*  Lois  Thompson, 

807*  Sarah  Thompson. 

1916.  Phoebe  Ketchum  Thorne. 
985*  Cordelia  Thornton. 

6l.  Abiah  Thrasher. 

63O,  Nathaniel  Thurber. 

595.  Joseph  Thurston. 

76.  Margaret  Tiffany. 

929.  Alfred  Wells  Titus. 


1269. 

1273. 

115. 

285. 

1976. 

1177. 

1391. 


34- 

1086. 

1135. 

1672. 

263. 

1809. 

130, 

1642. 

2)44. 


fO. 


Asmon  P. Titus. 

Asmuth  ?. Titus. 

Ebenezer  Titus. 

Ebenezer  Titus. 

Lavrrence  Tomasi. 

Lillian  Elizabeth  Torrode. 
Laura  Tracy. 

Mehi table  Tucker. 

Charles  Tukesbury.  _____ 

_  Turner .  —  i~*~**J. 

John  Turner  or  Taylor. 
Joseph  Turner. 


______  Tuttle. 

Rachel  Twist. 
Cass  Tyler. 


1133.  _ _  Utter. 

2067.  Mary  Utting. 


330. 

1172. 


1353. 

1483. 

1910. 


Caroline  Augusta  Vail. 

Evaline  Vail. 

Charles  W .Van  Allen. 

Sarah  Van— B ur*: mor  Van  Curen. 
Hazel  Alice  Van  Holtren. 

Zenas  Vaughn. 

Henry  A. Vernon. 

Mary  Viles. 

Fanny  Vining. 

George  Albert  Vondermuhl. 


419.  Chloey  Wade. 

488.  Lydia  H.Wade. 

603 .  Anna  Walker . 

1366.  Eben  Walker. 

1223.  Hortar  R. Walker. 

355 •  Mr s .Mary  A . (Blake )  Walker . 

25.  Philip  Walker. 

489.  Jeremiah  Walling. 

1291.  Carrie  W. A. Ward. 

1015.  Emma  Ward. 

579.  Hannah  Warren. 

242.  Joel  Warren. 

721.  William  Frank  ’Warren. 

383.  Thirza  Washburn. 

389.  Thirza  W a shburn . 

1330..  Charles  E.Weatherhand. 

313.  Christiana  Weaver. 

315.  Lucinia  Weaver . 

314.  William  Jerry  Weaver, 

1231.  Lovinia  T.Webb. 

1857.  Byron  G. ’Webster. 

824.  Lizzie  L. Weeks. 

1390.  Frank  C. ’Welch, 

1370,  Alice  Wells. 

1277.  Charles  K. Wells. 

1643.  Mary  E. Wells. 

1651.  Nellie  C. (Moore)  Wells. 

790.  Woodford  Wells. 

1073.  Lillie  Welsh. 

85.  Capt. Aaron  Wheeler. 

152.  Phoebe  Whinple.  { 

765.  Jane  White. 

2095* Jean  E .White . 

826.  John  White. 

912.  Lizzie  W .White. 

387.  Nancy  White . 

298.  Nancy  White. 

1340»  Persis  A. 'White. 

636.  Wesley  White. 

839.  Wesley  W. White. 

404.  Anna  Whitman sh. 

2008.  Priscilla  Rose  Whitner. 

521.  Eliza  Whitney. 

170.  James  Whitney. 

1199.  Maria  Whitney . 

870.  Martha  Carpenter  Whittaker. 
923.  T. Kendall  Whittemore. 

593.  Duron  Whittle say, 

2007.  Crystal  E.Widger. 

111.  Abigail  Wilbur. 

387.  Betsey  Wilbur. 

1577.  Herbert  Wilder. 

5l 9.  Almary  Willard. 

712.  Rev. William  Willard. 

817.  Ella  Willett . 

137.  Thomas  Willett. 

1684.  _  Williams. 

1888.  _____  Williams . 

887.  Earl  S. Williams. 

490.  Ellis  Williams. 

352.  John  W. ’Willing  or  Williams. 
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X7U5.  William  Parker  Willing. 
10o2.  Lovisa  C. Wilson. 

167.  Sarah  Wilson. 

93.  Sally  Willson. 

262.  Sally  Wills ton. 

375.  Sally  T.Wiltse. 

338*  Abigail  (Morris)  Wing. 
781.  Converse  Wing. 

785.  Jonas  Wing. 

328.  Martha  Wing. 

672.  Willard  Wing. 

1283.  William  Wing. 

I4J1J4. .  Ann  Frances  Winsor. 
hljl|..  Lucy  E. Winsor. 

1637.  Lillie  Wisch. 

301.  Hannah  Brown  Wiswall. 
1719.  William  Witherell. 

14 75*  Ernest  L.Withwell. 

1 9 90 .  Mary  A . W o o  dman . 

12 ij..  Hannah  Woodward. 

361.  Luther  Woodward. 

360.  Luther  Woodward. 

8kl.  Priscilla  M. Woodward. 
1130.  Jasper  or  Joseph  Wooster, 
2lj-l .  Asa  Wright. 

2l].0.  Irene  Curtis  Wright. 

II4.I ,  Mary  Wright. 

II4.28.  John  Fremont  Wright. 

532.  Lizzie  Wyman. 


962.  Thomas  Yales, 
1051.  Willard  Yothers. 
1239.  Elizabeth  Young. 


•  Zachariah 
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DESCENDANTS  OF  PAUL  KNAP 
First  Generation 
174?, 


AD- S 


y'f/ 


s*t/~r  >" 


Taunton,  Mass .  (Tho  date  is  verified  by  the 
bible  of  Francis  Li 3 c omb  Knapp  now  in  the 
possession  of  Vesta  V.  Knapp,  The  town  is 
from  'Virrily  tradition) 

d.  July  0,  1794  at  oretovn,  Vermont,  iie  was  one  of 
the  organizers  of  tho  town  in  179?  (Child’s 
v nshington  County  Gazetteer)  Tho  first 
person  to  die  in  the  town*  (Death  from  Bible) 

in  ible) 
irst  marriage 
r.ot  verify  it. 


m .  Nov. 

1762  at 

Taunton, 

Has 

IS  . 

( Recorded 

Bonsio 

B Ingham 

says 

i  It 

was 

the  f 

0 

in  the 

Taunton 

Chur 

ch 

but  I 

can  : 

Child 

iron; 

>»*t2) 

william 

b. 

iiov 

.  29 , 

1764 

/8J{3) 

Paul 

b. 

1765 

itH  4) 

Robert 

/8?(5) 

Seth  •':. 

/«*(  6) 

Martha 

•  - 

b. 

1773 

/g-i  (  y  ) 

Nathan 

ai(8) 

Abi gall 

b. 

1778 

*7(9) 

Judy 

b. 

1780 

7*5  30) 

Lis comb 

b. 

Dec 

.  16, 

1786 

Francis 

b. 

hay 

5,  I1 

789 

Accordinr  to  tradition  Paul  Knapp  was  in  the  "Boston  ’Tea  party" 
on  December  16,  1773  when  the  Masons  dunned  the  tea  overboard  th-.t 

son,  ,  llliam,  found  the  Indian 


His 

never 


to  toll  that  he  found  it, 


was  shipped  in  on  the  " ^olly". 
suit  in  the  attic  and  v;as  told 
father,  then  burned  the  3uit. 

Paul  Knano  was  one  of  the 
1762  by  Thomas  Chittenden.  I 

this  Paul  Knapp.'  Johnson's  ore  lots  drawn  Sept. 

13  was  drawn  b~  Paul  Knano. 

Also  Paul  Knaop  was  listed  in  the  1790  Census  in 


Johnson's  Gore  Feb.  23, 


rranteea  of 
find  no  rocord  to  verify  if 

19,  170 


it 


w  a : 

II  O  ) 


030:1  , 


(2) 


/£o 


.133.1  am  Kna  on 


K 


4’ 


b. 

d. 

M. 


Second  Crenoration 
17 


NOV. 

Aug  . 


29,  1764,  Kaynhan, 
G,  1046  at  Athons 

1700 


Mass. 

,  Pa. 

Fanna  Temple,  dau. 


ana 
Mass . 


wife  , 

and 


Children: 

(12)  .‘ill  lam 


Jemima  _____ 
Winchester , 


( 13 ) 
767(14) 
*(15) 
^‘(ib) 

Sam) 

^z{ig) 

•"*(30) 


Sylvester 
Isaac 
David 
Fanna 
Hi  ran 
Martha 
Jemima 

Si Ion  or  Bile nor 


b. 

b. 

b. 

\ 

b. 


Sept.  28 


Feb.  19, 


of  i.m.  •Temple 
of  norcester, 

.  •  H. 

,  1707 
1790 
3-792 
1794 

J7ff 

1802 


•Villi  am 

coni led  for'1 


b.  Aug.  26, 
b •  Juno  17 , 
Knano  lived  in  Springfield,  0t.3Ggo  Co., 
tension  which  was  granted  Kay  25,  1018. 


the  attic  the  Indian  suit  his 
50  throw  342  chests  of  tea  In 


father* 

Boston 


wore  when 
Harbor . 


1803 
1809 

N.  7.  when  no 
He  found  In 
Dec.  16,  1743,  40  Or 


m- 

.c 


' 


■ 


(3)  Paul  Knapp  b. 
191  d. 


ra. 


CM  ldren; 


1765  at  Bnynham,  Mass, 
kov.  10,  1852,  Moretown,  Vt. 

Priscilla  Edwards  Doc.  24,  1797  In  Mont poller 
by  David  .in£,  Jr.,  Justice  of  Peace 


Y7fc(2l) 

Samuel  Edwards 

b. 

July  21,  1797 

Y?7  ( 22 ) 

Priscilla 

b. 

1798 

23 ) 

Augusta  1 

b. 

Aug.  12,  1821 

24) 

Paul 

b. 

1805 

H7t{  25 ) 

Polly 

b. 

A or.  10,  1802 

*i0u(  26) 

Orlando 

b. 

Mar.  8,  1808 

**'(27) 

Holla nd  Ed w a r d  s 

b. 

Sept.  27,  1812 

He  set 

tied  in  Montpelier  in  1789, 

when 

he  opened  the 

^  'S' 


(4) 
I  1^(5) 

*isn  6) 


brick  yard  in  1790  In  the  rear  of  the  Blanchard  Block,  where  ho 
completed  the  erection  of  the  old  Cad  veil  house  for  James  Hawkins 
and  resided  there  until  1804,  having  reserved  a  lease  of  one 
half  of  the  house  for  five  years  from  hay  1799  when  he  sol.d  ti  to 
V.yllis  J.  Dadv/ell.  Lator  moved  to  More  town. 

The  Cadv/ell  house  was  built  in  1795  by  James  Hawkins  and  torn 
down  to  make  room  for  the  Blanchard  Opera  House  Block  in  1884. 

This  was  for  the  first  forty  years  of  Montpelier’s  life  the  finest 
homo  in  town.  In  it  wore  entertained  Presdont  James  Biunroe  in  1817 
and  the  Marquis  de  LaFayetto  in  1825.  (See  key  in  Historical  society) 

Z,  £  -"6 


Kobert  Knapp 

Seth  ...  Knapp  - 

Martha  Knapp  b. 


_  ■  .>  .  ,  m  -r  jr/A.  5"' 


•  / 

«-7 


C-J<~ 


r-^c-s. 


-(28) 
*  ( 29 ) 
-(20) 
*(31) 
'(32) 


d. 

ra. 


Phila 

Joseph 

Martha 

Bathsheba 

Jerusha 


Dec.  25,  1857  age  84  years 
Jose  oh  Haseltine  who  was  b.  July  1, 
Lunenburg,  Hass.  d.  A or .  10,  1828. 
in  tho  devolution.  Son  of  Amos  and 
(Gleason)  Haseltine. 

b. 

be 

b. 


1759  at 
lie  was 
Eunice 


H  ov. 
Mar.  c , 
May  22, 


11,  1797 
Q-  1800 
1803 


(7)  Matban  Knapp  according 

Mar  at  ban. 


to  a  letter  written  in 
Cortland,  Co.,  N.  Y. 


1836  ho  lfeved  In 


(8)  Abigail  Knapo 

.m 


b.  1778 

d.  Sept.  2,  1857 

m.  Sbenezor  Haseltine,  son  of  Amos  and  Eunice 

(Gleason)  Haseltine.  lie  was  b.  sept.  19,  17G4, 
d.  Jan.  25,  1843  and  buried  in  Fai mount  Gen. 

Ho  came  from  Lunenburgh,  Mass,  to  more town  in 
1790.  The  first  Town  Meeting  of  More town  was 
hold  at  his  house  in  1792. 


Children: 

-(33)  Carrie 
fc ( 34 )  Judy 
* (35)  Abigail 
»  (3G)  Ebenezor, 
'(37)  Gilson 
* (38)  Eunice 


b. 

b. 

b. 

b. 

b. 

b. 


July 
Sept , 
Mar. 

Feb. 

July- 


24,  1796 
,  10,  1799 
9,  1802 


26 , 


1805 

1807 


✓(39)  Wealthy 
^(40)  Emeline 
r(41)  Seraph 
*(42)  Adeline 


b.  Jan.  15.  1B10 


(9)  Judv  Knaop  b. 

IV  d. 


m. 


Children: 
-(43)  illiam 
^(44)  Fanny 


1780 , Taunt on ,  Muss . , 
Aug.  14,  187  G  (Name 

Abraham  Hnseltlne  sone 
linseltine.  'Throe  Knapp 
tine  brothers  and  lived 
Oct.  15,  1775.  d.  Sept. 
Cemetery . 


on  monument  Jiuda) 
of  Amos  and  Eunice  (Gleason) 
girls  married  throe  Rusel- 
Ir.  a  row'1.  Ho  was  b. 

23,  1839.  Buried  nl  Falfcj&ount 


(10)  Liscomb  Knapp  b. 

Dec , 

16, 

17  OB 

Owning , 

Mass . 

IBS  d . 

Mar  • 

27, 

1845 

Roynlt  on 

T  *  '/ 

»  •  • 

m. 

Oct . 

13, 

1814 

Lucinda 

Gay  at  Riga,  Monroe 

Children: 

(45)  Cassandina 

b. 

Apr.  25,  1016 

v?M46)  Franklin  Liscomb 

b. 

Sent.  22,  1817 

v?3  (  47)  Winchester 

b. 

Feb.  10,  1819 

Vf/(48)  '/.illiam  H. 

b. 

dept.  12,  1820 

mi»'(49)  James  Paul  or  Paul  James  b.  July  18,  1822 

K*b(50)  Caroline  D.  b.  July  18,  1822 

The  Hov.  Liscomb  Knapp  moved  to  the  township  of  Roynlton  and 
bought  a.  farm  and  built  a  house  at  a  spot  called  hoboes  near  txie 
Erie  Canal;  preaching  in  the  village  of  Middleport  four  miles  away. 
Ho  was  a  Universal! st  and  the  cobblestone  church  where  he  preached 
is  still  in  use . 


i »  o 


Tho  village  of  Gosport  was  created  by  the  advent  of  the  Rochester 
Falls  branch  of  the  K,  Y.  Central  R.  H. 

Lucinda  Knapp  gave  the  Company  right  of  way  through  the  edge  of 
the  form  for  a  life  pass  over  the  road. 

At  first  there  was  a  station  opposite  the  Knapp  house:  also  one 
two  miles  west.  Later  the  station  to  tho  west  was  moved  half  way 
between  Gosport  and  the  station  near  the  Knapp  farm  was  used  as  a 
dwelling  for  the  flagman,  switchman  and  tank  and  pumping  station  op¬ 
erator. 


(11)  Francis  Liscomb  Knapp  b. 

m  d. 


m. 


Children:i2££ 

U  s comb  Francis 
*ff  ( 62)  Roxelany 
•»■•*{  53)  Gilliam 

They  lived  In  Water bury. 


May  5,  1789 

July  4,  1060.  He  and  his  wife  ire 
buried  at  the  old  cemetery  in  Gatorbury 
Center. 

Rebecca  Eaton,  b.  Hov.  25,  1789. 

d.  Apr.  21,  1819. 

(1  would  like  to  know  her  parents  names) 

b.  July  19,  1814 
b.  July  19,  1814 
b.  Apr.  21,  1819 


Vermont 


. 


- 


Third  Generation 


(12)  ’.1111am  Knapp  b. 

(l. 

m. 


Soot.  20,  1787 

Fob.  3,  1874  at  Athens,  Pa. 

Armenia  Gates  daughter  of  Azel  and  Margaret 
(Holbrook)  Gates. 


Children: 

(  84  )  V.  11 11  am  H. 
fbt  ( f  r )  Augusta 
tfcl(8G)  Emily  Margaret 
fb3  ( M7 )  Mary  Gates 
Jerome  B. 

***(09)  Lucia  Lucretia 
*  £  ( 60 )  Arm©  ni  a 
?i7(<31)  Azel 

Lived  at  Bainbridge  and  East 
General  of  militia  for  N.  v. 


b.  T  Jov .  16,  18-15 
b.  Feb.  20,  1816 
b,  Apr.  24,  1818 
b.  Apr.  22,  1820 
be  Aug.  17,  1822 
b.  May  7,  1825 
b.  May  27,  1828 
b.  Sept.  29,  1854 

Springfield,  N.  ilo  was  Surgeon 


(15)  Sylvester  Knapp  b. 
Vbt>  d. 

m. 


1790 

Dec.  25,  1872 

Apr.  16,  1815  Lucy  Fitch  daughter 
Jonathan  Fitch  of  Windsor,  Conn. 


(Children; 

9^  (62)  Caroline 
97  o  (65)  Ml  is  a 
fit  (64)  Amelia 
f^MGS)  Andrew  Craig 
flrS  (66)  Charlotte 
t7i  (  67)  Sarah 
?t^(68)  Sylvester,  Jr. 
f7*(  69)  Antoinette 
??7< 70)  Jabez  Fitch 

Sylvester  Knapr>  was  a  doctor. 

(14)^Isaac  Knapp  b.  1792,  Springfield, 


b. 

Jan. 

1,  1816 

b. 

1818 

b. 

Oct. 

10,  1820 

b. 

1022 

b. 

Sept 

.  12,  1824 

b. 

1826 

b. 

Apr  • 

8,  1828 

b. 

May 

5,  1830 

b. 

June 

27,  1832 

N. 

Y. 

m.  Isabelle  Taylor  of  Jamestown,  2 •  Y. 


Children: 

97t  (71)  2*ancy 
(72)  George 
f*®  (73)  Mary 

(74)  Fanna 

(75)  Eliza 
y33(7G)  Emeline 
f?^(77)  yartha 

*Sf(78)  Devello  h.  1853 

?rfe(79)  Isaac,  Jr. 

;r/(ao)  Thibert 


of  Judge 


(15)  David  Knanp  b.  1794 

*6*  d. 

m.  Sarah  Sayre 

Children: 
ftt  (81)  Charles 

(82)  Hiram 

(83)  Eliza 
V  (84)  William 
If*-  (85)  Gardner 


. 


■ 


(1C)  Fanna  Knapp  b. 

vir 

m. 


Children: 

*'  ( 8G )  Jesse 
v(G7)  Ezra 


1799 

Dee.  18,  1829 

Hay  21,  1821  Jeremiah  falling  b.  Fob.  2e,  1792, 
Oneonta,  N.  y.  d.  Mar.  21,  1865  (Hartford  Fines 
#  A-1783,  Dc.  5,  1942)  ilo  son  of  Simeon  Sarah. 

b.  1827 

b.  Dec.  8,  1824 


(17)  Hiram  Lis comb  Knapp,  M.  D.  b 


Y75  d 

m 

Children: 

??3  (88)  Martha  b 

f?Y  (89)  Theresa  b 

?/•*”(  90)  Alswirtha  b 

ffb  (91)  Hiram,  Jr.  b 

ffj  (92)  Elizabeth  b 

ffS  (95)  Armenia  b 

(94)  Archelaus  b 

ibvo  (95)  Cape  Hi  b 

/**t  (9G)  Malanthon  b 

, foz.  (97)  Joseohino  b 


Feb.  19,  1802,  Springfield,  I  .  y. 
Oct.  18,  1865,  Orwell ,  ?a. 

Dec.  18,  1826,  Elizabeth  Raley 
E3tabi*ook,  dau.  of  John  and  Liza 
(Howard)  Estabrook  of  ,'vindhan.  Conn 

Jan.  5,  1025 
Aug.  25,  1851 
Aug.  G,  1855 
Nov.  11,  1856 
July  8,  1855 
Her.  20,  1841 
Mar.  5,  1045 
May  6,  1845 
June  29,  1847 
Doc.  8,  1849 


(18)  Martha  Knapp  b, 

V7/  d.  Springfield,  N.  Y. 

m.  Nathan  Elsbreo  Aug.  5,  1849 

Children: 

*'(98)  Teressa 
7  (99)  Nathan,  Jr. 

<  ( 100)  LuolHm 
•"(101)  Hiram 
*/(102)  Ra-riFa 
V'(X03)  Mary 
y ( 104 )  Martha 

They  lived  at  Towananda,  N.  Y. 


(19)  Jemima  Knapp  b.  Aug. 

26,  1803 

,  East  Snithfleld,  K.  v. 

d*  July 

2  or  4, 

1891,  Evansville,  ..is. 

in  •  J  •  S  • 

Beals  and  livod  In  Spencer  or  Nichols 

Children: 

^ (105) 

Nancv 

✓ (106) 

Reuben 

*  ( 107 ) 

Fanna 

b. 

Apr.  18,  1830 

* (100) 

Andrew 

' (109) 

Hiram 

r (110) 

James 

/  (Mary 

Hannah 

b. 

Aug.  16,  1830 

m.  Benj . 

Burgess 

of  Evansville,  v,is. 

v (112) 

William 

b. 

1842 

.  r  (115) 

Jane 

b. 

Nov.  25,  1844 

•’(114) 

J  ohn 

b. 

Nov.  25,  1844 

(20)  Ellen  or  Eleanor  Knapp  b.  June  17,  1809,  East  Springfield,  N.  Y. 

d.  May  2G,  1890,  Smithboro,  N.  Y. 


. 


' 


Children: 

'(115) 

Mary 

b. 

Doc.  17, 

*  (116) 

Prudence 

b. 

Mar.  8, 

*'(117) 

Enos 

b. 

March  17 

'(118) 

Kezia 

b. 

Feb.  26, 

* ( 119) 

Amos,  Jr, 

b. 

Doc.  18, 

^(  120 ) 

Alfred 

b. 

Apr.  5, 

*'(  121 ) 

Ezra 

b. 

Feb.  14, 

^(122) 

Lucina 

b. 

Oct.  21, 

*(123) 

Parma  Temple 

b. 

Sept ,  13 

*/(  124) 

Eleanor 

b. 

Jo  n ,  6  , 

ra.  June  25,  1828  Arnos  Canfiold  son  of 
Enos  andPolly ( Robertson  )  Canfield 
Enos  of  Sraithboro  and  Polly  of  Bedford 
Amos  Cnnfiold  b.  Mar.  9,  1799.  d.  Oct. 
21,  1881  Sraithboro,  N .  Y. 


1850 
1835 
,  1836 
1840 

18  a 

1843 

1846 

1847 

,  1850 
1852 


(21)  Samuel  Edwards  Knaop  b.  Julv  21,  1797 

V7fc  d.  July  4,  1875 

ra,  Feb.  19,  1832  Martha  ilaseltixie  dau.  of 
Joseph  and  dart  ha  (Knapp)  iiaseltine  by 
jRrae3  Smalley,  j. 

Children: 

ttro-S'i  125)  ,  aahlngton  Lafayetto  b.  1833 
i«*b{  126)  Luke  b„  1836 

**>7 ( 127 )  Joseph  Iiaseltine  b.  Sept.  8,  1839 

Samuel  Edwards  Knapp  was  a  Republican  and  Universallst . 

(22)  Priscilla  Knapp  b.  1798 

*77  d.  March  1890 


Children: 
(128)  Sara 


ra.  Apr.  7,  1828  Elisha  Gray  of  East  Montpelier 


(23)  Augusta  Knapp  b.  Aug.  12,  1821,  E'aterbury,  Vt.  or  Moretown,  Vt. 

d.  1907  in  Montpelier,  Vt, 

ra. 

m.  2nd  Jan,  18,  1856  Dr.  Louis  L.  J.  Prevost 
No  children  by  either  marriage. 

(24)  Paul  Knapp  b.  1805( State  record  by  G.  DoF.  Bancroft  says  5th  ch 

d.  Mar.  6,  1889  age  83  yr.  11  mo.  28  da. 


ra.  Sabrina 


She  b.  1808.  d.  1850  of  feavor 


m,  2nd  Margaret  Kennedy 
Children  of  Sabrina: 

&  ( £29 )  nrren 
tent  (130)  Orlando 
i&'°  (131)  Junnitte 
ion  (132)  Elizabeth 

Children  of  Margaret  Kennedy: 

/or*-  (133)  Carrie  L. 

101  f  (134)  Dr.  L.  V. 

They  lived  at  Northfield,  Barnet  and  Marshfield,  Vermont 


b.  1835 
b.  1837 
b.  1840 
b.  1842 

b.  Sept.  8,  1864 


(25)  Polly  Knapp  b.  Apr.  10,  1802 
V7S  d.  Apr.  12,  1880 

ra.  Hillard  Dudle?/-.  He  b.  Feb.  22,  1800.  d.  Oct. 
14,  1866.  Buried  in  Bliss  Cemetery,  Calais. 


ild  of 
mother) 


6 


■ 


' 

. 


Children; 

*^(155)  Ho  Ion 
”  ( 156)  Vi  Hard,  Jr. 
•'(137)  Harriot 


(26)y0mRnd°  Knaop  b.  yar.  8,  1808  Moretown,  Vt.  d. 
v  m.  Eliza  ;.•] .  Mead 

'<>"»  (138)  Charles  D. 

ia<*  (159)  Ira  b.  Mar.  14,  1851 

^,7(140)  Olivo  J.  b.  Dec.  28,  1848 


Jan. 


18,  1811 


(27)  Holland  Edwards  Knapp 

Hgl 


b. 

d. 


m. 


Children: 


Sept.  27,  1818,  Montpelier,  Vt. 
Jan.  4,  1900,  Cabot,  Vt. 

Sopt.  22,  1858  Lotisa  p.  Hills 
by  Rev.  Hall. 


(141)  Sarah  b. 

/*>*A(142)  Julius  P.  b. 

(143)  Lelah  Augusta  b. 

/c,i>  (144)  Bertha  P.  b. 

(145)  Infant  son  b. 

'015  (140)  Clarence  /’Ills  b. 


Thoy  lived  in  liorotown, 
now  is. 


Nov.  17,  1039 

Jan.  20,  1844 

Apr.  19,  1343 

Nov.  20,  1053 

Sept.  20,  1357 

July  16,  10G0 

t.  on  the  farm  where  the 


talc  mine 


Ho  was  Captain  in  the  Home  Guards 

After  he  was  married  he  drova  a  four  horse  team  from  Burling¬ 
ton,  Vermont  to  Boston,  Mass,  freighting  goods,  They  carried  flour 
sugar  and  all  kinds  of  groceries.  He  owned  two  four  horse  teams; 
drove  one  himself  and  hired  George  Hazard,  a  nogro,  to  drive  the 
other.  He  drove  until  the  railroad  was  put  through  Vermont. 


^(28)  Phil a  Raseltine  b.  Nov.  11,  1797,  More town,  Vt. 

d.  Unmarried 

'(29)  Joseph  Haseltine  ,  Jr.  b.  Mar.  9,  1800,  Moretown,  Vt. 

d«  Unmarried 


'(30)  Martha  Haseltine  b.  May  22,  1003,  Moretown,  Vt.  (Town  Record) 

d.  May  2,  1878 

in.  Samuel  Iidv/ards  Knapp  (21) 

Her  name  is  given  as  !,?atty''  on  her  birth  record. 

'  (31)  Bathsheba  Haseltine 

m.  John  Adams  Warner 

Children: 

( 147 )  Martha 


*  (32)  Jerushn  Haseltine 

m.  Andrew  Davis 

Children; 

(148)  Fannie 

(149)  Phila 

' (33)  Carrie  Haseltine  b.  July  24,  1796 
v  (34)  Judy  Haseltine  b.  Sept,  10,  1799,  Moretown,  Vt. 
'  (35)  Abigail  Haseltine  b.  Mar.  9,  1002,  Moretown,  Vt. 


7 


' 


. 

, 


* 


F 


t: 


■( 


b.  Apr.  21,  1846 


*'(56)  Ebonezor  Haseltine,  Jr.  b.  July  2  1815 

d.  Apr.  85,  1904  , 

n.  Lydia  marshall.  She  b.  oct. 
d.  July  15,  1885. 

Children: 

(160)  Adeline  V. 

(151)  Eva 

(152)  Jessie 

(153)  Howard 

(154)  Helen 

(155)  Annett 

(156)  Jerry 

(157)  alter 

(158)  Holden 

(159)  Infant  died 

Sow.  I  an  not  .lust  sure  about  Hbenezer.  Tnore  -as  one 
ebenez^r  who  vas  born  at  More  town  July  81,  loO-.;,  son  o_  ^  jC.no i 
This  'from  a  town  record.  I  am  inclined  to  think  that  tne  -Dove 
date  of  birth  from  another  source  Is  not  correct.  He  was  always 

called  Kben. 


d.  in  a  few  months 


*'(37)  Gilson  Hnseltine  b.  Feb.  15,  1805,  ore t own 

d . 

m.  Alzina  Smalley 


Children: 

(160)  Albert 

(161)  Eliza 

(162)  Janette 

n 

Children: 

(163)  tax 

( 164  (  Flora 

(165)  Ada 

(166)  Alzina 

(167)  Frank 

(168)  Kirt 


m.  2nd  Emily  Simmons 


J(3P)  Eunice  Haseltine  b.  July  26,  1807,  Mo re town,  Vt. 

m.  Eliiah  Smalley.  Ho  was  b.  June  5,  1811, 
son" of  Capt.  kanhael  and  anne  (.  aterman) 
Smalley. 

Children: 

(169)  Adelaide  Frances 


.(39)  Wealthy  Haseltine  b.  Jan.  15,  1810.  d.  Hoy. 

'  '  in  Fai mount  Cemetery,  ^hxs  is  tne  Lom^ 

'  etary  on  the  road  from  Aaterbury  to  .pnt- 

peller.  It  is  only  a'  shox't  distance  from 
waterbury  on  the  loft. 


*  (40)  Emeline  Haseltine 
'■  (41)  Seraph  Haseltine 
•'(42)  Adeline  Haseltine 


.... 


'(43) 


..'illlam  Haaeltin© 


Children: 

(170)  Jane 

(171)  Alma 

(172)  Delia 

(173)  Inda 

(174)  1 'ary 

(175)  John 


d.  July  20,  1063  a co  57 
in.  Harriot  Varner.  she 
age  73. 

b.  Juno  11,  1838 
b.  Sept.  2,  1839 


(Falrmount  Cemetery) 
d.  June  5,  188 6 


'(«)  Fanny  Hasoltln.  ^  Bov>  lfi>  1871  ago  G8  (Falrmount  Go.r.etory) 

in.  Ebon  C.  Childs.  He  d,  Apr.  24,  ~wb_  «•  o 

Children:  np-.-n 

( 17  G )  Hut  liven  Ferdinand  b.  Jan.  11, 

(177)  Cornolia  Juliana  b.  Sept.  19,  18o3 

(178)  Jerusha  Bathsheba  b.  hay  27,  loou 

(45) Cassandina  Knaon  b.  Apr.  25,  1016,  Pittsford  monroe  Co.,  *.  • 
(4o)Ussanain  “  d#  March  6,  1828,  Brighton,  n. 

( 4(3 )  Franklin  Lis  comb  Knapp,  M.  D.  b.  Sent.  22  ,  10l7 ,  Pemoroko, 

'  '  Genesee  Co.,  .  • 

d.  Nov.  15,  1906 

rn.  March  82,  1065  Phoebe  M.  Brownell 

Children: 

/Oja,  ( 179)  Mary  E.  b.  Sent.  15,  106  7 

(4«)  ^Chester  Knapp  b.  Feb.  10,  W,  ^g^no*  k.port) 

Niagara  Count 7/ ,  ll  ■  '• 

«•  —•  %  ^*ef 

(49)  Ppul  ,«»■  Knapp  b.  (noV  import)  _ 

is 

which  is  now  in  existanco.  ,  -...u 

lie  was  a  forty-niner  and  he  returned  broken  in  health. 

(60)  Caroline  D.  b.  July  18,  1822  Brighton,  ij.  Y. 

'  d.  Dec.  14,  1822  Brighton,  N.  1. 

,  Tr  y.  iq  i8]4  Stowe,  Vt.  (Bible  record) 

(51)  Lisconb  Francis  Knapp  b.  July  19,  f-WJ  *  „  >» 

30!  1035  Rebecca  Langmaid  (Danville 
■t>  i  o  113)  by  Rev.  John  Currier 
She  was  b.  June  12,  1017,  d.  Sept.  1898 
Daughter  of  Capt.  Solomon  and  llannah 
(Towle ) Langmaid 

Children: 

/633  (180)  Francis  Liscomb  b. 


July  6,  1838 


‘ 


(52)  Roxolanv  Knapp  b. 
W  d* 

m. 

Childrens 

*  (161)  Sarah  b. 

*■(182)  George 

✓ (183)  Li a comb 
•'(184)  Alma  b. 

*  (185)  Eliza  b. 


Julv  19,  1811  Stowe  (now  atorbury)  Vt. 

Feb.  15,  1901.  Buried  In  Old  Center  Com. 

Maiyo  on  monunont  Roxana 

1835  Jacob  Gilo.  lie  d.  Feb.  24,  1891  ago  8o 
Oct.  1,  1841 

1855 

Sept.  3,  1838 


(53)  '.Villi am  Knapp 
$<y& 


b. 

d. 

m. 


junerica  (Bible) 
1843  (Bible) 


(54)":illiam 

ft* 


TT 


Fourth 

i .  Knapp 


Apr.  21,  1819  (Bible  record) 

Apr.  6,  1854  Calio,  Peru,  So. 

Orrilln  _  who  d.  Apr.  fit, 

npe  eg  -rear 3  ( 3.  think  thi3  was  irom  the  monument) 
Generation 

b.  Nov.  16,  1813  Ba inbridge ,  N •  v. 
d.  Apr.  8,  1895  taverly,  N •  Y. 
rn.  Knrv  Ann  Shackelton 


Children: 

ft,**-  (186)  Joseph  "orren 
/tO  (187)  Knorrene 
^•/(le^)  '  llliam 
s  (189)  Josephine 
Ibuh  ( 190  )  Mary  Ann 


b. 

Nov, 

17 , 

1843 

b. 

Aug. 

29, 

1845 

b. 

Jan. 

21, 

1848 

b. 

Jan. 

16, 

1850 

b. 

Oct. 

27, 

1851 

(55)  Augusta  Knapp 


(56) Braily  Margaret 


b.  Fob.  20,  1816,  Bainbridge,  N .  v. 
d.  June  28,  1848 

m.  Beniamin  Pitney  Snyder  Apr.  2.  1035.  Be 
Sopt.  20,  1769 ( or  96)  .  d.  Aug.  19,  1659 

Ho.  m.  1st  Mary  _ 

m.  2nd  Esther  Canfield 


ra. 

/>Hs  .  A  '-/*-■&> 
Knapp  b. 

d. 

m. 


3rd  Augusta  Knapp 
'ttjao.  7,  /  r>  A.  6 >■{,<*  ■  M- 

Apr.  24,  1018  Bainbridge, 


li.  Y. 


Sept.  22,  1843  Thomas  Yates 


b. 

age  vjo  . 


t 


Children: 

^(191)  Ben.iamin  P. 
^(192)  Thomas  P. 
•'(193)  Jermome  N. 

«  )  194 )  N own  S  • 
*'(195)  Mary  E. 


b.  June  11,  10  14 
b.  May  17,  1847 
b.  Apr.  22,  1848 
b.  June  16,  1853 
b.  Feb.  12,  1858 


(57)  Mary  Gates  Knapp  b.  Apr.  22,  1820  Bainbridge 

d.  May  5,  1858 

(58)  Jerome  B.  Knapp,  M.  D.  b,  Aug,  17,  1822  Bainbridge 

qyt  d,  Jan.  22,  1853 

m.  Jan.  12,  1851  Mariah  Armstrong 

Children: 

/fevy  (196)  Frederick  Jerome 
197 )  Lena  . 


■ 


, 


(5S)  Lucia  Lucretla  Knapp  b.  1901' llnbpld£,° 

f4>  n*  j.arch  51,  1850  Rev.  Aaron  13.  at  owe  11, 

His  second  marriage. 

Children: 

v(198)  Reuben  Bennett 
„  (199)  illiara  A. 

✓ (200)  Fred 

(CO)  Armenia  Knapp  b.  May  27.  1828  BainbrldSO,  «.  '• 

t  OP?'.  £>’,  18S6  John  Cheney  at  Cambridge,  II. 

v(2wfSSorr,e  b.  March  10.  1809 
,✓(202)  Della  b.  Jan.  14,  lb^ 

.  -k  coni-  29  1834  Balnbrid.ge 

(Gl)  Azel  Knanp  b.  oep.- •  _  _ z 


9L  7 


d*  J^n!*  14^1860  Mattie  olmstead  Babcock 


m. 

m 


Children:  (By  first  marriage 


OlUAOlJOi..  ~ 

/ 6^(20 5)  Benjamin  Babcock 
*4,30(204)  Mary  G* 

/i3f  (205)  Jerome  Monchart 
/ £>33  ( 206)  Azel  Gatos 
!&■*■  (207)  Harriet 
i O' f  (208)  Carrie  0. 


b. 

b. 

b. 

b. 

b. 

b. 


for 

a  i  1  i 

know 

Mar. 

27, 

3-861 

Oct . 

7, 

1862 

Feb. 

26  , 

1866 

Mar. 

16, 

1873 

Jan 

28, 

1870 

May 

14, 

1875 

(62)  Caroilno  Knapp  b.  Jan.  1,  1010 


d.  Jan.  31,  1899 
m.  Dr.  Colburn 


(Children: 

*  (209)  Henry 
J  (210)  Andrew 
y  (211)  Lucy 
(212) 

(213) 


b.  Jan.  19,  1937 
b.  July  28,  1839 
b*  March  4,  1851 


(63)  Eliza 
9~l<3 


George 


Knanp  b.  1818 
d .  1861 
m.  1842 

Southboro, 

Children: 

* ( 214)  Ester 
*(215)  '.'.illiara  Claymore 
v(216)  James  Clinton 
</ (217)  Harry 


Clinton  Kress.  He  b.  1816  at 


d.  1863  vVellsboro,  Pa, 


b. 

b. 

b. 

b. 


1854 

1845 

1854 

1858 


(64)  Amelia  Knapp  b.  Oct.  JO,  1820 
\7(  d.  Jan.  2,  1898 

7  ra.  Liberty  Phelps 

m,  2nd  A.  G.  Bigelow 


(65)  Andrew  Craig  Knapp  b.  1822 

fj-i.  d,  48  Od 


F~ 

► 

f 


f 

K 


(G6)  Charlotte 

V  3 


Children.: 


Knapp  b.  Sept*  13,  1824 
Doc.  14,  1888 
Nov,  5,  1845  John  Hlijah 


d. 

m. 


Smith 


^(210)  Sylvester  K 

• 

b.  Sept.  28,  1844 

v/  (219)  Antoinette 

b.  Oct.  12,  1846 

/(380)  Alice 

b.  J\ilv  25,  1853 

v  ( 221)  Jnbez 

b.  Apr.  10,  1855 

v  (222)  Clara  K. 

b.  July  4,  1860 

*'(233)  Horace  D* 

b.  Jan.  10,  1865 

(224>4 

(67)  Sarah  Knapo  b 

.  1826 

f *7?  d 

• 

m 

•  Horace  Chubbock 

Children: 

*  (224)  Aaron  F. 

b.  Aug.  11,  1852 

*•(225)  Clinton  Kre 

ss 

b.  Dec.  10,  1855 

J  (226)  Antoinette 

b#  Fob  •  22 .  loo'i 

v  (227)  Inez  Della 

(68)  Sylvester  Knaop,  , 

[J  I*  •  y 

M.  D.  b.  Apr.  8,  1821 

d.  Apr.  30,  18i 
m.  Sept.  30,  H 

Children ; 

/b?J  (228)  Fitch 

b.  Aug •  2,  1857 

/a-?M  229)  Carrie  S. 

b.  IJov.  13,  1859 

(230)  Ira  G. 

b.  Nov.  21,  1865 

;fc3®  (231)  Fauna  mernple 

b.  Juno  25,  1857 

(69)  .Antoinette  Knapp 

b. 

May  5,  1830 

?7i> 

d. 

Nov.  10,  1885 

m. 

Ira  D.  Guernsey 

Children: 

<■'(232)  Henry 

b.  Dec.  2,  1853 

-(233)  HI la 

b.  Oct.  4,  1855 

*'(  234)  .  1  Hi  am 

b.  Apr.  7,  1860 

(235)  Ethel 

b,  Oct.  28,  1862 

*'  (236)  Fred 

b.  Apr.  16,  1864 

v  (237)  Fanna 

b.  Apr.  5,  1868 

(70)  Jabez  Fitch  Knapp 

b. 

Juno  27,  1852 

977 

d. 

Way  29,  1852  Killed 

(71)  Nancy  Knapp 

b. 

• 

97% 

cl. 

m. 

Ab solum  Bowman 

'  (238)  v.illiam 

(72)  George  Knapp 
f  79 

(73)  Mary  Knapp 

f?o 

’ 

(74)  Fanna  Knaop 

b. 

d. 

m. 

Samuel  Smith.  Res.  : 

Children: 

'(239)  Della 
^(240)  Isabelle 
*  (  !41)  Warren 

S  (242)  Ella 

*  (243)  Fhnna 

Adolia 


Spring 


d 


. 


' 

. 

) 


(75)  Eliza  Knapp 
rg'*' 


(76)  Emellno  Knapp 


(77)  Martha  Knapp 

9SY 

(78)  Devello  Knapp  b.  1833 


(79)  Isaac  Knapp,  Jr. 
fSb 


(80)  Thicert  Knapp 
Pd7 


(81)  Charles  Knapo 
f  s# 


(82)  Hiram  Knapp 

?*t 

(83)  Flizn  Knaop 
990 


( 84 )  V;  5. 1 1  i an  Kna  Dp 
99/ 


(85)  Gardner  Knapp 

••(86)  Jesse  '.ailing  b»  1827 

'  d. 

m.  Doc.  25,  1852  Amelia  potter 
Thev  Uvea  In  Iowa 


^(87)  Ezra  tailing,  .5.  D.  b.  Doc.  3,  1824 

d. 

m.  July  4,  1848  Louisa  Morrell 

Children: 

(244)  Esther  Trask 

(245)  Amos 

(246)  Jerry 

( 247  (  Mary  'Moods 


(88)  Martha  Kna 00  b.  Jan.  3,  1825 
993  d.  June  27,  1887 

ra.  Aug.  5,  1849  H.  C.  Elsbree 

Children: 

*•  (248)  Lnellen 
'  (249)  Hiram 
^  (250)  Maria 
^  (251)  Mary 
^  (259)  Martha 


(89)  Theresa  Kanpp  b.  Aug.  23,  1831 
?rt  d. 

m.  Hanson  Elsbroe  Jan.  22,  1852 

(  Chllercn: 

'  (253)  Fred 


(90)  Alsvvirtha  Knapp  b.  Aug.  6,  1833 
9 1*  d . 

m.  1860  Dr.  Win.  L.  Friable 


(91)  Hiram  Llewellyn  Knapp  ,  Jr.  b.  Nov.  11,  1836 

tfb  d.  Nov.  19,  1882  , 

iq.  Hannah  Catherine  Kuykendall  ^ 

.Children:  a.-^33^v. 

/6Vtt  (254)  Hiram  Llewellyn  b.  Aug.  4,  1867 


A*  i 


/4.V.T  (255)  Catherine  Roso  b.  Oct.  4,  1869 
/<vt  ( 256)  Frederick  Friable  b.  June  5,  1874 
Hiram  L.  Knapp  was  n  doctor. 

(92)  Elizabeth  KnapD  b.  July  8,  1035 


?  77 


(95)  Armenia  Knanp 


d. 

m.  Oct.  4,  I860  Ilcnry  Taylor 

b.  Mar.  20,  1841 

d. 

m.  May  14,  1863  Benjamin  3.  Babcock 
m.  2nd  Caot.  Chas.  H.  Crandle 


(94)  Archelaus  Knapp  b.  Mar.  3,  1843 


f'7 


d. 

m.  Feb.  10,  1875  Tela  Conklin 


(95)  Capelli  3.  Knapp  b.  May  6,  1845  Orwell,  Fa. 

io-iro  d*  Mar.  10,  1898  Hamilton,  .ash. 

(96)  Malnnathon  Knaop  b.  June  29,  1847 

1  d, 

m.  Feb.  25,  1895  Mary  Hvolino  Austin 

He  was  deaf  and  dumb. 

Child; 

/&£ /  ( 257 )  The r e  s  a 


(97)  Josephine  Knapo  b.  Dec.  8,  1849 
/*e%  d. 

m.  Jan.  28,  1875  ? 

'(98)  Teresa  Klsbree 
'(99)  Nathan  Klsbree,  Jr. 


F.  Ellsworth 


-  (103) 

Mary  Klsbree 

' ( 105 ) 

Haney  Beals 

^ ( 1C 6) 

Heuben  Beals 

-  (107) 

Fanna  Beals  b • 

Apr. 

18, 

1830 

'(108) 

Andrew  Beals 

'(109) 

Hiram  Beals 

" 

'(110) 

James  Beals 

'(111) 

Mary  Hanna  Beals 

'  (112) 

’Vi  11  lain  Burgess 

b. 

1842 

' (113) 

Jane  Burgess 

b. 

Nov. 

25,  1844 

f ( 114 ) 

John  Burgess 

b. 

11  ov . 

25,  1044 

■ 


- 

✓(115)  Mary  Canfield  b.  Doc,  17,  1830 

d.  Aug.  5,  1898 


Children: 

(258) 

( 259 ) 

(260) 

(261) 

( 262 ) 
(265) 
(264) 


re,  July  25,  1854  Allen  La Mont o 


'''(HG)  Prudence  Nandane 

Canfield  b. 

Mar 

.  8,  1833 

d. 

Aug 

.  3,  1899 

re. 

May 

10,  1866  Dr.  Otis  A 

✓(117)  Enos  Canfield,  M. 

D.  b.  Mar. 

17, 

1836 

d.  Jan. 

17, 

1923 

re.  Aug. 

22, 

1860  Elizabeth  Hall 

Children: 

(265)  Kellie  Jane 

b  .  Aug . 

11, 

1865 

(266)  Dr.  .Amos 

b.  July 

3, 

18^8 

*(118)  Kozia  Canfield  b 

.  Feb.  26, 

1840 

d 

,  May  10,  1913 

re 

.  Jan.  13, 

1867 

Franklin  S.  Dean 

✓(119)  Anos  Canfield,  Jr.  b. 

Dec. 

18, 

1841 

d. 

Jan. 

24, 

1899 

re. 

Feb. 

10, 

1868 

Child: 

(267)  Bessie  b. 

Juno 

18, 

1876 

Jennie  Johnson 


✓(120)  Alfred  Canfield  b.  Apr.  5,  1843 

d.  Nov.  11,  1913 
Not  married 

✓ ( 121)  Ezra  Canfield,  M.  B»  b.  Feb.  14,  1846 

d.  Dec,  4,  1902 
m.  Sept.  26,  1872  Emma  Kline 

✓  (122)  Luelna  Canfield  b.  Oct.  21,  1847 

✓  (123)  Farm  a  Temple  Canfield  b.  Sept,  13,  1850 

d.  Sept.  12,  1397 

in.  Jan  5,  1885  Rev,  Amos  Yh  ^elor 

•v  (124)  Eleanor  Canfield  b.  Jan.  6,  1852 

d.  Oct.  18,  1881 

re.  Nov.  3,  1870  Thos.  Edward  pounds 

(125)  Washington  Lafayette  Knapp  b.  1833 
/troS  '  d.  1910 


SB  B HBI 


. 


(126)  Luke  Knapp  b.  10b/ 

/<rH  d.  1896 

m.  Polly  GOColroy.  ..ho  b.  1842.  d.  1908. 
Buried  at  Middlesex  Gent ter y. 

Children: 

trirf  (Gilbert  Samuel  b.  Knr.  0,  1884 

(L^{ 270)  Carl  b.  Aug.  22,  1875 


/tfcf(071)  Arthur  L. 

(127)  Joseph  Hnseltine  Knnop  b. 


>^J  d. 

m. 

Child: 

ll>t-v(272)  Jo3sie  Adeline  b. 

m. 

fifti Idren: 

lbb‘}(273)  Barry  J.  b. 

Ib^H  8  74)  Guy  Samuel  b. 

Jlbb  (275)  Raymond  b. 

/fcb$(876)  Jessie  Knapp  b» 

/&tp(  277 )  Carl  M.  b. 


y {128)  Sam  Gray  b, 

d. 

m»  Sfary_ 

Lived  ot  East  Montpelier 


Sept.  8,  1859,  Huntingdon,  Quo. 
1917.  Burled  at  Middlesex,  Vt. 
Carrie  Chamberlain 

May  18,  1864 

Elzlna  r.cColroy  dau.  of  Archibald 
McColroy •  She  b.  May  19,  1047. 
d.  Oct,'  9,  1900 

Oct.  8,  1076 
Aug.  24,  1086 
Doc.  lb,  1090 
Hay  16 ,  187  4 
1872 


(129)  barren  Knapp 

/rbS 

(130)  Orlando  Knapp 
J0Q9 


b.  1835 

b.  1837 
d. 

ra.  Clara  Glidden  of  Plainfield,  Vt. 


(131)  Jurmitte  Knapp  b.  1840 

IO)C 

(132)  Elizabeth  Knanp  b.  1842 

/Oil  ,  /  ' {  * 

(133)  Carrie  L.  Pnapp  b.  Sept.  8,  1864 ^/v'ZV: 

101^  / 

(134)  Dr.  L.  V.  Knanp  b. 

10  IS'  d« 

in.  Emma  A 


^(135)  Helen  Dudley  b. 

a. 

to.  '.Villiam  V.  Peck 

Child  .illard  Dudley  b.  Apr.  25,  I860 
(278) 

y{  136)  Illard  Dudley,  ,Tr. 


/{ 137)  Harriet  Dudley 


b. 

d. 

tn.  Thomas  C.  Alexander 


(jy*  A)  c 54^2^-  --A  ^  u 


. 


. 


. 


(138)  Charles  D.  Knapp  b. 

cl. 

m.  Adoltha  Griffin  (Divorced) 

Child: 

MH 279)  Violet  K. 

m.  Fanny  Sawyer 

Children: 

/&t6  (280) Earl  Alexander  b.  Nov.  11,  1874 
('281)  Blanche 
/6»3(28 2)  Flora 
/6iV(283)  Mvrtie 


(139)  Ira  0.  Knapp  b.  Mar. 
/»'*  •  cl, 

m.  Nov. 

Children: 

/£?r  ( Pena  b 

/£7$(235)  Victor  b 

/6?^(286)  '  ard  b 

(  Locke  b 


14,  1851 

24,  1875  Nettie  L*  Kenyon 


Apr.  23, 

1877  (Cora  on  the 

S  e  p^  «  o  , 

1881 

Jan.  20, 

1892 

Sept.  7, 

1895 

ST'ate  records) 


1140)  Olive  Juinette  Knapp  b.  Doc.  28,  1848 
to\]  d.  Dec.  27,  1904 

(141)  Sarah  Jane  Knapo  b.  Nov.  17,  1839.  More town,  Vt. 
>c>f  d.  April  1918 

in.  Mar.  10,  1861  John  D.  Nichols 

Children: 

*'(288)  llliarn  Dean  b.  Mary  28,  1862 
*  ( 289 )  Gertrude 


(142) Julius  F ornery  Knapp  b.  Jnn  28,  1844 
107&  ‘  d, 

m.  Sept.  5,  1867  Maria  P.  Johnson.  She b 

Liverpool,  Eng.  Her  father  a  sea  captain 
3.ost  at  sea. 


(143)  Lelah  Augusta  Knapp  b.  Apr.  19,  1846,  More town,  Vt. 

/^V  d.  Nov.  26,  1910  Cabot,  Vt. 

m.  Mar.  4,  1869  David  Cunningham  at 
Waterbury,  Vt.  by  llev.  J.  Copeland 

Infant  b.  Oct.  8,  1876 


(144)  Bertha  P.  Knapp  (her  name  was  originally  Patty  Bethia  but  she 
ipxx.  had  it  chagecl  to  Bertha  Patty) 

b.  Nov.  20,  1853,  More town,  Vt. 
m,  July  31,  1873  Morrill  Osgood  Evans  at 
Northfield,  Vt.  Ho  son  of  Osgood  and 
Mary  P.  (Bailey)  Evans.  He  b.  Apr.  15, 
1836.  d.  Nov.  11,  1919,  Waterbury,  Vt. 

Children: 

^(290)  Merrill  Osgood,  Jr,  b.  Dec.  25,  1882 

y(291)  Bertha  d.  Feb.  8,  1892  age  6  yrs 

''(292)  Carl  Clarence  b.  Jan.  7,  1892 

✓  (293)  Earl  ".'ay no  b.  Nov.  20,  1893 


( 146)Clsrence  Hills  Knapp 


b.  July  16,  1860  Or/ t  'I't  • 
ft.  Oct.  20,  1910 

m.  Ellen  E.  Knapp  Nov.  21,  1885  at 
Montpelier 


' 


. 


b.  Aug.  15,  l'-9B 


Child: 

/ 6 S/  (2Q4)  Vesta  V,  #rl 

^(147)  Martha  V.arner  b.  Fob.  8,  1047  Duxbury,  Vt. 

d*  Feb.  13,  1097  Tov/nshond,  Vt. 
rn.  Dexter  Boyden 

Children: 

(295)  Mary 

(296)  Victor 

(297)  Carroll 

(298)  Ada 

(299)  Norma 


<1(148)  Fannie  Davis  b. 

d. 

in.  ’William  Hasoltine 

Children: 

(500)  Grace 

(301)  Kate 

(302)  Carl 


■''(149)  Phi  la  Davis  b. 

de 

n.  Samuel  Turner 

Children; 

(303)  Alice 

(304)  ..alter 

<(150)  Adeline  V.  Haseltine  b.  Apr.  21,  1846 

d.  July 2 4 ,  1934.  Buried  at  FairmountCo&u 
m.  Doc.  13,  1673  Thomas  3.  Bates  ;v<- 


j  /  f 


/(151)  Eva  Hasoltine  b. 

d. 

m.  Edward  Farrar 

Child; 

(305)  John 

*  ( 152)  Jessie  Hasoltine  b. 

d. 

in.  Clayton  Crane 

Lives  In  Los  Angeles,  California 


<(153)  Howard  Hasoltine  Lives  in  Idaho 

y  ( 154)  Helen  Hasoltine  d.  Age  19. 

✓  (155)  Annett  Hnseltine  m,  Henry  Carpenter 
Child: 

(306)  Rose 


✓ (157)  T alter  Haseltine  n«  Ellen  Horse 
Children: 

(307)  Daisy 

(300)  Helen 

(309)  Guy  d.  1|  yr.  old. 

<  (158)  Holden  Haseltine  m.  Jessie  Morse 


v 


r 


„(1G0)  Albert  Hascltino  m •  Eveline  Leavitt 
'(161)  Eliza  Haseltine  m.  Noman  Thomas 
v  (162)  Janette  Haseltine  m,  Josiah  Loveland 
(165)  Fax  Haseltine  m.  Etta  Carey  of  Stowe 
*  (164)  Flora  Haseltine  m.  Frank  Howes 

-  (165)  Ada  Haseltine  n.  Eirt  Barnett 
^  (ICC)  Alzlna  Haseltine  d.  out  west 
•'  (167)  Frank  Haseltine  drowned  when  a  boy. 

A 168)  Kirt  H  ascltine  wont  to  H .  J. 


v(169)  Adelaide  Frances  Smalley  in.  Jan.  21,  IBOo  Harvey  H.  Renfrew 

at  Bradford,  Vt. 


'(170)  Jane  Haseltine  b.  June  11,  1838 

d. 

m.  Lucius  Jaquith 

Child: 

(510)  Lay 


F ( 171)  Alma  Haseltine  b.  Sept.  2,  1839 

d. 

✓  W2r>'  m.  Joseph  Davis 


Children: 

(311)  Flora 

(312)  'Varner  d.  npe  17  yrs. 


•''(172)  Delia  Haseltine  m.  '.Varner  Simonds 
Children: 

(313)  Lilia 

(314)  Hattie 


*"(173)  Inda  Haseltine  m.  Frank  Gile 
Children: 

(31b)  Georgo 

(3.16)  Frank  ,  3J3~) 


*  (174)  Mary  Haseltine 


&&uf.  >  o  > 


1  ~,'S 


i  *  (175)  John  Haseltine  m.  Alice  Holton^ 
Children: 

(317)  £velyn 

(318)  Alma 

(319)  William 

(320)  Walter 


'  (176)  Ruth  von  Ferdinand  Childs  b.  Jan.  11,  1830,  .More  town,  Vt.  (Town  rocord) 

d.  July  4,  1900.  Burled  In  Fuirraount 


✓  (177)  Cornelia  Juliana  Childs  b.  Sept.  19,  1833 

r (178) . Jerushy  Bathsheba  Childs  b.  May  27,  1836,  More t own #  Vt.(Town  record) 


. 


(179)  Mary  K.  Knapp 
1032- 


b.  Sopt.  15,  1867 
d.  Dec.  1934,  Gasport,  K.  Y 
m.  June  27,  1894  Dr.  Clark 
Knapp  homestead,  Gasport 


Children: (320  . 

✓  (321)  Paul  McClure  b.  Nov.  lo, 
*  (  322)  Lois  Knapp  b.  Dec.  lb, 
*■  (  323)  Franklin  Llsoorab.  b.  Dec. 


1896 

1898 

29,  1902 


Idwin  Ernest  at 

/p/,  9/.  /£■  >  ■'  ■ 

0/ 


the 


( 180 )  Franc is  & 1 3 c orab 
/o2>3 


Knanp  b. 

d. 

m. 


July  6,  1838  Waterbury ,  V t. 

Apr.  1,  1915  Hardwick,  Vermont 
June  19,  I860  Elvira  Eddy  daughter 
James  B.  and  Enico  (Bettis)  Eddy 


/ 


Children:  (All  born  In 

fcf*-  (324)  Eliza  Gile 
i  6? 3  (325)  Ellon  Estelle 
/6!V(326)  Caroline  Goodwin 
.,,5"  (327)  Kyra  Langnaid 

They  lived  in  Cabot,  Vt 
Ho  was  In  Co.  D.  6th  Vt 
CCM  Charlestown,  Vs. 


Cabot,  Vt.) 
b.  Juno  lo,  1861 
b.  Juno  21,  1863 
b.  Knr.  4,  1866 
b.  June  24,  1867 

*  pegt.  Aug.  21, 
Discharged  Apr.  o. 


d/  ^!ay  30,  1879 


d.  Apr.  18,  1885 

1864  wounded  at 
1865. 


6f 


181 )  Sarah  Gile 


b. 

d. 

m. 


Pec  27.  1921.  Buried  at  Old  Center  Com. 
Amos  Robinson  of  Waterbury,  Vt.  lie  b.  Apr 
1834.  d.  July  31,  1904 


Children: 
(528)  Alma  E. 
(329)  Dana  T. 


b.  Iiov.  15,  1876 
b.  Sept.  28,  1869 


20 


9 


J ( 182}  George  Gile  m.  Inda  Raseltine 

Children: 

(350 )  Arthur 
(331)  Frank 


v  ( 183)  Liscoxnb  Gilo  m.  Enina 
Son: 

(332)  Dennis  Myron  b. 


Jewell 

Jan.  8,  1874 


<(184)  Alma  Gile  b.  18o5  Duried  old  center  Com.  . aterbury 

~ _ ^Prescott 

Son: 

(331)  Myron 


(185) 

(186) 


Eliza  Gile 


b. 

d. 


Sept .  13 ,  1838 
Sept.  18,  3.843. 


Buried  Old  Center  Com. 


Fifth  Generation 
Joseph  Warren  Knapp  3rd. 
/fezx 


b. 

tl. 

m. 


Nov.  17,  1843,  Barton,  N •  v. 
Apr.  8,  1895 
Frances  Eliza  Durkee 


A  at.  or  bury 


13.67  •* children: 

,fJH(334)  Harry  William 
/f3^'(335)  Joseph  Warren 
/f3t  (336)  Hebert  Shackloton 
inr  (337)  Ralph  Waldo 
/%3S(330)  Geo.  Br inkier 


b.  Oct.  18,  1870 
b.  July  8,  1879 
b.  Mar.  22,  1802 
b.  Sept.  23,  1883 
b.  NOV.  9,  1885 


. 


(107)  Kmogene  Knapp  b. 

d. 

n. 

Children: 

✓  (539)  Qrd  b. 

J  (340)  Joaephlno  b 
'  (341)  Blanche  b 


Aug.  29,  1843 

Chaimcoy  Frisbie . 
Orwell,  ?a.  They 

Oct.  13,  1069 
Bar.  31,  1072 
May  4,  1805 


iio  was  b.  _,ov.  18,  1837, 
lived  Orwell,  Pa.  ^  Aavorly,  «Y 


(188)  William  Knapp  b.  Jan.  21,  1848 
/6^  d. 

ra.  Henrietta  Harris  .  They  lived  at  Redwood 
Falls,  Minn. 

Children: 

/yj?( 342)  Hollis 
(343)  May 
zfi/  (344)  Emma 
,?M345)  Arthur 
/f»M346)  Frank 
/y<h/(347)  Frederick 
(348) Joseph 


i 


(189)  Josenhine  Knapp  b.  Jan.  16,  1850 
>  6^  d . 

m.  Arthur  L.  Brinker. 

Children: 

J  (349)  Or 3 on 
*  (350)  Mary 
✓ (351)  Arthur 


(190)  Mary  Ann  Knapp  b.  Oct  27,  1851 


w (191) 

Benjamin  P.  Yates 

b. 

June 

11, 

1844 

w'  (192) 

Thomas  P.  Yates 

b. 

May 

17, 

1847 

✓  (193) 

Jerome  N«  Yates 

b. 

April  22 

,  1848 

" (194) 

Norman  S.  Yates 

b. 

June 

16, 

1853 

✓  (195) 

Mary  E.  Yates 

b. 

Fob. 

12, 

1858 

(196) 

Frederick  Jerome 

Kna  op 

(197)  Lena  Knaon  m.  _ _ Stark 

ihx%  Children: 

(352)  Rexford 
r  (383)  Elizabeth 
(354)  Robert 

•^(198)  ReubGn  Honnett  Stowell 
^ ( 199)  Vvln.  A.  Stov/oll 
'(200)  Fred  Stowell 

^(201)  George  Cheney  b.  March  16,  1859 

d.  March  12,  1867 


They  l.ived  in  Denver 


Colo, 


■ 


*■ 


(202)  Della  Cheney  b.  Jan.  14,  1862 


(203)  Benjamin  Babcock  Knaop  b.  Mar.  27,  1861 

/6^  '  d. 

m.  Apr.  24,  1895  Mary  Do. .art 

He  was  a  Presbyterian  minister  and  they  lived  In  ,avorly,  N.  Y« 

(204)  Mary  G.  Knnpp  b.  Oct.  7,  1862 

l^°  d.  Oct.  22,  1904 

m.  Feb.  22,  1887  Geo.  >7.  Harding 

(205)  Jerome  Boncbart'vKnanp  b.  Feb.  26,  1866 

/b?l  d. 

m.  Dec.  27,  1888  Jennie  L.  Hullett 
They  lived  at  Sayre,  Pa. 

(206)  Azol  Gates  Knapp  b.  Mar.  16,  1873 

d. 

m.  March  16,  1900  Della  Brewestor 
We  called  on  them  with  Bessie  Bingham.  He  lias  an  old  bible 
that  verifies  the  birth  of  William  the  son  of  Paul,  It  Is 
the  same  date  as  our  Bible  record.  He  also  has  an  old 
Jericho  account  book. 


(207) 

Harriet  V.  Knapp 

b. 

Jan.  28, 

1870 

d. 

Aug.  15, 

1892 

m. 

Nov.  5, 

1891  Gilbert  Edgcomb 

(208) 

Carrie  Knapp  b.  I 

!ay 

14,  1875 

/63 


d.  Sept.  2,  1875 


y/(209)  Henr;/-  Colburji  b.  Jan.  19,  1837 

d.  Sept.  21,  1838 

(210)  Andrew  Colburn  b.  July  28,  1839 

d.  March  9,  1897 
m.  1st  Adie  A. 
m.  2nd 


Simmons 


^  (211)  Lucy  Colburn  b.  Mar.  4,  1851 

^  (212) 

•"  (213) 

✓  (214)  Ester  Kress  b,  1854 

✓  (215)  William  Claymore  Gross  b.  1845  Wellsboro,  la. 

d.  1895  " 

m.  1872  Mary  Baehe 

Daughter: 

(ooo)  Anna  j/abel 

f  (216)  James  Clinton  Kress  b.  1854 
✓(217)  Harry  Kress  b.  1858 

‘/(218)  Sylvester  K.  Smith  b.  Sept.  28,  1844 

d . 

ra.  Julia  Harris 
Lived  in  Cazonovia,  M.  vf 


' 


. 


t(219)  Antoinette  Smith  b.  Oct.  12,  1846 

d  . 


m.  VY.  H.  Van  Antwerp  in  1874 


Chi Idron: 

(356)  Fred 

(357)  George 

(358)  Pearl 

✓(220)  Mice  Smith  b.  July  25,  1853 

d. 

jn.  I.  J.  Go ode now 

^  (221)  Jabez  Smith  b.  Apr.  10,  1655 

'  d. 

in.  Flora  McAllister 

*/  (222)  Clara  F.  Smith  b.  Jan.  4,  1860 

d. 

in.  Henry  Bodell 

✓  (223)  Horace  Dew &£■  Smith  b.  Jan.  10,  1865 

d  • 


m.  Birdella  Putnam 


j 


Daughter: 

(359)  Kdith  Viola 


d. 


<7/^ 

-  /J5 

/Fff 

Aug  . 

11, 

1852 

Cora 

Munnlck 

S ( 225)  Clinton  Kreas  Chubbock  b.  Dec.  10,  1655 

^ (226 )  Antoinette  Chubbock  b.  Feb.  22,  1864 

d. 

m.  Rev,  Bible 

✓(227)  Inez  Della  Chubbock  m.  Calvin  Ives 
/i3i'(228)  Fitch  Knapp  b.  Aug.  2,  1857,  d.  Dec.  7,  1859 

/fe3t  (229)  Carrie  S.  Knapp  b.  Nov.  13,  1859 

d  • 

m .  HI  ram  M *  C  oons 

yfc3r  ( 230  j  l  ra  G.  Knapp  b.  Nov.  21,  1865 

d . 

m.  Lillie  V.’esch 

(360)  Lillian 

(361)  Guernsey 

(231)  Fannn  Temple  Knapp  b.  June  25,  1867 
jbB'H  d.  Mar.  9,  1907 

m,  Win.  M.  Able 

Daughter: 

(362)  Ruth 

5(232)  Henry  Guernsey  b.  Dec.  2,  1853,  d.  Aug.  2,  1854 


. 

■ 


' 


l/(233)  Ella  Guernsey  b.  Oct.  4,  1855 

d. 

m. _ Kniff en  of  i.lmira ,  Li.  Y. 

✓  (234)  ‘."illiara  Guernsey  b.  Apr.  7,  I860,  d.  Aug.  24,  1860 


^ (235) 

Ethel  Guernsey  b.  Got.  28,  1862 

d. 

m.  H.  C.  Gillespie  of  Chicago 

4 (236) 

Fred  Guernse?/  b.  Apr.  16,  1964 

•4  (237) 

Fanna  Guernsey  b.  Anr.  5,  1868 

d.  Oct.  19,  1895 
m.  Bowman 

✓  (238) 

William  Bowman 

✓  (239) 

Della  Smith  $m. Herrick  Seymour  and  lived  In  xlichols , 

✓  (240) 

Isabelle  Smith  ini.  Austin  Cole  and  lived  in  California 

✓ (241) 

Warren  Smith  m.  Francos  Lounsbury 

'  (242) 

Ella  Smith  m.  Robert  Spendley 

' (243) 

Fanna  Smith  m.  Frank  Crocker  and  lived  in  Bingharapton, 

4(244) 

Esther  Trask  Walling 

F(245) 

Amos  Vailing 

✓  (246) 

.Terry  'Vailing 

/  ( 24  7 )  Ka  ry  Wa  11  Inf; 


4(248) 

Luellen  Elsbree 

/( 249 ) 

Hiram  Elsbree 

<  (250 ) 

Maria  Elsbree 

✓(251) 

V'ary  Klsbhee 

•''(252) 

Martha  Elsbroe 

✓(  253 ) 

Fred  Elsbree 

fc*/f(254) 

Hiram  Llewellyn  Knapp  b.  Aug.  4,  1867 

in..  Minnie  C argali 

Children: 

^-^(363)  Paul  Cargill  b.  Feb.  16,  1893 

/?-**( 364)  Hiram  L.  b.  Dec.  23,  1891 

/fjjT(365)  Dorothy 

/fsb{ 366) Lester  Stuart  b,  Feb.  23,  1900 
f9S7( 367)  Robert  Graves 
>?5S( 368)  Olive 


(255)  Catherine  Rone  Knapp  b. 

Zb*/*" 

m. 


Oct.  4,  1869 

Dr.  Job  Friable  and  lived  at  Elkhart, 


pa. 


(256)  Frederick  Friable  Knapp  b.  June  3,  1874 

d. 

in.  Sept.  4,  1902 

D.  D.  S.  June  16,  1896  U.  of  Pa. 


Carrie 


n . 


i 


orrance 


(250)  Tiler esa  Knapp 

/wh 

^  (258) 

*’  (259) 

✓  (260) 

-  (261) 

'  (263) 

/ (264) 


✓ (265)  Nellie  Jane  Canfield  b.  Aug.  11,  1865 

d. 

m. 

As  I  remember  it  she  m.  a  'ir.  Johnson  and  nad  a  summer  home 
on  the  same  street  as  her  brother.  Dr.  Enos,  at  Candor,  .  .  . 


*-'(266)  Amos  Canfield,  b. 

d. 

M. 

His  winter  address 


July 

^  f 

1878 

H  ov , 

13  1 

,  1942 

at  Candor 

Oct . 

18  j 

,  1905 

Rose  hurp: 

was  , 

352 

Riverside  i)i':.ve 

C. 


0(267)  Bessie  Canfield  b.  Juno  18,  1876 

m.  Feb.  19,  1901  Fred  C.  Bingham 
Address  501  '..evenly  St.,  .,’avorly ,  N.  She  is  very  much  in¬ 
terested  in  genealogy. 


^(259) 


Gilbert  Samuel  b.  March  3,  1884  / ,  .  •  /,/->-/ 

../U6A^ _ Ainsworth 

Lived  at  Putnnmvillo ,  „vt.  and  later  was  policeman  in  nordifiela,  vt. 

(369)  Luke 

(370)  Eunice 

(371)  ’Vinona 

(372)  Gilbert 

(373)  Richard 

Ono  of  the  girls  n.  Donald  Cruick shank  and  the  other  ..illxara 


Pemberton. 


(270)  Carl  Knapp  b.  Aug.  22,  1875. 

/tit*  jd.  Stewart  daughter  of  Curtis  Steward 

He  lives  at  45  Terrace~3^treu t ,  Montpelier.  His  name  on  monument 
at  Middlesex  Ct.  is  Earl  M.  Knapp 
t9U°(  374)  Gladys 
;ffc7 (375)  Edward  Vi# 


' 


(271)  Arthur  L.  Knapp  b.  I860,  d.  Aug.  6,  1877.  buried  a t 


/fctl 

(202)  Continuation. 
Children: 

(376)  Alida  L. 

(377)  Florence  E, 
(373)  Albart  Lee 


Middlesex  Center. 


b.  Fob.  25,  1889 
b.  Aug.  28,  1390 
b.  Oct.  0,  1893 


(272)  Jessie  Adeline  Knapp  b.  May  18,  1064,  d.  'ht.-d-  Kov.  It,  10uo 

(273)  uarry  Josenh 'Knanp  b.  Oct.  8,  1876 

m.  Emma  Alexander 

Children: 

/?&'?’  (379)  Harry  Alexander  b.  1907 

ini  (380)  Francis  Joseph  b.  1912 

(274)  Guv  Samuel  Knapp  b.  Aug.  84,  1886  .  .  , 

V  m.  Sect.  23,  1907  union  Foss  ol  narawick 

daughter  of  Furn  ...  and  Flora  (..heatioy; 

Foss 

Children:  (By  first  marriage  all  if  1  remember  corracsl.  s 

/fT°{ 381)  Leota  Flora  b.  Oct.  18,  1908 

'f7/  (388)  Furn 
>nl  (383)  Howard  Guy 
i'T?3  (384)  Raymond 

(275)  Raymond  Knapp  b.  Dec.  13,  1890,  d.  Deo.  13,  1-94 

/66$  { 276)  Jessie  Adeline  Knapp  b.  Ray  13,  1874 

n,  Jan.  25,  1895  Valdo  Holden  Farrar 

Son:  '  ' 

»•  (505)  Holden  to.  Jan.  6,  1097 

iirs.  Farrar  has  run  the  Montpelier  Tavern  lor  many  years. 

Ibb T  (277)  Carl  ”.  Knapp  b.  107:2,  d.  1874. 

As  I  7/rite  this  I  can  not  he  1  a  hut  wonder  li  tnere  is^not 
some  nix  up  in  the  Knapp  line  here,  I  wonder  if  it  might 
not  have  been  Luke's  son  who  died  and  this  Carl  R .  tiie 
Montpelier  alderman. 

^ (270)  Willard  Dudley  Peck  b.  A nr .  25,  1860 

m.  Dec.  13,  1093  ina  ji.  Bliss. 

lie  is  a  farmon  and  rural  mall  carrier,  uivss  (19^0)  on  the 
farm  where  his  parents  lived,  a  part  of  which  farm  was  first 
cleared  by  Abljah  Wheelock  in  Calais,  vewionu 
( Childrens 

( 306)  Charlotte  0.  b.  Ha; 

(387)  Irene  Dudley  b.  Aug, 

(308)  Infant  son  b.  fr  d.  Doc.  10,  1903 

(389)  Helen  Mary  b.  June  9,  1906 

(390)  VilX  Valorous  b.  Doc,  21,  1908 


5,  1899 
21,  1902 


j  s 


- 


•  . 


278  A)  Flora  Burnham  \lexander  b.  Doc.  6,  1854  Montpelier,  Vt. 

m.  Sopt.  11,  1871  Charles  De Forest 
Bancroft . 

He  was  a  prominent  genealogist  of  Montpelier. 

He  was  b.  May  17,  1853  in  Montpelier,  son  of  Charles  and 
Dinnn  (Marsh)  Bancroft . 

(Children: 

(391  A)  BVa  Julia  b.  Feb.  28,  1873 
(392  A)  Harriot  b.  Sept.  4,  1878 

d.  Doc.  14,  1876 

(393  A)  Charlotte  Augusta  b.  July  28,  1878 

d.  Aug.  8,  1878 

(394  A)  Charles  Kdgnr  b.  Oct.  10,  1879 

d.  Sept.  2,  1880 
(395  A)  Anna  Foster  b.  J’eb.  14,  1882 

d.  Oct.  7,  1882 

(39GJ0  Charles  De  Forest,  Jr.  b.  Dec,  1,  1894. 


/ 


* 

. 


(279)  Violet  K.  Knapp  b.  Ashtabula,-  Ohio 

fQ-2.  rn*  John  Taylor  a  storekeeper  in  Montpelier 

^hd^liVed -irt  Vermont. 

She  lived  in  K ore town  and  Montpelier. 

(280)  '•'arl  Alexander  Knapp  b.  ov.  11,  1874  Aberoorne ,  Canada 

d.  1941  Hontpelior 

Lived  on  Nortbfield  Street,  .  ontoelior 

iq.  Bess  J  o  D.  Shay 

Childron: 

l<tfi __  (391)  Robert  55. 

/f7->  (393)  Ovelyn  A. 

;?7b  (393)  Pit  he  1 
/171  (394)  haurico-  P. 

;f7®  (595)  Stanley  G* 


(281)  Blanche  Knapp 
Jl7f 


m 

m 


-  *  fT  •  -4  _  **  *"  ^ 

.  Lovij.s  hiixo  vl__  '^4,^  , 

,  2nd  1'ed  Converse  v _ Z  C. 1117. 


(282)  Flora  Knapp 

(285)  r'yrtle  Knapp 
/6TV  i-liza 
(284)  hena/xnapp 
7477 

Children: 

'  (396)  Iral  0. 

*  (397)  Iris 
✓ (398)  Merle  L. 


m, 


Turner 


d .  v oun c .  unmn  r r i e d 

b.  Apr.  23,  1877  ^ 

ra.  Arthur-  ilnr  shall  in  1900  ■'  '■'-L  '  ’  '  \ 


^  /f/ 


C- 


C-* 

v.  r,  -~~c 

7 

,/^  .f  w-'V1 


(285)  Victor  Knapp  b.  Sept.  3,  1881^ 

..  .  :n.  /*?*£  7/J^iur^  ^ 

.  -  s  j  /  ? -x- 

IVT  fw*J**"^**t'?-  '  " 


/T«*  .•>,  V 

(286)  '-..ard  Knapp  b.  Jan.  20,  1892 


74?? 


tu.  Dec.  31,  1925  fiva  Kerviam 


<#*■(4) 


Continued: 

Children; 


***  (399) 
*<r?  (400) 
<199  (401) 

( 402) 

(403) 
ft*'  (404) 


Abraham 

Laura 

..ill 

Louisa 

Lucinda 

Robert 


(Third  Generation) 

b.  June  50,  1819 
b.  Seot.  18, 


1822 
I  ■<'*>- 


b.  Sept.  23,  1829/^ 


31 7* 


-(399)  Abraham  Knapp  b.  Juno30 ,  1819 

dm  Aug.  30,  1865  (Grave  record 
m.  Lydia  Donaldson 
Children:  (Fourth  Generation 

e&3°  (405)  Gororie  d.  June  28,  1865  age  9mo. 
iox~i  (406)  Orlando  Torsine  b •  iiuno  19,  xB^G 
lo%f  (407)  Hosel  Melville  b.  Dec.  20,  1853 
(408)  Gilson  Piletus 


phillipsburg. 


^(400)  Laura  Knapp  b.  Sent.  18,  1822  Ripley , Chautauqua ,  Co.,  N.  y 
hbi  m.  Rov.  25,  1846  Zaeoeus  Morton  at  Benanro  iv/p 

Erie  Co.,  Pa. 

•^(409)  Warren  Liscorab 


■■ 


(401)  Will  Knanp  b 

1*4  d 

m 

(402)  Louisa  Knapp 


of  tuberculosis 
Lydia 

b .  He  pt .  23  ,  1829 
d.  1915 

m.  Ambrose  Pringle 


(403)  Lucinda  Knapp  m.  Ellis  V/i Ilians 

W 

(404)  Robert  Knapp  d.  abt.  1865  a?;©  48  1811 

^  .  m  Sarah ’Van  Guron  of  Erie  Go.,  Fa.  She  b,  &ay  16, 

(287)  Locko  Theodore  Knapp  b.  Spt.  7,  1895 

m.  Nov,  24,  1920  Florence  Sweeter 
He  Unlisted  in  World  War  I  from  Stowe,  Vt. 


J ( 288 )  William 


Dean  Nichols  b« 

d. 


May  28, 

1862 

Apr. 

6, 

1892 

Jan. 

13  '5 

I?ev. 

ho 

slor 

e  pt . 

26, 

188 

Middlesex,  Vt. 
Wat or bury,  Vt. 
at  Eaterbury  by 
Gong ' 1. 


Children 

(410)  Fontinelle 

(411)  Oll.ie  Am  s  den  b 


^ ( 289)  Gertrude  Nichols 

d.  of  tuberculosis 
m.  Henry  Streeter 


</(2SG)  .Merrill  Osgood  Evans,  .Tr.  b.  Dec.  25,  1802 

I  do  not  know  his  wife's  name.  His  letter  of  6/20/46 
says  she  is  13  yr  younger  than  he  is.  She  was  from 
Term.  ills  firm  is  Evans  and  Ayers  406  do.  Gain  ot., 
Los  Angeles  13,  Calif. 

(412)  Ralph  Thomas  b.  Apr.  19,  1929 

(413)  Doris  b.  July  19,  1926 


^  (292)  Carl  Clarence  Evans  b.  Jan.  7,  1892,  vaterbury,  Vt. 

m.  Ruth  _ 

Ho  was  for  a  number  of  years  a  salesman  for  the  Cadillac  Go. 
in  and  around  Gonttle,  Washington.  At-  present  (ll/d/bl) 
he  is  Vice  "resident  and  General  Manager  for  a  branch  of 
the  Ford  Company  selling  farming  implements  at  Denver,  Colo. 
His  address  is  275  Enrlposa  St.,  Denver  9® 

(414)  Carl  Clarence,  Jr. 

(415)  Anne 


o  (293)  Earle  Wayne  Evans  b.  Nov.  20,  1893.  ‘vaterbury,  Vt. 

m*  1st  Greta  Perkins,  dau.  of  V,  L.  Perkins 
of  'Vaterbury.  Divorced, 
m.  2nd  Ruby  Lambert  of  iiorfclk,  Va. 

Worked  for  the  Standard  Oil  Go.  of  N.  J.  until  poisoned  by 
.Ethel  gasoline .  Nov.-  lives  at  Willoughby  Lake  (address  Orleans, 
Vermont)  An  ardent  fisherman. 

No  children: 


' 


' 


(294) 

( 


1 (295) 


7(296) 

J(297) 

290 ) 
' (299) 

v  (300) 
/ (301) 
v(302) 
J  (303) 
/  (504) 
/  (305) 

*  (506) 

J  #30*1 

s  (308) 
/  (310) 


Vesta  V.  Knapp  b.  Aug.  15,  1098  Hardwick,  Vt. 

Graduated  from  Hardwick  Acadony  Juno  82,  2917 

Worked  In  Clark's  Garage  office,  then  Sopt.  25,  1918  went 

to  work  at  the  Granite  Trust  Company,  Hade  Assistant 

Treasurer  May  20,  1926  and  Treasurer  January  IV,  1927. 

After  the  morger  with  the  Hard -wick  Savings  Bank  and  Trust 

CoTn'ran"-  worked  ns  Assistant  Treasurer  and  Bookkeeper  until 

1942, 


Vary  Hoyden  ro.  Rowell  V/heolor 
Children: 

(410)  Fay 
(419)  Carroll 

(480)  Robert  . 

(481)  Isabel  b.  Apr,  1,  1895 

(422)  Gladys  b.  ,pr.  10,  1897 


Victor  Boyden 

Carroll  Boyden  m.  Louise  St owe 11 

(423)  Margaret 

(424)  Ada 

(425)  £lizabeth 


Ada  Boyden 

Noma  Boyden  n.  H.  Howard 

(426)  Florence 

Mrs.  Howard  lives  in  Bratkleboro,  Vermont  and  has  old 
letters  in  regard  to  tho  Lis comb  estate. (  I  have  some 
data  and  the  line  on  that  estate)- 


Grace  ITaseltine  m.  Dr.  Arthur  Gorham 


Kate  TTaseltine  m,  13,  H.  Jones 

Carl  ITaseltine 

Alice  Turner  m.  John  31 shoo 


'.'alter  Turner 

John  Farrar  n.  Carrie  Sticknoy 
Children: 

(427)  Florence 

(428)  Alice 

Hose  Carpenter  m.  Ray  .'vhite 
They  lived  at  Middlesex,  Vt, 

P  (307)  Daisy  llasoltine  A  school  teacher.  Nov;  (ll/2/Sl) 
at  the  Alwyard  Nursing  Hone  in  Waterbury,  Vt, 


Helen  Haseltine.  She  was  a  teacher.  Is  dead. 


y.ay  Jaquith  m.  Dr.  V.'m.  Paine 

(429)  William 

(430)  Leonard 


J  <? 


''(oil)  Flora  Davis  n*  Ira  Peabody 
Childron: 

(431)  Mabel 

(432)  Harold 

(433)  Irene 

''Lilia  Slmonds  (313)  m.  Rov.  Peter  McMillan 


>/(314)  Hattie  Simonds  n. _ __ _ __Aldrleh 

■'(SIS)  George  Gile 
J('616)  Frank  Gilo 

^(317)  Evelyn  Haseltine  m.  Frank  Pier 
Children; 

(434)  Ear  ,1  orie 

(435)  Louise 

J(318)  Alina  Haseltino 


o(319)  William  Haseltine 
/(320)  Valter  Haseltine 

✓"(321)  Paul  M.  Ernest  b.  I\ov.  13,  1896  Gasport,  N.  . 

d.  Jan.  19,  1898 

*  (322)  Lois  Knapp  Ernest  b*  Dec,  15,  1898  Gasport,  H.  Y. 

ra.  Sopt,  9,  1920  at  Oasport  in  the  Knapp 
homestead  to  ’Ernest  3.  J.  Maynard.  He 
d,  May  16,  1942  at  Xenmore ,  K .  Y, 


Children: 

( 436 ) 

Paul  McClure 

b. 

Sept.  16 

,  1921 

(437) 

Winifred  Mary 

b. 

Aug.  21, 

1922 

(438) 

Philin  James 

b. 

Feb.  20, 

1926 

(439) 

Doris  Leone 

b. 

Sept.  1, 

1927 

(440) 

Gilbert  R. 

b. 

July  10, 

1929 

(441) 

Bottle  Louise 

b. 

Dec.  12, 

1931 

(442) 

Sylvia  Frances 

b. 

Sent.  6, 

1933 

Franklin  L.  Ernest 

b. 

Dec.  29, 

1902  Gasport 

m. 

Agnes  Marshall  White 

Children: 

(443) 

Virginia  May 

b. 

Feb.  23, 

1924 

(444) 

Linda  Agnes 

b. 

May  5,  1945 

(325)  Ellon  Estelle  Knapp  b.  June  21,  1863  Gabot,  Vormont 

ibjS-nst  m.  Hov.  21,  1885  Clarence  iiills  Knapp  (14o) 

at  Montpelier,  Vermont 

(326)  Caroline  Gopdwin  Knapp  b.  March  4,  1866  Gabot,  Vt. 

/HH- /tin  .  d.  Sept.  29,  1941  Gabot,  Vt. 

m.  Mar.  17,  1886  Byron  G.  vebster  son  of 
George  m.  and  Ellen  (Rorcross)  Vebster. 
He  b.  1067,  Cabot,  Vt.  d.  Oct  5,  1927. 
They  were  divorced. 

m.  2nd  June  16,  1901  Ernest  M.  Bliss  son 
of  Mark  Blis3 


« 


b.  May  50 ,  1891 
b.  June  24,  1897 
b.  Juno  24,  1897 


Children: 

(445)  Edwin  Russell 

(446)  Phyllis  Alidn 

(447)  Gordon  Byron 

From  Sept.  25,  1906  to  1914  Mr.  and  Mrs.  Bliss  ran  the  lnooski 
Hotel  at  Cabot.  She  was  President  of  the  Cabot  Reliei  Corps 
for  21  years. 


'5,  1876 


j(  3f28)  Aina  ii.  Robinson  b.  Nov.  15,  — ,,  .  _ 

1  ;  d#  Aup.#  26,  1877  Buried  at  yaterbury  Center 

j( 529)  Dana  T.  Robinson  b.  Sept.  28,  1869  ,  ,  _ 

1  '  d.  Dec.  14,  1884  Buried  at  v.'aterbury  Center 

^(550)  Arthur  Gile  m.  Nov.  27,  1895  Laura  A.  Docke, ty 

Lived  at  Vvaterbury  Center 

J (551)  Frank  Gile 
( Children) 

(440)  Elsie 

(449)  Gladys 

(450)  Arthur 

(451)  Frank,  Jr. 

(452)  Burton 

j  (332)  Dennis  !':vron  Gilo  b.  Jon.  8,  1074  Stow.  Vt.  (Pros  Pro»»  »/»/«) 

d.  Sept.  1,  1949  Barre,  Vt. 
xn.  Gertrude  Levanway 

Children: 

(455)  Harold 

(454)  Mrs.  Wallace  McLean 

(455)  Ray 

(456)  Dennis,  Jr. 

(457)  James 


'i 3.53)  Myron  Prescott  m, 
Son: 

(458)  Reed 

(174)  Conti nuc d : 

(459)  Gilbert 

(460)  Alice 

(461)  Jane 

mm 


Reed 


■ 


' 


!i 


T 

x 


i- 


Sixth  Generation 


2 


(334)  Harry  william  Knapp  b.  Oct.  IB,  1070 

m.  June  21,  1894  Maria  L.  Philli.  3  and 
they  live  at  Waverlv.  Til.  v 

Children: 

( 4G2 )  Thomas  Phil  11  os  b.  July  ‘30,  1895 

(463)  Francos  iiolon  b.  Jan.  PA,  1899 

»»*><  (464 )  Roma  in©  ^ole  b.  May  1:3,  1903 


(555)  Joseph  ..arren  Knapp  b.  July  8,  1679 

in.  Jan.  1091  iilla  Grace  Mixer 

Children: 

xt  tA  (465)  Edwin  Mixer 

(466)  Ellon  Elisabeth 

(467)  Joseph  'Warren  3rd 


i 336)  Robert  Shackleton  Knapp  b.  Mar.  22,  1082  • 

1  *  d.  Mar.  12,  1903  while  in  Cornell  u. 


(337)  Ralph  .valdo  Knapp  b.  Sept.  23,  1883 

/?JJ7  m*  1911  Vera  Taylor.  They  live  in  Seattle, 

Children: 

t.o{>7  (468)  Robert  B.  b.  Sept.  1,  1912 


a  3I1 . 


(338)  Geo.  Brinkler  Knapp  b.  Nov.  9,  1885 

>93^  m»  Fob.  2,  1915  Mary  Gertrude  Slaughter 


y  (339)  Ord  Friable  b.  Oct.  13,  1869  d.  Feb.  20,  1870 


y  (340)  Josephine  K.  Frisbie  b.  Mar.  31,  1872 


m.  Frank  Howard  of  .averly. 


Children: 

(469)  Emogene 

(470)  Frisbie 

(471)  Frances 

(472)  Frank,  Jr. 


lawyer. 


>e  a 


'Z  (341)  Blanche  Frisbie  b.  May  4,  1885 
1*1  (342)  Hollis  Knapp 
tfi0  (343)  Ma^  Knanp  , 

'?*/(344)  Emma  Knanp 
345)  Arthur  Knapp 
;fV3(346)  Frank  Knapp 

I 

/fvy(347>  Frederick  Knapp 
(348)  Joseph  Knapp 
'  ^  (349)  Orson  Br inker 
(350)  Mary  Br inker 

f  • 

| 

^  (351)  Arthur  Brlnker 


. 


■ 


Koxford  Stark 


* (352) 

1^(353)  Elizabeth  Stark 

\ 

y  (354)  Robert  Stark 


✓ (355)  Anna  Mabel  Kres3  b.  .ellsboro,  Pa. 

ra.  1903  at  M.  Y.  City  to  Alpha  Mo.-ris  Brown. 

Ho  b.  at  Greenville,  pa. 


p (356)  Fred  Van  Antwerp 
v  (357)  George  Van  Antwerp 


/ (358)  Pearl  Van  Antwerp  m.  John  Moran 

They  lived  at  Grand  Rapids,  Mich. 

(359)  Edith  Viola  Smith  m,  '.  ill! an  J.  Lassiter,  a  They  live  in 


r. 


/c-j 

; f V?  (  360)  Lillian  Knanp 
/fV^hel)  Guernsey  Knapp 
^  (362)  Ruth  Able  in.  _ _ 


Belding,  Rich. 


Goldman 


(363)  _Paul  Cargill  Knapp  b.  Feb.  16,  1693 

in.  Alta  Brewester. 


/tfi 

Children! 
t-©7*/  (473)  Jean  Brewester  b. 


They  live  in  Fulton, 


ir.  10,  1918 


i.«7>  (474)  Paul  Brewester  b.  Apr.  10,  1920 
i07fe  (475)  Slolse  Brewester  b.  Feb.  6,  1923 
*0? 7  ( 476)  Richard  Brewester  b.  Aug.  7,  1928.  d.  1929 


Hiram  L.  Knapp  b.  Dec. 23,  1891  in.  Jessie  Moses 
V  Children: 


707S  (477)  Hiram  L. 
( 478 )  Nancy 


/rff\ 365)  Dorothy  M.  Knapp  m.  Carl  Purple 


(366)  Lester  Stuart  Knapn  b.  Feb.  23,  1900 

m.  Mildred  Laube  of  Buffalo 


/*<7  (367)  Robert  Graves  Knanp 
(368)  Olive  Knanp 
IlG't-  (369)  Luke  Knapn 


£  2  2 
■s  ^  2  -c  “  S 

a  ■“■5  s  ss 

I  e  ora  — 

*2  b-  >  a-c ?!  "•«  -  ra 
i  3  c  oDi-  ^  ^  •  -c  -S  ra 

I  «  2  °"SU?oo“ar  5  O 
/  -  .Scr-O  °^2  —  .  5  —  jb 

i  ‘ •gfe  sagES^-sls-o's!. 

5  Is  v  o  °  «  _c>  <_r  rj  —  ::  c  g: 


>./^7 


V 


,  m.  May  26,  1950  Leah  Dieraer  at  Morthfield,  Vt. 
en  at  time  of  ra.  27  So.  Main  St.,  Northf leld. 


a  a  § 
Q  73 


ar  II. 


OJ  U*0  — ■  g  •,  w  w 

j  ^  5 

&■*«  ei  «  u  «  r  ft  w  a  H  :*  .  > 


Knapp  ra.  May  8,  1951  Nancy  K.  Abbott  at  Northf  j.eld, 


t,  Va.  at  time  of  marriage. 


i!  P  O  u  r 


w 

j"  cn 


i/t 
} 


1 


' 


. 

■ 


f1b*>  (374)  Gladys  Knapp  n.  Pliny  Kiser 

/Pt>?  (373)  Edward  .7.  Knnpn.  Idvos  at  Montpelier,  Vt.  '2hn/<^  ^7^  /7s~^ 

<^3  7SAj  '»x/.  C? £C«J~£-e>tK  /T' 7  -7 

j  (376)  Alida  L.  Barnos  b>;  Feb.  23,  1889 

n.  Ed.  Heard.  fie  d  in  Costa  Rica, 

ra.  !  .  L.  Crafts 


J  (377) 

J  (378) 

f?fe$(379) 
f fht  (380) 
I*70  (381) 

}9?i  (382) 


Lives  in  Wliately,  Mass, 

Floronco  E.  Barnes  b.  Aug.  28,  1890 

rn,  H.  E.  /Utley 

Albert  Lee  Barnos  b.  Oct.  0,  1893 

m.  Dorothy  Hale 

Harry  A.  Knapp  b.  1907 

Francis  Joseph  Knapp  b.  1912 

Leota  Flora  Knapp  b.  Oct.  18,  1908 

m.  Ger shorn  hitney 

They  have  lived  at  Englewood,  H.  Y.  and  Teaneck, 
were  at  Teaneck  in  1947. 

Furn  Knapp.  In  the  Navy.  .Vas  at  Glendale,  Cal. 


J. 


They 


in  1947. 


jt~"-  (383)  Howard  Guy  Knanp.  Lived  in  Berlin,  .  H.  and  lontpelier,  Vt. 
i  ?7<.  (384)  Raymond  Knnpo.  Was  at  Montpelier  in  1947. 


(388)  Holden  Knapp  Farrar  b.  Jan.  6,  1897 


J  (386) 


^ (387) 


Charlotte  H.  Pock  b.  .".ay  5,  1899 

rn.  Sept.  23,  1923  Orin  Jackman 

She  was  a  teacher.  (She  #  85721  in  ..heelock  Genealogy)  ^ 

*  /// 

Irene  Dudley  Peck  b.  Aug.  '21,  1902.  works  in  National  Life 
Insurance  Co.  in  Montpelier. 


,  7 90  y 
Y  t  -JAW; 
V*- 


^(SS^)  Helen  Mary  Peck  b.  June  9,  1906 

m.  Aug.  17,  1927  James  Benzie  of  Groton,  Vt. 

Children: 

(479)  John  Willard  b.  June  19,  1928 

(480)  Ina  Mary  b.  May  26,  1929 

(481)  Melvin  Curtis  b.  July  16,  1930 

(482)  Marilyn  Irene  b.  July  16,  1930 

d.  Jan.  5,  1935 

(483)  Charlotte  Jessie  b.  May  4,  1932 


J  (390)  Will  Valorous  Peck  b.  Dec.  21,  1908.  He  went  to  Montpelier 
Seminary  and  graduated  from  Tufts  College  In  1932. 


iff 'l  (391)  Robert  K*  Knapp  b.  Oct.  10,  1900  Barre,  Vermont 

-d.  19^ 

Graduated  from  :  ont poller  High  School  in  1919.  Upon  grad¬ 
uation  he  went  to  work  in  tho  drug  store  of  Lionel  J.  Mathew- 
son  at  9  State  Street.  He  bought  the  business  In  1925. 


. 


1075 


(591  A)  Kva  Julia  Bancroft  b.  Peb,  23 


(396  A)  Charles  Deforest  Bancroft  ,  Jr 


b.  Dec. 


(592) 


Evelyn  A.  Knapp  n  David  nennio  of  Montpelier 


'<!  7 1  (593)  Ethol  Knapp  m.  Dr.  Lawrence  J.  Toma  si  of  riarre. 

I f?T  (394)  Maurice  P.  Knapp.  Lived  In  ..indsor ,  Vt.  in  1950 

/9  1%  (395)  Stanley  Glenn  Knaop  b.  1917 

B.  U.  1950  as  bachelor  of  lav/s.  Opened  a  law  office  in 
Montpelier  in  1951. 

Was  in  orld  War  II 


v'  (39G)  Iral  0.  Marshall.  Mved  in  Montpelier  in  1950 
Children: 

(484)  Mary  Lou 

(485)  Margaret 


-  (397) 

✓  '(398) 


Iris  Marshal  m.  Edgar  C.  Harden 


Merle  L.  Marshall.  Lived  in  ,  indsor, Vt.  in  1950. 

{UOeUevO*  (??«  4)  9-  (v?7  A)  .# ^W****^1, 

(509)  (406)  Orlando  Torsine1  Knapp  (4thGeneration)  b.  .  unc  19,  1846 


J  (40U5)Rosel  Melville  b.  Dec.  20,  1855 

d.  1913.  ra.  Eva_ _ _____ 

ft>%%  (408)  Gilson  Fllotus  Knapp  b.  May  19,  1848 

m.  Jeanette  Cox. 
d.  Aug.  4,  1921 

Children: 

j^ro  (486)  ..alter  A.  b.  June  8,  1878 

,b?>  (487)'  Clyde  D.  b.  Jan.  1883 

*  (409)  Warren  LI  a  corib  Morton 

v/(410)  Fontinelle  Nichols  m.  Stewart  L.  Goodrich,  M.  B.  He  was  with 

the  Standard  Oil  Co.  of  .  -.lizabethtov/n, 

N.  J.  for  many  years.  They  were  divorced. 
He  is  now  retired  and  lives  in  a at  Hard¬ 
wick,  Vt.  ( H/o/51 ) 

J  (411)  Ollie  Amsden  Nichols  b.  Sept.  26,  1888  Waterbury,  Vt. 

m.  Robert  Bennett  Perry  Oct.  24,  1917. 

Ho  is  dead. 


/  (413)  Doris  Evans  b.  Jt\ly  19,  1926 

m.  Nov.  25,  1947  Jahes  H.  Storey  at  Little  Church 
of  the  Flowers,  Glendale,  Cal. 

Address  727  B.  VY.  Emerson  AVe.,  Mont.:- ray  Park,  Calif. 


J 

(412) 

Ralph  Thomas  Evans  b.  Apr.  19,  1929 
Graduated  from  Alhambra  High  School 

nu 

Los  Angeles, 
in  June  1946 

✓ 

(414) 

Carl  Evans,  Jr. 

m.  July  1949 

* 

(415) 

Ann  Evans 

m.  Bernard  Votaw 

m? 

(416) 

Lewis  Page  Knapp  b 

.  Aug.  3,  1902  '.Vaterbury, 

Vt. 

d.  1942 

m.  1927  Annie  Gedney 


Cal . 


■ 


. 


Children; 

i.b  si  (48R)  Clara  Ann  Knapp  b.  1928 

(409)  Paul  Orlando  Knapp  b.  Doc.  85,  1950 

^^(417)  Paul  Knanp 

J  (410)  Fay  P'heeler 

'(419)  Carroll  Wheeler 

'(420)  Robert  ’.'.heeler 

-(4-21)  Isabel  Wheeler  b.  Aprl  1,  1095 

''(422)  Gladys  '.'heeler  b.  Apr 5.1  10,  1897 

'(423)  Margaret  Boyden 

'(424)  Ada  Boyden 

'(425)  Elizabeth  Boyden 

'(426)  Florence  Howard 

'(427)  Florence  Farrar  m.  John  O'Keefe 
Son; 

(4809  Edward 

''(428)  Alice  Farrar 

'(429)  ’.VI  111am  Paine 

'(430)  Leonard  Paine  in.  Ruth  Jones 

'  (431)  Mabel  Peabody  m,  Philir>  Tovmshend 
Children: 

( 4 89/)  Alma 

(490)  Ira 

(491)  Storrs 

✓(452)  Harold  Peabody 
-(433)  Irene  Peabody 

•'  (434)  Marjorie  Pier  m.  ^ one s 

Children: 

(492) 

(493) 

(494) 

4  (435)  Louise  Pier 

**  (436)  Paul  McClure  Maynard  b.  Sept„  16,  1921 

m»  Oct.  9,  1942  Gerry 

Son; 

(495)  David  Paul  b.  Feb.  17,  1949 

J  (437)  Winnifred  Mary  Maynard  b.  Aug.  21,  1922 

Buffalo  State  Teachers  College  June  1^44. 


■ 

' 


■ 


(438) 

Philip  James  Maynard 

b. 

Feb.  20,  1926 

(43G) 

Doris  Leone  Maynard 

b. 

Sept.  1,  1927 

m. 

Dec.  26,  1949  Her-lo  A.  Christman 
at  the  Laura lhurst  United  Presby¬ 
terian  Church,  Portland,  Oregon 

Children: 

(496)  Kenneth  Arden 

t. 

July  26,  1950  in  Longview,  ’..ash. 

(440) 

Gilbert  Robert  Maynard 

b 

.  July  10,  1929 

✓(441) 

✓(442) 

'(443) 

/ ( 444 ) 


Bettie  Louise  Maynard 
Sylvia  France 3  Maynard 
Virginia  May  Ernest  b. 

Linda  Agnes  Ernest  b. 


b.  Dec.  12,  1931  ^ 

b*  Sept*  6,  19 5o  Buffalo,  !>!•  Y. 
'>?<-'  .  £■  /  7-5  /  -tfj* 

Feb.  23,  1924,  Detroit,  Mich. 
Sept.  16,  1942  John  Xoogle,  Jr. 


May 


5, 


1945 


,(445)  Edwin  Russell  Webster  b.  May  30,  1891  Cabot,  Vt. 

d.  Nov.  1,  1939  Middlesex,  Vt. 
in.  Edith  Lawson  daughter  df  Freeman 
and  Dora  (Tompkins)  Lawson  of 
Woodbury,  Vt. 

(497)  George  Morrill  b.  May  29,  1915 

(498)  Dorothy  Louise  b.  Dec.  28,  1913 

(499)  Edwin  Russell,  Jr.  b.  Dec.  28,  1916 

(500)  Daniel  Lawson  b.  May  9,  1918 

(501)  Phyllis  Alida  b.  June  18,  1920 


,(446)  Phyllis  Alida  Webster  b.  June  24,  1897  Cabot,  Vt. 

/  n,  Dec.  31,  1936  Dwight  Brinsmade  at 

the  Little  Church  Around  the  Corner 
They  live  at  Trubull,  Conn. 


/(447)  Gordon  Byron  ..ebster  b.  June  24,  1897  Cabot,  Vt. 

ra.  April  17,  1944  Alice  hudson  at 
Northfield,  Vermont 

They  live  at  131  Church  St.,  Wallingford,  Conn. 

/(448)  Elsie  Gilo 
,(449)  Gladys  Gile 
(450)  Arthur  Gile 
.(451)  Frank  Gile,  Jr. 

,(452)  Burton  Gile 

.(453)  Harold  Gile.  Living  in  Delhi,  N.  Y.  in  1949 

,(454)  £d#iP  Gile  m.  Wallace  McLean  i 

»455)  Ray  Gile  Living  in  V/aterbury  Center  in  1949  ! 

✓(456)  Dennis  Gile,  Jr.  Living  in  Northfield,  Vt.  in  1949. 

✓ 

'(457)  James  Gile  Living  in  Waits  River,  Vermont  in  1949 

3? 


' 


■ 


i 


-(458)  Reed  Prescott  m.  Loonis  Mathews  daughter  of  Elmer  ikithews 

of  Hardwic’.c,  Vt.  She  died. 

Tn»  2nd  Sarah( Eooblno ) Rowell 

'(459)  Gilbert  Pierce 

^(460)  Alice  Pierce  n,  Edward  Holton 
(502)  Lawrence 

(505)  Elsie 

(504)  Eunice 

(505)  Edward 

(506)  Gilbert 

-(461)  Jane  Pierce 
Eon : 

(507)  Francis 


rn.  Frank  Buss 


Seventh  Generation 


g,  .ar,h, 


(462)  Thomas  Phillins  Knapp  b.  July  20,  1095  davorly ,  N. 
b3(465)  Francos  T!eien  Knapp  b.  Jon.  24,  1899  Y7avei*ly,  N. 
v,l,‘*(464)  Romaine  ''ole  Knapp  b,  hay  12,  1903  Haverly,  N  • 

?.ob‘>(465)  Edwin  Mixer  Knapp  b. 
rob*  (466)  Ellon  Elizabeth  Knapp 
%0i>7  (467)  Joseph  Varren  Knapp  3rd 

(460)  Robert  B.  Knapp  b.  Sept.  1,  1912.  Lives  in  oeattl 
s  (469)  Emogene  Hor.vard 

-  (470)  Frisbie  Howard 

-  (471)  Francis  Howard  n,  Slade  Palmer 
^  (572)  Frank  Howard,  Jr. 

(47S)  Jean  Breve ster  Knapp  b.  Mar.  10,  1910 

xcp£  (476)  Paul  Brewestor  Knapp  b.  Apr.  10,  1920 

^0?b (476)  Eloiso  Brewester  Knapp  b.  Feb.  6,  1223 
;  vjoT*  (47B) Hiram  L.  Knapp 

ipit  (478)  Nancy  Knapp  »  ■  A  '  a't'T'  ■ 

i- **(479)  Jofm  f  l i llard^ 3enz i e  b.  "Juno ‘■19,  1928 

/  (6G0)  Ina  Mary  Benzie  b.  Hay  26,  1929 

/  (48tt)  Melvin  Curtis  Benzio  b.  July  16,  1950 

/  ( 483)  Charlotte  Jessie  Benzie  b.  Hay  4,  1932 

/-(48S)  Mary  Lou  Marshall  Lives  in  Montpelier 

/  (405)  Margaret  Marshall  "  /rv//4.y?7A 

T'7 

/&?5(486)  Valter  A.  Knaoo  b.  June  8,  1878 

m.  Aug.  1,  1898  Amy  DuMond 
Minister  at  Parkersburg,  Vest  Va.  the  last  I  knew. 

IbV  (487)  ClyOo  D.  Knar>D  b.  Jan.  1883  Lives  in  ..'esterville ,  Ohio 


(480)  Clara  Ann  Knaop  b.  Oct  1920 
%.o<gi  m.  June  5,  1S51  Harrison  F.  Edwards 

Unitarian  parsonage  by  Hev.  G.  n< 
She  attended  Montpelier  High  School. 

(489)  Paul  Orlando  Knapp  b.  Dec,  25,  1930 


at  IhG 

Fitz  I 


a trick. 


' 

< 


} 


J  ( 4B6  A)  Myrtle  Mur  shall  m.  Hayvmrcl  Farnsworth.  Lived  in  .Incisor 

Vermont  In  1950 


✓  (487  A) 


Robert  Marshall 
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^  (488  A)  Edward  O'Keefe 

✓(489  A)  Aina  Tdvtrisdridv  Tov/nshend 
»(490)  Ira  Stownshend 

/(491)  Storrs  Towns ho nd 

^492) 

-(493) 

-(494) 

-(495)  David  Paul  Maynard  b.  Fob.  17,  1949 

-(496)  Kenneth  Arden  Christman  b.  July  26,  1950  Longview,  .  ash. 

-(497)  Georgo  Morrill  Webster  b.  May  25,  1915 

m.  Oct.  30,  1948  Martha  Harriet.  .Stevens 
They  live  in  Rockfall,  Conn. 

(pjWJ  tyj-vyi. cSt-  ^ 

-(498)  Dorothy  Louise  Webster  b.  Ddc.  28,  1913  Woodbury,  Vt. 

Assistant  Supervisor  at  the  Providence  Lying  In  Hospital. 
Address  50K  Maude  St.,  Providence. 

✓  (499)  Edwin  Russell  Webster,  Jr.  b.  Dec.  28,  1916 

Address:  1  D.  Terrace  m.  Pearl  Lampnan  of  Albany,  Vt. 

Son:  Meriden,  C^nn. 

Edwin  Wayne  b«  Feb.  8,  1951  (508) 

-(GOO)  Daniel  L&wson  Webster  b.  May  9,  1918  Cabot,  Vt. 

re.  Nov.  30,  19  Marion  Moynihan 
daxx,  of  Timothy  and  Harriet 
(Huntoon)  Moynihan  of  Hard-,  ick,  Vt. 

Children: 

(509)  Patrice  b.  Dec.  1947 

(510)  Edith  b.  1950 

These  girls  have  no  middle  name. 

He  is  on  the  state  police  and  lives  at  Sundance,  V.yo. 

--(501)  Phylli3  Alida  Webster  b.  June  18,  1920  Cabot,  Vt. 

m,  Peter  P.  Mercurio 

Their  address  1674  Boston  Ave,  5f  4  Bridgeport,  Conn. 

^(502)  Lawrence  Holton 
^ ( 503)  Elsie  Holton 
✓(504)  Eunice  Holton 
✓(505)  Edward  Holton 
✓(506)  Gilbert  Holton 
/ ( 507)  Francis  Buss 


■ 


Additions 


k*{508)  Lottie  Harriot  Spilth  b.  Jan.  30,  1088 

m.  June  50,  1910  Algeth  Carlson  of  Birming¬ 
ham,  Ala.  He  b.  Fob.  12,  1876  in  Sweeden 

Childrens 

(511)  Dawite  Go  Roland 

( 509)  Allio  Kay  Smith  b.  Aug.  17,  1895 

m.  May  14,  1914  Cornealus  Van  Zanten.  Ho.  b. 

May  26,  1820  and  d.  May  1949. 

She  lives  at  620  Lafayette  St.,  Grand  Haven,  Mien.  A  member  of 
the  2nd  Reformed  Church. 

Children: 

(512)  Cornoalus,  Jr.  b.  Sept.  5,  1915 

(515)  Smith  Craig  b.  Hov.  23,  1923 

^(510)  ffilliam  Alden  Smith  b.  Aug.  11,  1898 

ei.  Grace  May  Brewer.  They  live  at  Kent 
City,  Mich.  She  the  duu.  of  Laport 
and  Ann  Elizabeth  Doughitlty. 

(514)  Vivian  Marie  b.  Sept.  4,  1920 

(515)  Katherine  Virginia  b.  Apr.  23,  1923 

(516)  Robert  Eugene  b.  June  6,  1927,  d.  Due.  9,  1927 

f (359)  Edith  Viola  Smith  b.  May  6,  1891 

rn,  tvilliaxa  J.  Lassiter.  He  b.  Dec.  5,  1874. 
They  li.ve  in  Bolding,  Mioii. 

Chi Idrens 

(517)  Margaret  Arlene  b.  Deo.  26,  1917 

(518)  Ruby  Minnie  b.  July  23,  1919 

(519)  'Jayne  J.  b.  Feb.  9,  1924 

(520)  Nancy  Jana  b.  Jan.  30,  1920 

(521)  Priscilla  Bath  b.  Dec.  16,  1930 

^(511)  Dewito  0.  Roland  Carlson 

m.  Bessie  Briggs 

Children: 

(522)  John 

(523)  Judith 

" (512)  Cornealus  Van  Zanton,  Jr.  b.  Sept.  5,  1915 

ei.  Sept.  16,  1942  Gertrude  J.  Kioft 
at  Muskegon,  Mich,  by:  Rev.  Boltema. 
Live  at  Grand  Haven,  Mich. 

"(613)  Smith  Craig  Van  Zanten  b.  Nov.  23,  1923 
Attended  Hope  College.  In  the  Army. 

^  (514)  Vivian  Marie  Smith  b.  Sept.  4,  1920 

m»  Bernard  Bruegel  by  Rev.  Stanton.  He  son 
of  Albert  and  Pearl  (Stoken)  Bruegel. 

Children: 

(524)  Ronald  Lee  b.  Jan.  2,  1940 

(525)  Sharon  Kay  b.  Apr.  22,  1941 

(526)  Larry  Eugene  b,  Oct.  19,  1943 

(527)  Dionne  Lynn  b.  Feb.  3,  1945 


. 


^■(515)  Katherine  Virginia  Smith  b-, 

m. 


Apr.  22 ,  1941 

Sept.  20,  1941  Raymond  Ruggles 
ut  Newago  by  -Rev.  Stanton,  he  son 
of  Clyde  and  Winnifred  (,.est)  Ruggles. 
Ho  is  a  fai*i.ior. 


'(51B) 


Margaret  Arlene  Lessiter  b.  Dec.  2G,  1917..  Graduate  of  Michigan 

State  College.  Grad.  Dietician  of 
Univ.  of  Hlch.  Hospital, 
ra.  Orville  J.  Bush  Sej't.  6,  1941.  He 
son  of  -John  and  Mary  (Mahoney)  Bush. 

Children t 

(528)  Meridith  Tonole  b.  Fob.  4,  1943 

(529)  Margaret  Colleen  b.  Mar.  30,  1945 

(530)  John  Lessiter  b.  May  23,  1947 


^(518) 


Ruby  Minnie  Lessiter  b. 

m. 

Child- 


July  23,  1919.  Attended  V.ostern  Mich. 
College  of  PJducation. 

Richard  Longstreot  of  Grand  Rapids,  hich. 

He  son  of  S*  L.  and  Jessie  (Beal)  Longstree 


(531)  John  Wayne  b.  Aug.  2,  1949 
-(519)  Wayne  J.  Lessiter  b.  Feb.  9,  1924. 

^(520)  Nancy  Jane  Los sit or  b.  Jan  30,  1928. 

"(521)  Priscilla  Beth  Lessiter  b.  Dec.  16,  1930 
'(522)  John  Carlson 
'(523)  Judith  Carlson 

'(524)  Ronald  Lee  Bruegel  b.  Jan.  2,  1940 
-(525)  Sharon  Kay  Bruegel  b.  Apr.  22,  1941 
-(525)  Larry  Eugene  Bruegel  b.  Oct.  19,  1943 
'■(527)  Dionne  Lynn  Bruegel  b.  Feb,  3,  1945 
’(528)  Meridith  Temple  Bush  b.  Feb.  4,  1943 
•-(529)  Margaret  Colleen  Bush  b.  Mar.  30,  1945 
'(530)  John  Lessiter  Bush  b.  May  23,  194-7 
'(531)  John  Wayne  Longstreet  b.  Aug.  2,  1949 

-A  C /7S-JL 


■ 


WILL  of  AARON  KNAPP.  (The  Mayflower  Descendant .Vol . 33 .p .160  . ) 

file  will  of  Aron  Knapp , seni ' r ,  of  Taunton,^///  late  Deceased  exhibited  to  the 
Court  held  at  Plymouth"  2  November ,l67Lj."on  the  oathes  of  Samuel  Smith  and  Thom 
as  Linkolne  was  dated  1 5  June,lo74.  Bequests  wei?B  as  follows;  To"mv  wife  Eliz 
abeth,all  ny  Cattle , Cow  Cattle , horses  and  swine, exceptfbe  my  Gram  horse  which"* 
1  give  to  my  son  Aron;  and  one  Red  haffer  of  three  vears  old, whu  ch  I  give  to 
my  Daughter  Mary;  and  one  heiffer  yearling  which  I  Give  to  my  Daughter  Eli za- 
bctii  .  I  gave  to  Elizabeth, my  wife, my  Dwelling  houde , and  all  my  planting  land 


’omains  a  widauw; 


xnd  afte 

A 


and  pasture  1  leave  to  her  Disposing, so  long  as  she 

to  Return  to  my  son  Aron; that  is  to'  say, the^Dwelling  house  and  planting  land," 
and  so  much  01  my  pasture  as  Doth  lye  between  the  planting  land  and  the  branch 
of  Die  smale  brook; that  Doth  take  in  the  smale  Hand; as  we  call  it.  To"my  son* 
Aron: so  much  of  my  Horn/  lott  ;as  will  make  up  the  said  planting  land  and  pas- 
acrees  woodland  measure;lying  on  the  East  south  Eastfsvde  of  the 
lott  .  io jgy  son  John  and  my  son  Samuell  the  other  jJrte  of  ny  home  lott  which 
is  twentyjTo.be  equally  Devided  between  them  two;and  to  be  Devidcd  by  those 
who  are  appointed  upon  riy^will ;  "To “my  son  Moses  and  to  my  son  Joseph" twenty 
acres  of  L^nd, lying  att  a^Called  Brownes  Farme; equally  to  be  Devided  betwixt 
them  two  ^ by  those  as  aforsaid,and  my  -two-::-  two  acres  of  meddow  which,  be- 

be_onges  to  tne  aforeaid  twenty  acrees  of  land; and  my  meddow  att/.  a  place  Call* 
ed  Bryars  holes , equally  to  be  Devided^between  those  two."  To"my  son  Aron  and 
my  son  Samuell  my  meddow  att  a  place  called  Scaddingsmore, the  said  meddow  to 
be  Devided, and  Aron  to  take  his  Choise."  To "my  son  John  three  acres  of  swamp 
lying  att ta  place  Galled  Pies  hole."  To "my  son  Aron  forty  acrees  of  lands 
which  is  prte  of  my  share  of  the  last  purchase  lying  below  three  mile  Diver 
and  the  Best  of  my  share  of  land  in  the  purchase,  1  give  to  my  four  other 
sonnes  above  mentioned, to  bE  equally  Devided  between  them."  *'as  for  my  Right 
in  the  land  which. is  yett  undevided  that  Doth  belong  to  the  Town  of  Taunton 
aforeaid, my  will  Is  that  ny  son  Moses  and  my  son  Joseph  shall  have  thirty  ac vt- 
of  land, off  the^f irs  o.  that  is  Devided;and.  equally  Devided  between  them  two, and 
tne  Best  of  my  night  in  that  land  undevided  aforsaid;!  give  to  my  five  sennss 
before  mentioned",  "and  my  Desire  is  that  John  Tisdall,sentr,and  Samuell  Smith 
®Mall  Devide  tne  aforsaid  1  and. ; whi ch  is  to  be  Devided  amongst  my  sonnes". 

The  will  of  Aaron  Knapp , sen' r .was  signed  by  a  mark.  It  was  witnessed 
by  Samuel  Smith  and  Thomas  Linkolne, Jun'r, by  mark. (page  130)  The  Inventory  of 

at  Plymouth, 
estate  was 

o  f  me  d d  o \i ,  6  p  o  und  s  , 


Aaron  Knapp, late  of  Taunton, Deceased"  was  exhibited  at  the  Count 
29  October  ,167!!.  "on  the  oath  of  Elizabeth  Knapp, widdow"  .  The  real 

•  _ n  _ * _ 1 _  _  ^  i  -  s  ~ 


an  house  and  sixty  acrees  cf  Dana 


.  ,r\ 


ounds.  six  acrees 


.  -  —  - j  ~  '-r  *  y  ^  w  2r  ^  •  »->  .J. . 

more  landlLately  purchased  below  three  mile  River,  5  pounds.  The  total  amount 

of  the  irrventory  was  113  pounds, 10  shillings."  "Oct‘.l5,l67i|.. Estimated  bv  Ed¬ 
ward  hawes  and  John  Thatcher (or  James  Walker  and  Samuell  Smith.) 

(See  Plymouth  Colony  Wills  and  Inventories .Vol  3,  part  1,  page  129.) 


‘ 


' 


1 


1  •  r 

KNAPP  G7NSAL0GY  /fV/j 

In  thr  following  notes  PGR  means  Plymouth  Colony  Records;  Q  means 
Qua  ter-''illcnlal  Celebration  of  Taunton;  3CLR  means  Jristol  County,  North 

r  District,  Land  -*ecords;  PRT  means  Probate  Records  of  Taunton;  V?  means  Vi¬ 
tal  .Statistics  of  Taunton. 
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In  the  list  of  inhabitants  of  Taunton  in  Plymouth  Colony  able  to  bear 
arms,  b'  lng  between  16  and  60  years  of  age,  in  August  1643  (PCS  Vol  8,  p  193) 
is  the  name  of  Aron  Knapp  (thus  spelled). 

nylie's  Old  Colony  emorles  ( 7ol  1,  p  286)  gives  only  46  orooriet.ors 
of  Taunt  or.  t  end  Aron  "n- cp  is  not  in  the  list,  but  the  Proprietors'  coords 
(Q  pp  240ff)  give  the  names  of  60,  including  that  of  Aron  rnao  (thus  spelled) 

Cn  **ay  29,  1646,  Aron,  of  raunton,  planter,  owed  his  } a Jeoty  the  / ing 
fort.y-one  rounds  (PCR  Vol  2,  o  99)  • 

On  July  24,  1633,  iron  was  on  a  Jury  nosembled  to  exa'  ine  into  a  man's 
death.  The  Jury  found  that  "by  extremity  of  heat"  the  ran  'was  overcome, 
and  so  perished  by  him.  s- If  in  the  wilderness."  (TOR  Vol  3»  P  40.) 

In  1657  Aron  tool:  "the  oath  of  fidelity"  (PCR  Vol  8,  plr6) ,  and  on 
June  7,  1659,  hr  was  propounded  to  take  up  his  fredom  (PCR  Vol  3»  n  162). 

Cn  July  5,  1664,  Aron  was  again  on  a  Jury  assembled  to  examine  intez  a 

man's  death.  The  Jury  found  "not  any  cause  of  any  violent  death,  but  the  xxh 
mxdi  ymedlatt  hand  of  the  Hard,  In  th^  signed  report  which  the  Jury  made, 
Aron  made  his  mark,  which  was  like  this  !  /r^\  !  (?CR  Vol  4,  p  71). 

Aron  was  cn  the  ll~t  of  freemen  of  '  (  j  \  Taunton  for  1670  (PITS'  Vol  5 

p  276);  he  was  one  of  three  ins-actors  of  j 1  j  ordinaries  in  16?1  (PC:  '7ol 
5*  P  60);  '’nd  on  June  5  of  that  same  year '  (  PCR  Vol  5,  P  61)  he  was  cn  the 
Jury  In  the  trial  of  one  .John  Cowin  who  "was  indited  for  speaking  cont'-mot- 
able  words  against  the  roval  dignity  of  nglar.d,  ir.  that  bee  said  hoe  scorned 
to  be  in  subjection  to  any  Kngli^h  man,  and  that  there  was  never  any  o.  in  go  in 
England  that  was  an  Fnglirh  man  but  one  crooked  backed  .i chard,  a  crooked 
rogue,  Just  like  such  an  one  as  he  named,  viz.,  a  crooked  man  well  knowne  in 
the  towne  of  Cclttuate.  This  case  being  put  upon  tryall,  th^  Jury  brought 
in  not  guilty,  and  soe  hee  was  by  open  proclamation  cl' -red." 

In  the  first  list  of  87  Associates  (purchasers)  of  "the  -outh  Purchase" 
in  1678  (PCR  Vol  8,  p  275  and  Q  pp  364 ff )  both  Aron  and  Arort  1  nap  Jr.  are  in¬ 
cluded,  but  later  a  deed  was  made  to  only  77  of  them  ,  not  includin'  Aron 
Knapp  Jr.  Apparently  not  all  of  the  original  Associates  com’olicc  with  all 
the  conditions  of  the  first  deed.  Th^  "outh  Purchase  v:as  from  Philio  Sachem, 
was  four  miles  square,  nn^  cost  the  purchasers  273  pounds  in  all.  'he  orig¬ 
inal  deed  is  to  be  foundin  the  Taunton  Property  ..ecords,  Vol  4,  p  232. 

Aron  died  between  June  15,  1674,  when  he  made  his  will  (PJR  Vol  3  of 
Wills,  p  129)  and  October  2  of  the  sacs  year  when  letters  of  administration 
were  granted  to  his  widow  llzabeth  (PGR  Vol  5,  p  153)*  For  signature  of  the 
will  he  made  his  "’ark,  the  same  as  above.  He  made  bequests  to  his  wife  zliz- 
a  beth  Qnd  to  his  children,  Aron,  Vary,  Elizabeth,  John,  lamuel,  f'oae3,  and 
Joseph. 

The  following  "-arrlages  are  on  record  ( VT  /ol  2,  pp  230ff):  lizabetb 
Knapp  to  Nicholas  -toughton,  February  17,  1673  (this  is  also  in  PCR  Vol  8, 
p  23 6);  iamuel  Knap  to  'llzabeth  Cob,  ‘ay  26,  1627;  and  John  Knap  to  Sarah 
Austin,  October  7,  1625* 

John  was  on  a  Jury  which  on  Autru st  2,  1678,  enquired  into  the  drowning 
of  a  child  (PCR  Vol  5,  p  273). 

hoses,  on  July  9,  1665.  sas  held  to  appear  in  court  "at  Plimouth"  on 
the  last  Tuesday  cf*  October  "to  make  further  ar.swere  unto  such  particulars 
as  shall  be  enquired  of,  or  laid  unto  his  charge  concerning  th '  death  of  .. 
Richard  Stephens  Jun ' r  of  Taunton,  ana  not  to  aerart  without  license."  in 
"October  he  admitted  the  killing  and  threw  himself  on  the  mercy  of  the  c  urt. 
His  act  was  decided  to  hsve  been  "casual,"  and  he  was  admonished  and  dis¬ 
charged  . 
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From  the  above  material  the  following  Outline  is  derived: 

(of  Taunton; 

AFQN  ( 1) ,  ,  came  to  America  in  or  before  1643;  was  survived  by  his  wife  Eliz¬ 
abeth;  had  the  following  seven  children,  listed  in  the  order  in 
I  which  they  are  named  in  his  will.  He  died  in  1674. 

1.  Aron  (2),  of  owanzey  (see  below);  was  living  till  at  least  1702  (see  below). 

2.  vary. 

3.  Elizabeth;  married  Nicholas  Stoughton,  February  17,  1673. 

4.  John;  married  3a rah  Austin,  October  7,  1685.  See  below  for  proof  that  he 

was  of  launton,  and  was  living  till  at  least  1702. 

5.  SAMUEL  (1).  See  below. 

6.  roses;  was  living  till  at  least  1685. 

7.  Joseph.  See  below  for  proof  that  he  had  diedbefore  January  17,  1702. 


w  "n^n,  ^ndentur®  rrade  tTarma 'y  17,  1702  ( 3CLR  3k  9,  d  568)  bxtKSKn  by 
-lizabeth  Hoskins, mmi  her  eldest  son  Aron,  now  living  in  Owanzey)'  John  nap 
of  l aun ton,  and  Samuel  Knap  of  Taftnton,  it  is  said  of  Elizabeth  that  her  first 
husband  was  A  on  ■  nano,  deceased.  John  and  a "u el  are  described  as  son 3  of 
Aron,  and  as  inheritinr  from  Joseoh  Knapn,  deceased.  Elizabeth,  Aron,  John, 
and  Samuel  all  made  their  marks,  Samuel's  being  an  inverted  3.  ” 

In  a  de-d  made  on  January  30,  1683,  ( BCLR  5£si  :3k  5,  onllOf)  Samuel 
Tynans  of  Taunton  mentions  "  y  father  Aron  Knap  of  Taunton”  and  Aron's  =on 
Aron,  whom  he  calls  "my  brother. 

oamuel  married  Elizabeth  Cobb,  as  reported  above.  The  was  bo>  n  on 
febru  ry  10,  1670,  and  was  the  daughter  of  Austin  (e'lsewhere  called  Aumus- 
tine)  -oob.  (births,  arriages,  and  Deaths  recorded  in  Taunton,  Vol  2T  n  lgQ 
and  Vol  1,  o  116.)  ’ 


Samuel  died  between  Maya  11,  1715  when  he  made  hio  will  (?T  3:527) 
and  February  18  1718/19  when  an  Inventory  of  his  goods  and  chattels  (rr.T  3; 
528)  was  sworn  to  by  ilizabeth  Knap,  widow  and  relick  of  Samuel  Knap."  In 
his  will  -jamuel  made  beauests  to  his  wife  Elizabeth,  to  "my  two  youngest  sons" 
Nathaniel  and  -eth,  to  my  eldest  son"  Joseph,  to  "my  son"  Samuel,  and- to 
my  four  daughters  Bethial,  -lizabeth,  Abigail,  and  L'ary.  He  made  his  xsds 
mark.  lo  his  son  3a mu el  he  bequeathed  "my  tract  of  land  in  Taunton  on  ye 
west  side  of  three  mile  river  on  the  south  side  of  ye  high  hills,  so  called 
where  ry  son  ^amuel  hath  begun  to  build  an  house,  party  lavd  out  1  some  of 
it  not  yet  layd  out,  being  thirty  acres."  To  his  four  sons,  to  be  equall'- 
divided  between  them,  he  gave  Uw~y  right  and  share  in  cedar  swamps  and  what 
right  I  have  in  future  divisions  in  ye  old  Township  of  Taunton.” 

Erom  the  above  material  the  following  Outline  is  derived: 


SA’UEL  (1),  of  Taunton;  married  on  ''ay  26,  168?,  Elizabeth  Cobb,  who  was 

born  on  February  10,  1670,  and  was  the  daughter  of  Austin  (or  Augus¬ 
tine)  Cobb.  -ornuel  had  the  children  listed  below  (the  proper  chron¬ 
ological  place  of  the  daughters  in  the  list  is  not  known).  He  died 
between  'ay  11,  1715  and  February  18,  1718/19. 


i  1.  Joseph;  was  living  till  at  least  1715. 
2.  SAMUEL  (2).  3ee  below. 
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•  athanicl;  res  living  till  at  least,  1715, 


' !  .  Jeth; 

'.  Qet.hlPl; 

6.  Elizabeth; 

7.  Abigail; 

8.  ’ary; 


5, 


In  a  deed  made 
are  declared  to  oe  "ye 
owned  and  poster nod  by 
deceased,  and  Jonathan 
undivided  to  and  among 
this  deed  will  be  reported  later.) 
Samuels  named  in  this  need  are  the 


1777  (HJLR  3k  57,  pn  758f  f )  certain  persons 


son, 


pro rented 


•'.prl  1 

solo  and  ’'roper  heirs  of  ye  deal  Estate  heretofore 
Samuel  Knap  and  Samuel  Knap  Jr,  both  of  Taunton , 

Knap,  of  said  -aunt on,  deceased,  which  as  yet  remains 
ye  aforesaid  heirs .l!  ( Further  material  contained  in 

he"9  is  no  absolute  proof  that  the  two 
(1)  and  Samuel  (2),  father  and 


'a  mu  el 


in  the  f oro-roint  Outlines 


However,  a  comparison  of  the  de¬ 
scription  of  the  land  E2HXX»rta  described  in  the  above  deed  with  that  of  the 
land  bequeathed  to  3a mu el  (2)  by  Samuel  ( IJ  in  his  will  (quoted  above)  rakes 
such  an  identification  li'  ely.  A  careful  examination  of  all  th<*  known  dot  es 
in  the  case  and  other  known  facts  reveals  nothing  contrary  to  such  an  iden¬ 
tification.  Asrain,  there  is  no  absolute  proof  that  the  Jonathan  named  in 
the  above  d«ed  was  the  son  of  the  second  “amuel ,  but  tv  is  seers  almost  cer¬ 
tain,  in  smuck  i  s  he  could  not  have  been  the  brother  of  Samuel  (2),  for  'am- 
uel  (1)  had  no  ~on  Jonathan.  It  will  therefore  be  assumed  in  the  next  out¬ 


line  that  Jonathan  was  the  con  of  'anuel,  XksxxxKxsfxxxxaxix  who  was  the  son 
of  Samuel. 

in  the  will  of  Jonah  Austin,  of  taunton,  made  February  5,  1745  and 
approved  ‘arch  12,  1755  (P  . I, volume  and  page  not  noted)  he  made  bequests  to 
his  sons  Jonah,  John,  bonezer,  Eachariah,  Jacob,  and  >illiam,  and  to  "my 
three  grandchildren,  illirrn,  -orge  and  Jonathan,  the  children  of  my  daugh¬ 
ter  'arah  Knap,  deceased."  1th  reg' rd  to  a  lot  of  land  which  he  bequeathed 
to  his  grandson  Jonathan  iunap  he  prescribed  that  it  should  "be  let  out  on 
rent  until  he  f  rives  at  twenty  one  year3  of  age."  Jonathan  war,  therefore 
born  l-'ter  than  1724.  Jonah  Austin  in  ilia  will  provides  also  for  his  wife 
Tam.son,  and  he  appoints  his  son  lillaro  executor,  ivo  other  persons  are  nnS 
named  in  the  will  (this  will  be  referred  to  again  later).  In  the  settlemnht 
of  his  estate  (,-  ,  volume  and  page  not  noted)  the  following  parsons  acknov  1 

edge  the  receipt  of  their  bequests  from  the  xecutor  ..Illiam  Aua  Asten  (si?) 
Jonah  Asten,  -bonezer  usten,  aechariah  Austen,  Jacob  Asten,  John  5  Austen, 
sVillianr  Lr.so,  husbandman,  and  George  'Knap,  laborer,  both  of  xxx  Ilaynham, 
grandsons  of  Jonah  A'dhJaLii  Asten,  and  Abiah  Knap  of  Easton,  widow  of  JdKA.5i.13i 
Jonathan  Knap,  deceased,  also  a  grandson  of  Jonah  Asten.  Allliarn  ?nap  and 
Abiah  Knap  signed  their  names;  George  Knap  made  his  mark.  (  05  „  /?VV1 

"'here  is  no  absolute  proof  that  the  Jonathan  knap  na™ed  in  the  xbza 
above  will  and  settlement  is  the  same  person  as  Jonathan  (li  the  son  of  3am 
uel  (2)  in  the  Outline  below.  However,  on  the  basis  of  all  the  known  dates 
and  other  facts  it  is  entirely  possible.  In  the  Jrobate  and  Land  Records 
and  in  th*5  Vital  3tatistic  necords  no  other  Jonathan  Knap  has  been  found 
with  whom  Jonah  Au stents  grandson  can  be  Identified.  The  only  Jonathan 
Knap  of  that  period  who  has  been  found  sold  land  In  1731  whcn  Jonah  Austen's 
grandson  was  not  more  than  seven  years  old.  It  may  therefore  be  assumed 
that  Jonathan  Knap,  grandson  of  Jonah  Austen  is  Jonathan  (1)  son  of  3amuel. 

This  Jamuel  (  'amuel  (2)  ),  after  the"' death  of  his  wife  Jarah  Austen, 
married  again,  as  is  proved  by  several  documents.  In  a  deed  of  Jeptember  1, 
1756,  (93LH  3k  42,  p  88)  Samuel  Knap  of  Taunton,  yeoman,  refers  to  his  wife 
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Hannah.  In  two  de^ds  of  1759  and  1769  ( -3C LR  3k  44,  op  468  end  337)  7. II— 

11am  and  Jeor  *e  nap.  bath  of  Kaynham,  refer  to  th~ir  late  father  Semucl 
and  to  their  "mother"  Hannah.  he  was  doubtless  th^lr  steo-o'hcr.  In 
a  de'd  mace  In  1767  (35LR  5k  56,  x>  153)  she  refers  to  illiam  and  George:  nap, 
r  but  does  not  describe  th°m  ?g  her  °ons,  while  ~he  does  ref°r  to  "ry  ''ons 
John  and  lkanah,  ‘-ceased "  and  to  "’-v  'amuel."  This  eon  John  was  certain¬ 
ly  a  I  nap,  for  both  ’.V Illiam  and  -*eorge  cap  in  the  d^os  of  17:59  and  1760 
(quoted  above)  refer  to  John  ao  th^ir  brother.  "lkanah,  we  ray  assume,  vas 
also  a  Knap.  Samuel  certainly  was,  for  Harnah  .In  her  will  (r-r,  volume  and 
page  not  n^ted)  r^ce  a  bequest  to  Samuel's  widow  ’’ehetebel;  also  in  a  d  ed 
made  January  8,  1762  ( 3.' LR  Ik  45  o377)  Samuel  Knap  of  Taunton,  r:on  of  the 
late  w-.ruel  of  T-  unton,  r  fers  to  his  v/lfe  ehitable;  also  n  July  5,  1763, 

*  eh  1  table  ’'nop,  widow,  was  unpointed  administratrix  of  the  estate  of  Samuel 
’nap,  late  of  punton,  deceased,  who  had  died  intestate  (P  T.  volume  and 
page  not  noted)  .  Hannah  Knso'c  will  was  dated  v,ctob?r  7.  1772,  a.nu  ap¬ 
proved  October  31,  1772.  'he  had  remarried  ard  was  now  K  nnah  P-inkon.  he 
mentioned  Vy  first  husband  Samuel  Knap  of  aunton, "  and  made  bequests  to 
her  daughter  Hannah  Burt,  wife  of  Abel  Burt,  of  Taunton.;  to  '’ehetebel  Knap, 
widow  of  Samuel  Snap  2nd,  late  of  -aunton;  and  to  hrr  granddaughter  Sc rah 
Knap  of  Taunton  ('p’'<)b'o|>ly  the  daughter  of  her  son  aruel).  Cn  December  16, 
1777  (?T,  volume  and  page  not  noted)  a  guardian  was  appointed  for  Sarah 
Knap,  daughter  of  Samuel  nap,  late  of  -.aunton,  sh  being  a  minor  over  the 
age  of  fourteen. 

From  all  of  the  above  material  the  following  Outline  is  derived: 

SAHUiiL  (2),  of  -aunton;  mar  ied  Sarah  Austen,  who  died  at  some  time  prior  p 

to  1745.  Aft^r  h~r  death  he  married  Hannah  - ,  who  xtsKxtK 

after  his  death  married - * - -Linkbn,  and  died  in  1772.  Samuel 

and  Sarah  had : 

j  1.  William,  of  Raynhnm.  Facts  reported  below  show  him  living  till  at  1-a-t 

1759.  .  .  .. 

2.  George,  of  Haynham,  Facts  reported  below  show  him  living  till  at  least. 

1760. 

3.  JONATHAN  (1).  See  below. 

Samuel  and  Hannah  had: 

1 

4.  John;  died  a  minor  before  1767. 

5.  ’-'lkanah;  died  before  1767* 

6.  Samuel  (3),  of  Taunton;  married  Ilehitable;  had  a  daughter  Sarah,  who 

was  a  minor  over  14  years  of  age  in  1777*  He  died  between  January 
8,  1762  ar.d  July  5,  1763. 

7.  Hannah;  married  Abel  Burt,  "hat  she  was  a  daughter  of  Samuel  nap  as 

well  as  of  Hannah  is  proved  by  a  deed  to  be  quoted  below  disposing 
of  land  inherited  from  him,  which  is  signed  by  Abel  and  Hannah  Burt 

('real  ent  of  Curmington,  rasa.,-— N 
A  letter  dated  ”ay  8,  1886,  written  by  a  descendant  of  Jonathan  (1)  ; 
reports  that  Jonathan  (1)  married  Abiah  Thrasher.  This  is  confirmed  by  the^ 
i  town  records  of  Ravnham.sB  ""ass.,  which  state  that  Jonathan  Krap  wa  3  married 
f  to  Abiah  Thrasher  In  17^9  (no  month  or  day  given),  "he  letter  above  re¬ 
ferred  to  further  reports  that  the  children  of  Jonathan  and  Abiah  were  -11- 
jah,  Abijah,  ..lethia,  and  Jonathan.  The  family  3ible  in  Cumringtcn  records 
that  Abiah,  wife  of  Jonathan,  was  born  July  24,  1722  and  died  in  1819. 

In  the  deed  mace  bn  April  5»  1777*  quoted  above,  1:  which  land  was 
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convoyed  by  the  30le  heirs  of  Samuel  Knap,  Samuel  Knap  Jr.,  end  Jonathan 
Knapp, rose  solo  heirs  were:  Abel  Burt,  Elijah  \  napp,  cooper,  of  Taunton, 
Abl jah  Knap,  cooper,  of  -nunton,  Jonathan  Knap,  husbandman,  of  ;'rston, 

Fufu s  An  rew3,  of  haynham,  and  his  wife  Alathea  (later  in  the  de~d  written 
A  Hath  a).  "runton,  ';f.-eton,  and  T'synham,  are  in  +  he  deed  described  as  "in 
ye  County  cf  °rl st  1  and  tnt.e  of  ye  * aoaachueetts  Bay  in  Mew  "ngland." 
Among  these  heirs  all  the  men  signed  their  names.  Allathea  made  her  mark. 
Bo  did  Hannah  Burt,  described  as~the  ••'if*'  of  ye  aforesaid  Abel  ;urt;  :he 
declared,  "r  .  .  .by  these  presents  KBxr.KKurht  forever  do  acquit  all  my 
right,  of  dower  and  power  of  thirds  to  ye  above  sold  and  conveyed  premises." 
('his  last  fact  was  used  above,  in  the  Outline  on  page  4,  to  prove  Hannah 
the  daughter  of  .'am el  as  well  as  of  Hannah,  but  on  second  thought  that 
proof  was  questionable.  Perhaps  Hannah  uurt  was  not  herself  an  heir  -  she 
is  not  listed  among  the  heirs  -  but  only  had 
On  the  other  bond,  how  Abel  Burt 
not  apparent.) 
a  deed 


.Abel  Burt, 
is  wife  is 
In 


rights  as  the  wife  of  an  heir, 
could  be  an  heir  except  through 


convcvlng  land  to  ' benezer  Cilson, 


(3C 


a  ad  o 

ti 


on 


ay  27,  1777, 

SCL'-  3b  57,  P234)  the  land  is  described  as  that  which  "Jonah  Austin,  de¬ 
ceased,  did  by  his  last  will  and  testament  give  to  ye  heirs  of  Jonathan  Aus¬ 
ten,  deceased.  1  here  ™u st  b^  an  error  here,  either  in  the  original  reeoid 
or  in  the  copy  which  was  sent  from  land  reeordpf f ice  in  Taunton/  for  In  "the 
will  of  Jonah  Austen,  quoted  above,  th*re  is  n6  mention  at  all  of  a  bequest 
to  Jonathan  Au r t on  or  his  heirs;  but  a  beque't  was  ^ade  to  Jonathan  'nap, 
who  died  before  the  will  ca^e  into  effect,  so  that  rs  ■  matter  of  facTTlho 
bequest  went  direct  to  t>o  heirs  of  Jonathan  Krap.  'r  the  deed  or  "?y  07 
1777, now  being  reported,  the' lend  was  conveyed  by  Ablnfc  Knap,  widow,  of  ’ 


aunton;  Alijah  Knap,  coooer. 


of  --runt on;  Jonathan  Knap,  blacksmith,  of  jcss 
Fa st on,  and  Abijah  "nap,  cooper,  of  'haunton.  Apparently  -11  four  -igned 
their  names.  That  Abiah  Knao  ns  the  widow  of  Jonathan  is  mode  cle°r  by 
the  deed  of  July  10,  1777, (3CLR  Dk  57,  po  ?l?f ),  in  which  brnez-r  Viloon 
I  resells  the  land  bought  by  him  --lx  weeks  before  from  the  four  Knaps,  for 
-this  deed  so  describes  her.  The  other  three, 
were  of  course  her  -ons, 

A  report  obtained  from  the  Bureau  of  Pensions,  JeoSartm. *nt  of  the 
Interior,  ashlngton,  D.C.,  xxxxxthKls  said  that  the  following  facts  regard¬ 
ing  Jonathon  Kn*pn,  a  ^evolutionary  soldier,  were  on  file  in  that  office. 

He  enlisted  vay,  1775,  -nc  curved  8  months  as  a  private  und-r  Copt.  Hoses 

'.Y ill  lams  and  Col. - — —  a  Her;  ‘'assaebusetts.  He  also  enlisted  in  January 

1776,  and  curved  12  months  ns  a  private  under  Japt.  3a mu si  Pay son  and  Col. 
gaxpx  Joseph  R-ed;  Massachusetts.  His  residence  at  the  time  of  enlistment 
was  ±aston,  'ass.  The  date  of  his  application  for  pension  was  August  8, 

His  resiuence  at  the  date  of  application  was  camming  ton,  lace.  is 
age  at  the  date  of  application  was  80  years.  He  was  born  in  17"2  au 


an  Knap,  blacksmith. 


7U^h, 


Knap s, 

t,  and  .  bijah. 


1632. 
age  a' 
Ray nham, 


r  ass.  His  claim  was  allowed, 
ihe  family  Bible  in  Cummington  records  that  Jonathan  (2)  was  born 
April  11,  1752,  and  died  Dec  ember-  20,  IC38. 

From  all  the  above  material  the  following  Outline  is  derived.* 


JONATHAN  (1),  of  aynham  (his  ■on  was  born  there 
corded  there);  was  und-r  21  in  1745;  mar 
c-r,  who  was  born  jul^f  24,  172 C,  and  :iod 


and  his  marriage  was  r  e- 
led  in  1749  Abiah  Thrash— 
in  1819.  They  had  four 
children,  list'd  blow  in  the  order  handed  down  bv  family  tradition 
Jonathan  died  before  October  29,  1755. 


1.  mil j ah,  of  Taunton,  cooper;  was  living  till  at  least  1777. 


2.  Abi.Jnh,  of  Taunton,  Sooner;  was  living  till  at  least  1777. 


3.  Alethia;  married  ufus  Andrews  of  Haynham;  was  living  till  st  least  177? 
A.  JONATHAN  (2).  See  below. 
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The  facta  regarding  the  birth,  marriage,  children,  *nd  death  of 
Jonathan  (2)  ar^  provided  by  the  family  Bible  in  Cumminrton,  and  by  hie 
great  granddaughter  re,  John  Kratzer,  20S  Volnn  street,  '  erchantvllle, 
N.J.  ’he  Vital  1  at i sties  of  Concord,  "as^.,  and  K  Hand's  history  of 
Western  ' assachu setts  (2,  1S9)  nrovide  facts  regarding  fas  wife,  Persia 
'elvin  and  her  family,  .-’rom  these  sources  In  adoltlon  to  the  material 
previously  presented  the  following  Outline  is  derived. 


JONATHAN  $2);  born  at  Taynham,  April  11,  1752;  was  three  years  old  when  his 
father  died;  living  in  :iaston  in  1775;  served  a  a  private  in  the 

Revolutionary  ar  from  -y,  1775,  to  January,  1777;  was  husbandman 
and  blacksmith  in  aston  in  April  and  .'ay  of  1777;  between  then  and 
17£0  roved  to  Cummlngton,  ,rass.;  married  Perris  elvin,  of  Cu""insr- 
ton.  (Che  was  b:rn  in  Concord,  '  ass., ^daughter  of  Jacob;  care  with 
him  from  Concord  to  Cummlngton  in  17 66,  when  there  were  but  seven 
families  there.  jhe  died  April  10,  1855* )  Jonathan  and  Pcrsis  had 


<r  w 


h 


eight  children,  listed  below.  He  '.led  December  2 


Lp.-xO 

C  . 


1 .  J  a  c 


b;  born 
1047. 


ay 


50, 


1761;  married  Anne(o#  Annls)  Burton;  died 


October  3* 


2. 


•villiam;  born  A-ril  13,  17S3;  married  v’artha  Brown;  also  said  to  have  x& 
married  Anna  i'h  it  marsh;  died  July  15,  1853. 


5. 

4. 


Jonathan;  born  July  20,  1785;  unmarried;  died  November  27,  1849. 


Lucy;  born  October  14,  1787;  unmarri-d;  was  blind  for  17  years;  died  ’ay 
15,  1871. 


6, 


Foi-dyce;  1788;  died  1795. 


Louisa;  born  April  19,  1790;  married  Quincy  Bates;  they  had  ten  children: 
Gordyce  and  Fordyce  (twins),  Harmon,  ’arcus,  nilly^he  married  Rev. 
Telmadge  Church),  Laura  (she  married  Jabez  Hazard,  and  lived  in  -ast 
Orange, N . J. ) ,  Chepherd,  Austin,  Lorinda,  and  Jonathan.  Louisa  cied 
January  3»  1839. 


7. 

8, 


3KFPHHRD  (1).  Bee  below. 


Fordyce  elvin;  born  December  26,  1802;  married  Elizabeth  Smith  of 

Hadley,  lass.;  ’ hey  had  four  children:  1.  elvin,  who  moved  to  ol- 
orado;  married  Lrura  Cmith.  2.  'Sophia ,  who  married  Charles  Reynolds, 
3»  Oamuel  shepherd,  of  Cummlngton,  who  married  Agnes  Parsons.  They 
had  at  least  three  children:  Clayton,  Fordyce  ,  and  Helen  who  mar¬ 
ried  John  Kratzer .5  4.  Helen,  who  died  at  age  of  16. 


Persia 
dent. 
Bridge 
home  a 
Vrs.  Fn 
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Family  tradition,  reported  by  Clayton  5'napp,  says  that  Jonathan  and 
named  their  seventh  child  "Shepherd"  because  of  the  following  inci- 
hortlv  before  the  boy's  birth  one  Thomas  Chepherd,  who  resided  on 
Street  In  Northampton,  riding  through  Cummlngton,  made  the  Knapp 
station  on  his  route,  and  made  so  pleasing  an  impression  on  f r.  and 
app  that  whan  the  baby  was  born  they  named  him  Chepherd. 

In  "'-ketches  and  directory  of  Cummlngton,"  rol  1,  p  104,  Chepherd 
a  said  to  have  gone  from  Cummlngton  to  New  York  Clty/v.  He  was  then 
en  years  old.  Family  tradition  says  that  he  made  the  Journey  on 
ck  end  that  he  arrived  in  Nf-w  York  with  less  than  a  dollar  in  his 
he  entered  the  employ  of  Giueon  Lee,  a  leather  merchant,  who  had 
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married  Laura  Buffington,  'henh^rd  Knaop’s  cousin.  In  1819  he  wan  taken 
Into  the  firm.  "The  History  of  the  New  York  fwamp"  (the  district  "here 
the  leather  trade  wrr  situated),  by  F.  •* .  Norcross,  contains  a  wealth  of 
material  re  .tore  Ing  'k  epherd  Enapo  *  a  activities  In  the  wholesale  leather 
bus’ ness,  hr  retired  from  It  In  1839.  In  18/3  he  was  a  director  of  the 
Branch  Son'  of  the  United  ft.ates.  For  ’O^e  years  he  wan  Jbarcb-rl* in  of 
the  City  of  New  vork .  jle  was  -Tension  Agent  In  New  York  from  16/0  to  1641. 
He  held  official  positions  in  several  banking  and  insurance  organizations, 
and  finally,  In  1838,  became  President  of  t>e  echanifts  (afterwards  ech- 
anlcs  National)  dork  Ho  continued  in  that  office  36  years,  includin';  the 
critical  period  of  th»  Sibil  T.'ar.  The  Mew  York  Tribune  foe*  February  ?3 
and  25,  1875,  the  days  following  hie  depth,  contain  a  sketch  of  his  life 
and  t.b -  extended  -’reav'ble  and  -ve solutions  adopted  by  th?  .  ir'Ctors  of  the 
Mechanics  National  Bank. 

"  "he  Amazing  ?  suense  Ju^cl, 11  by  Til  lion  Ca rv  funcan,  (1935)  pp  22, 
291,  end  303,  alves  '■ooc-  int*- resting  facts  about  ’be  where  ns. op,  and  espec¬ 
ially  a  livr  ly  account  of  .•  n  lncioent  which  took  place  in  front  of  his 
leather  store.  Thou  ah  the  date  when  sh-nherd  l-’naro  and  adame  Jut- el  were 
neighbors  et  aohington  ^-eights  (the  settee  of  their  two  places  v/ere  oppo¬ 
site  one  another),  family  tradition  recalls  the  fact,  and  s  c  usin  who  in 
those  cays  was  a  rre-quent  visitor  in  the  \  napn  home  hsn  reported  how,  when 
'  r.  Tnapn  v/as  settin-  out  in  his  carriage,  !  r  j,  I  napp,  with  a  quizzical 
look,  would  sometimes  say,  -;h- where ,  don't  you  go  near  that  dreadful  wom¬ 
an."  «u>ribc(. 


Cn  ’arch  29,  1820,  hcpherd  married  Catherine  Louisa  Kjlmbel,  daugh¬ 
ter  .Vi  111am  lu'bsl,  deceased,  and  Esther  (or-  Nestor)  Baton.  Her  father 
( family  tradition  says  he  was  of  utch  descent)  «aa  a  watch  and  clock  maker 
in  New  vork  ;it.y  as  early  as  1775*  Mis  advert 1  * cm ant  apnea  red  in  "  •'h<i  New 
York  Bazett^ano  the  Weekly  Mercury"  £»x  for  dfulv  24,  l?75.  fh-re  is  no  ev¬ 
idence  that  he  was  In  few  York  during  the  British  occupation,  but  in  1786 

he  is  mentioned  In 
3)  ;  also  in  "The 

Old  lock  Book,"  by  N.  Hudson  ' oore.  (  .ee  over.) 

Bhowh^rd  Ynspn  acauired  No.  2  North  Yashin ’ton  hive  for  his  res¬ 


in  the  first  New  York  City  directory  hi°  name  appears, 
"i'he  Arts  and  Crafts  oJ  I;ew  '7'ork,  1726-1776, ''( op  159,  l1 


id'ence  in  I836.  Latr  r  he  had  e  home, 


elbourne,  on  Washington  Heights  in 


the  uoper  part  of  the  city,  where  he  lived  until  his  death. 

In  162?  he  and  his  wife  Joined  bv  confession  th-  >rick  Presbyterian 
Church,  ‘her  on  Beckman  ftreet,  of  which  Cr«  Gardiner  rrir.g  was  pastor.  In 
1832  he  became  a  .eacon,  and  from  1834  to  his  eath  was  er  eld-'-r  of  that 
church.  For  many  years  he  ras  one  of  its  trustees,  end  for  six  years  from 
3.868  ras  President  of  the  roard. 

i'he  fa. oily  Bible  of  -hewherd  *  s  son  Gideon  L^e  Knapp  and  other  fam¬ 
ily  records,  th-*'  records  of  the  First  Presbyterian  Church  and  the  Brick 
Presbyterian  Church,  "lh«  History  of  thie  urick  Presbyterian  church,"  by 
Sh-pherd  "•  nanp,  a  great  -r:rr  no  son ,  the  New  York  City  .irectories,  and  the 
New  York:  newspapers,  provide  the  f sets  in  the  preceding  paragraphs  and  mar?/ 
of  the  dates  and  other  facts  in  the  following  Outline. 


3HEPH- RD  (1),  of  New  York  Jity;  bom  in  dum-ington,  Ms -is.,  January  7,  1793; 

went  to  Few  York  In  1812;  leather  merchant;  bonk  president ;  married 
on  ’arch  29,  1620 , Catherine  Louisa  Lumbal,  daughter  of  ' llliam  anc 
Esther  (eaten)  umbel.  (  :he  was  born  September  26,  1793,  one  died 
July  26,  1872.)  They  hau  eightV’^i ated  below.  :h~phsrd  died  Feb¬ 
ruary  22,  1875.  *' 

1.  GliCEON  LSE.  See  below. 

2.  Shepherd;  died  January,  18 30 ,  in  his  seventh  year. 

3.  Peter  Kunble;  born  Aug  3,  1825;  married  Anne  Ann  11a  (?)— - - ; 
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they  had  seven  (or  ^ore?)  children,  listed  below.  Peter  rumble 
died  February  21,  1871. 

1.  Anne  Amelia;  died  ,ray  15,  1862,  in  her  15th  year. 

2.  George  A.;  born  November  17,  1849;  died  January  6,  1900. 

3.  heodore  A.;  born  about  1854 

4.  Laura  (?J.);  born  about  1857;  was  rrobably  living  in  Plermont, 

N.  Y.,  1 Kxi  as  late  as  1916. 

5-  Fanny;  born  July  3,  1858;  dl^d  T ay  19,  1862. 

6.  Peter;  born  September  11,  1859;  died  February  6,  1893^.  r%{?cf 

/<7 

7.  -lizabeth;  born  November  29,  1864;  olea  February  '§7  1893. 

”0  this  family  -ay  belong  "ate  Louisa,  born  August  25,  1861,  died 
Pay  27,  1874,  for  she  is  buried  near  Peter,  3r.,  in  the  family 
vault  in  Greenwood  '■'emetery .  The  list  of  children  given  above  is 

not  certain,  and  "ay  be  inco’plete  or  incor  ect. 

4.  William  tumble;  born  November  2,  1827;  married  ’'aria  Veserole;  they  had 

three  (or  m  re?)  children,  lifted  below.  He  oied  ',eot,p"bsr  24,  1877. 

_  Ik  «-v  1  \ 

1.  fvellne;  married  Harry  Hollins;  they  had  a  daughter,  a  fa-oua 

golf  champion.  A 

2.  aria;  unmarried;  known  as  ":udie." 

3  •  J  ohn . 

■  There  may  have  been  a  Kate,  perhaps  born  before  Kveline.  dr  perhaps 
she  was  the  Kate  Louisa  noted  above  as  possibly  daughter  of  Peter  Y  • 
To  this  family  orobably  belongs  llliarr,  tumble,  born  July  25,  1861, 
di'-d  July  15,  1867,  for  he  is  burled  next  to  William  K.,  r-,,  in 

the  family  vault  in  Greenwood  '"emetery.  Gut-  the  dates  make  it  1  m— 
possible  to  place  both  him  and  Kate  ^ouisa  in  the  same  family. 

5.  Shepherd ;  bo»n  October,  1829;  di^d  April,  I83O. 

6.  Shcphv-rd  ^ordyce,  of  t>w  York  City;  born  August  29,  1832;  irarri ed  Kate 

Floyd.  3rnlth.  (3he  was  born  November  29,  1832,  ana  died  "arch  23,  >(. 

— d'dddddddddoddbddciagyddSdo  Th^y  had  two  (or  more?)  children, 
lifted  below.  He  died  December  25,  1886. 

1.  William  pob^rt ;  born  varch  1,  1854;  died  December  9,  1899.  Two 

children  buried  iri  the  family  vault  in  Greonv-ood  Cemetery 
may  be  his;  KxxkkxjcxiisxRiaxxxfcjaxkisxfxlckxx-x  lmee,  born 
February  9,  1870,  dl°d  February  21,  1871,  and  especially 
Kate  Floyd,  born  September  28,  1875*  died  ’  arch  26,  1880, ' 
who  would  thus  have  been  named  after  his  mother.  However, 
he  may  not  have  been  married. 

2.  Shepherd  Fordyce;  born  December  29,  1856;  died  October  27,  1882. 

This  is  probably  the  Shepherd  who  was  drowned  in  the  Hudson 
in  his  twenties. 

This  family  may  have  included  a  Charles,  possibly  between  7v  ill  lain 
R,  and  Shepherd.  F,  and  possibly  others. 
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7.  Addison  Kelvin;  born  July  13,  1835;  unmarried;  died  September  16,  1874 

8.  Theodore  Augustus;  born  October,  1837;  died  August,  1838,  aged  10  months. 


Family  Bibles,  tombstones,  other  family  records,  New  York  City  i-ir- 
estories,  and  records  of  the  '-’rick  Presbyterian  Church  provide  the  material 
for  the  following  Outline: 

GIDEON  LET,  of  New  Y  rk  City;  born  September  29,  1821;  ferry  business,  espec¬ 
ially  the  ownership  and  management  of  the  ferries  running  from  from 
the  foot  of  vast  23rd  and  East  10th  Streets  to  Long  Island;  died  July 
15,  1875;  married  February  1,  1842,  Augusta- 'urrsy  spring,  daughter 
of  Or.  G-ardlnaer  Spring,  pastob  of  the  urlck  Presbyterian  Church,  and 
Busan  Barney.  Augusta  was  born  September  3,  1322,  and  died  'arch  10, 
1885 •  They  had  seven  children,  lifted  below: 

1.  Catherine  Louisa;  born  January  13,  1843;  died  ’'ay  1,  1844. 

2.  Kate  Louise;  born  December  10,  1845;  di^d  April  21,  1881;  married 

Benjamin  L.  do  Forest.  They  had  five  children,  listed  below: 
vde  Forest' 

1.  Helen;  born  Se-tember  19,  1865;  died  "'arch  26,  1908;  {mar¬ 
ried  Henry  (or  Harry  ?)  A.  Griffin.  Th  =  y  had: 

1. Helen  de  Forest  Grigfin;  born  July  14,  1895;  married 
Hugh  D.  Cotton  They  had: 


I 


t- 
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1.  H'-len  de  Forest  Cotton;  bom  Yar-ch  2,  1922. 

2,  Anita  Davies  Cotton;  born  July  5,  1925. 


W/Vj  V4M. 

2.Kate.Gif f in;  born  "arch  14,  1897;  married  77.  1’s.cy 


Chamberlin  They  had : 

1.  Kate  de  Forest  Chamberlin;  born  December  0,1924 


2.  Judith  Chamberlin;  born  October  1,  1930. 
fd e  Forest ; 

2.  Benjamin  ~  ^ bo rnJ  January  9,  1868;  died  at  the  age  of  27; 
unma rrled . 


3.  Shepherd  Knapp  de  Forest;  born  September  1?,  1867;  died 
November  2,  1929;  married  (1st)  Josephine  Lalm- 
beer,  and  (2)  I'rs.  Kate  Rogers  Nowell.  Shepherd 
had  by  his  first  marriage: 

de  Forest ; 

1,  XXXIX  Josephine  Louise;  "born  December  14,  1894;  died 
May  26,  1910. 


2.  Augusta  Soring^KfeisKH  de  Forest;  born  December  26, 
1897;  married  William  Gray  Bchauffler,  Jr.  (now 
Golonel  in  U  .0 .Army) .  They  had: 


1.  William  Gray  Schauffl^r,  III;  born  July  12, 
1920;  reported  missing  in  action  north  of 
Valla  La  Vella,  oloon  Islands,  July  20, 
1943;  awarded  po^thumou sly  Silver  Star, 
Air  i>dal,  and  Purple  Heart;  married  June 
9,  1942,  Nancy  Colston  Holt  (born  October 
31,  1919).  They  had: 
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1.  William  Grey  nv. 
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2.  Kate  do  Forest  Schauffler;  born  July  28,1923. 

3*  vargaret  de  Forest;  born  October  26,  1900;  marrid 
October  16,  1923,  Valter  Van  3.  Roberts,  They 
had  : 

1.  Vary  de  Forest  Roberts;  born  August  11, 

1924;  rrarrl'd  December  23»  1943,  Dudley 
E.  Vioodbridge. 

2.  Walter  Van  3.  Roberts;  born  ”ay  23,  1926. 

3.  Sheuherd  Knapn  de  Forest  Roberts;  born 

ranch  15,  1932. 

4.  Faward  Layton  de  P’orest;  born  October  26,  1877;  died 

August  10,  1941;  married  T'argle  Bliv^n.  :hey  had: 

1.  rdward  Layton  de  Forest;  born  January  12,  1900; 

died  T'ay  8,  1919. 

2.  Gideon  T’naop  de  Forest;  born  *"ay  12,  1906;  *'ar- 

ried  Isabel  Shaw.  They  had: 

1.  ”ott  de  Fore°t ;  born  June  16,  1932. 

2.  ‘'a*gie  Suryea  de  Forest;  born  April  26,1936 
3»  Caroline  de  Forest;  born  June  21,  1939* 

4.  Isabel  de  Forest;  bom  October  22,  1940. 

5.  Augusta  Sprlhg  de  Forest;  born  vfuly  17 ,  1875;  died  "ay 

4,  1885.  3he,  being  named  for  her  grandmother  Anapp, 
Inherited  her  nickname  also,  in  the  form  "buckle." 

3.  SHEPHERD  (2)  of  Mew  York  City;  born  January  23,  1847;  stock  broker; 

his  father  bought  him  a  seat  in  th»  New  York  Stock  Exchange 
(it  was  an  actual  seat  in  those  days)  for  £1000;  his  lew 
York  homes  were  at  102  T,ast  Jo  Street  and  266  ^exingtrn  Av¬ 
enue;  his  summer  home,  built  in  1896,  was  in  Litchfield, 
fonn.;  he  re+ired  r rom  active  business  at  about  that  time; 
married  on  October  11,  1870,  ^mma  Benedict  (born  November 
24,  1847;  daughter  of  Jesse  V.heeler  Benedict  of  •'■ew  York 
City,  lawyer,  and  Frances  Ann  Coleman;  her  reminiscences 
and  l-tters  were  oubli sh^d  by  her  children  in  1910  under 
th^  title  "Hie  Habitat  Felicitas;  she  died  '''arch  18,  1907). 
Shepherd  and  Emma  had : 

1.  Jessie  Benedict;  born  August  31,  1871;  died  July  12,  1872. 

2.  Shepherd  (3);  born  September  8,  1877;  Columbia  College, 

Yale  Divinity  School;  ordafcned  1897,*  pastor  of  First 
Congregational  Church,  Southington,  Conn.,  1697”  1900; 
Assistant  Minister  of  Brick  Presbyterian  Church,  New 
York  City,  1901-1908;  degree  of  Doctor  of  Divinitv 
from  Mew  York  University,  1912;  pastor  of  Central^in 
Worcester,  Mass. (Congregational)  1908-1936;  unmarried; 
author  of  "History  of  the  Brick  Presbyterian  Church," 
"Old  Joe  and  Other  Vesper  Stories,"  "The  Liberated 
Bible:  Old  Testament." 

3«  Elsie;  born  September  12,  1878;  Brearley  School  in  New 

York  City;  married  October  23,  1902,  Wilson  ?'arcy  Pbw- 
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Powell  (Jr.)  of  New  York  ’’ity,  lawyer  (died  usoist 
17*  1935).  Th<r'lr  New  York  home  was  130  "ant  70 
Street;  thcir  summer  home  "Pitt.  Hall,"  Old  Chatham, 

N.  y.  "r s.  Powell  was  Director  of  the  Workroom  of 
the  American  Friends’  Service  Committee  at  144  :-ast 
20  Street,  New  York  City  from  19  .  Th^y  had: 

1.  ’.Vllson  Farcy  Powell  (3rd);  born  July  18,  1903; 

Harvard  University;  married  on 
Fredrika  Richardson  of  Cambridge,  -ass.; 
Assistant  Professor  of  Physics  at  Connecti¬ 
cut  College  for  7/oraen,  1935-37;  trofessor  of 
Physics  at  Kenyon  College,  1937-  ;  Suggen- 

heim  Fellowshio,  Cosmic  Ray  Research,  1941- 
1942;  leave  of  absence  from  Kenyon  1941  for 
Research  Fork  for  U.  S.  G-overnment.  Wilson 
and  Fredrika  had: 

1.  Wilson  Farcy  Powell  (4th);  born  June  24, 

1932. 

2.  David  Richardson  Powell;  born  ’’arch  18, 

1935. 

3.  Fredrika  Powell;  born  October  11,  1938. 

2.  Sarah  Hooper  Powell;  born  October  9,  1906;  Swarth- 

more  College;  married  Prescott  Butler  Hunting- 
ton  of  New  York  City,  lawyer,  lieutenant  in 
U .  S .  Navy .  They  had : 

1.  Francis  Cleveland  Huntington;  born  Seotfm 

ber  20,  1931. 

2.  Sarah  Powell  Huntington ;  born  June  9, 

1934. 

3.  Lawrence  Smith  Huntington;  born  June  13, 

1935. 

4.  Samuel  Huntington;  born  April  25,  1939. 

5»  Susan  Butler  Huntington;  born  '  ay  18, 

1942. 

3.  Elsie  Knapp  Powell;  born  April  3,  1909;  Swarth- 

more  College;  teacher  of  music  at 
School,  New  York  City;  camp  for  girls  at 
Pitt  Hall  Farm,  Old  Chatham,  N.  Y.;  unmar¬ 
ried  in  1944, 

4.  Kenneth,  born  August  26,  1881;  died  October  9,  1662. 

5.  Kate  Louise;  born  T'arch  16,  1887;  Brearley  School  in 

New  York  City;  married  on  November  21,  1911,  George 
Albert  Vondermubll  of  New  York  City  (of  Swiss  de¬ 
scent;  member  of  firm  of  Fill lam  Xselin  Co,  New  York, 
knit  goods)  .  Their  New  York  liome  was  at  115  T-a3t 
IQf  Street;  their  summer  home  (formerly  her  father's) 
at  Litchfield,  Conn.  They  had: 

1.  George  Albert  Vondermubll  (Jr.);  born  August  14, 

„  1912;  Princeton  University;  Institut  Interna¬ 

tional  de  Hautee  Ftudes  Universitalre,  Gene¬ 
va,  Switzerland;  International  uabor  Office 
Of  the  League  of  Nations,  ^eneva;  Industrial 
Relations;  Oxford  Group  Movement,  "'oral  Re¬ 
armament;  unmarried  In  1944, 
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2.  vr te  l-ouieo  VondPi^uhll ;  born  October  31,  2 ; 

Vas  °nr  College;  'f.rrled  dvsarti  ‘'•In island  Van 
Win  le,  Jr.;  sir rgyman ;  Assistant  inister 
of  Oraoe  ’-oiocopal  Church,  Providence,  l., 
1936-49;  Factor  of  ft.  Luke’s  oiacopal  Church, 
Worcester,  'ass.,  1940-  .  They  had: 


1.  Kate  ‘  napp  Van  winkle;  born  April  28,  1937. 


z  ♦ 


2.  Anne  Klngslan^  Van  "inkle;  born  \ugu  at  17, 

1940. 

3.  Peter  -•erble  Van  inkle;  born  ~'cenrber  39, 

1941. 

4.  Yd  ward  "cott  Van  r Inkle;  born  April  15, 

194  3. 

Valeric  onderrruhll;  born  ’’arch  '0,  1918;  Vrssar 
College;  taught  Staging  at.  dr  ear  ley  chooi 
in  Pew  York  City?!  19  -  ;  read  of  Photo¬ 

graphy  Cep* t  of  harvard  Hadio  oesearch  Labor¬ 
atory,  19  -44;  on  Staff  of  Life  a-azlne, 

1944- 


■rdward  Spring,  of  New  York  city;  born  ”ay  10,  1852;  died  *  nrch  25, 
1895*  carried  December  10,  1878  ’  nrgaret  x.xx  Ireland 
Law  ence.  They  h3d : 


1.  Vdv?ard  Spring,  of  New  York  City;  bsrn  eot<  nber 

10.  1879;  died  April  3,  1940;  married  (iz-t) 
Fosalio  mlly  Koran,  dec  err  bar  10,  1903  (she 
died  November  28,  1938);  and  (2nd)  Loro thee 
Clblee,  -ec  ember  18,  1939*  liC>  had  by  his 
first,  marriage: 

1. Fdwnrd  Spring;  born  April  28,  1905;  rince- 
ton  University;  married  (let)  ’  overrber  18, 
1931,  Tdyte  Coppell  .tliran,  divorce  in 
1934;  and  (2nd)  Jun^  2Q,  1936  "rs.  ertrude 
Bryan  Garrett.  4*e  had  by  his  first  rrarraige: 

1.  rdith  Tillman;  born  September  20, 
1933. 

2.  Fossil©  »'oran;  born  June  26,  1907;  ~-arrl ed 
January  29,  1937,  Joseph  Charles  ^ey,  Jr. 

They  had : 

1.  Fdward  Knapp  ley;  born  November 

11,  1937. 

2.  Thomas  Pa  ton;  born  October  23,  1886;  a  led  ”;ty  31, 

1936}  married  Jun«^L5,  1917  -Jessie  Lorme 
Canes  (born  ’’arch  o,  1888).  They  had: 

1.  Thomas  Paton;  bom  August  31»  1920. 

2.  Killian  Lawranoe;  born  ’arch  4,  1926. 

3.  Margaret  Augusta;  born  February  20,  1893*  died 

February  12,  1924;  marri  d  in  1920  Cr  Lee 

H.  Ferguson.  They  had: 

I.  Jane  La  - rence  Ferguson;  born  Feb- 


1 


- 
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ruary  15,  1921;  married  in  1942  Herbert  Fair¬ 
fax  Harvey. 

5.  Anna  Augusta;  born  vnrch  8,  1854;  unmarried;  died  1933  ( ? ) . 

6.  Gideon  Lee;  born  September  13,  1857,  physician;  unmarried;  died 

December  7*  1895* 

7.  Har’y  K^araarge;  born  September  25,  1864;  died  January  31, 

1926;  married  in  November,  1886,  Caroline  Burr. 

They  had: 

1.  Andrew  Fliot;  born  November  1,  1887;  di<"d  February  19, 

1891. 

2.  Gideon  Lee;  born  Octoboer  22,  1888;  died  2xfexasry  July- 

23,  1689. 

3.  Harry  Kearsarge;  born  September  10,  1890;  died  December 

17,  1943;  married  (lot)  Phoebe  Hetchuro  Thorne,  nd 
(2nd)  Elizabeth  Marshall  ’rann.  He  had  by  his  second 
marriage : 

1.  Elizabeth  Burr;  born  Aoril  28,  1922;  married  June  7, 

1941,  Frederic  Hanes  Lassiter.  They  h3d 

1.  Frederic  Hanes  Lassiter;  born  June  15,  1942. 

2.  Caroline  Pamela;  born  February  28,  1924;  died  July 

6,  1926. 

3.  Harry  Kearsarge; knap®?  born  January  22,  1928. 

4.  Theodosia  Burr;  born  January  3,  1930. 

4.  Theodore  J.;  born  August  19,  1892;  unmarried  in  1944. 

5.  Caroline  ;  born  October  8,  1897;  married 

Charles  Kintzing  Post,  divorce. 


■ 
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Probable  W-irHiam-  Line 

Norton,  Has 

(VJ1)  JONATHANKNAPP,  son,  possible  son  Nathaniel  & 
See  Boston  Transcript 
June  29,  1951 


Hedges  Genealogy 
s.  Vital  Statistics 
Rebecca  V/ebb 


B.  1709 

D.  Nov.  5,  1793,  age  BA  yrs  t73*.s  ert 

M.  Me he table  Tucker  She  d.  Apr.  22,  1795  age  87  dau.  Hobwsd  Tucker  & 
Mehetable  of  Norton,  Mass. 

(W2)  Johathan  b.  Dec.  50,  1735,  m.  5-XB-1760  Mercy  Oook  See  W  7 

(WS)  Abial  b.  Sept.  5,  1733,  d.  1332,  lynan  N.  H.  m.  1-9-1766  Keziah  Cheney 

See  Y.r8 

(V/4)  Mehi table  b.  Dec.  11,  1740,  Norton,  Mass.,  d.  1809.  m.  3-26^1764 

Rbenezer  Titus  b.  9-6-1742,  Norton,  Mass.,  d.  6-17-1822,  Norton,  ’rass. 
son  Silas  &  Mary  (Hedges)  q=  m.  2nd  1772  Abial  Dunham  of  Attleboro. 

( W5 )  Daniel  b.  Sept.  7,  1743  ra.  Nov.  27,  1766  Mary  Field  See  7/9 

( W6 )  Bethiah  b.  Nov.  26,  1746  m.  9-9-1762  David  Hedges,  b.  G-aO-1742, 
Horton,  Mass,  son  Hliphalet. 


(W2)  JONATHAN  KNAPP,  son  (’.71)  Jonathan  &  Mehi  tabid  Tucker 


B.  Dec.  30,  1735. 

M.  May  15,  1760  Mercy  look. 

(V/7)  Mehitabel  m.  Abial  Dunham  of  Attleboro,  Mass.  He  was  a  Rev.  Soldier. 
They  had  a  dau.  Sarah  or  Sally  who  m.  Otis  Bland in  of  Attleboro, Mass . 
They  had  a  son  Daniel  Handing  who  has  a  son  Tdward  M.  Bland  ing,  46 
Madison, St.;  Bangor,  Me. 


(\73)  ABIAL  KNAPP,  son(\7l)  Jonathan  &  Mehi  table  (Tucker)  Knapp 


B.  Sept.  3,  1738 
D.  1832  Lyman,  N.  H. 

M,  Kirzrfh  Cheney  1-9-1766 

( Y^8 )  Mehi  table,  b.  1781,  d.  1875  m.  1807  Samuel  Smith  b.  1782  d.  1850. 

k  ....... 
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( W5 )  DANIEL  X3TAPP,  son  ( W1 )  Jonathan  &  Habitable  (Tucker)  Knapp 
Hev.  Soldier 


B.  Sept.  7,  1743 

D. 

M.  Hov.  27,  1766  ITary  Field  -  one  of  17  children,  dau .  Zebulon  &  Anna 
( Williams ) 


( V/S )  Holly  .Baptised  July  9,  1769  or  1767-8  m.  Feb.  3,  1791.  Wn.  Lone 
2  dau.  b.  at  Horton,  Hass. 

(WIO)  Daniel  b.  Sept.  27,  1769 

(Wll)  Anna  b.  Oct.  7,  1771  m.  Dee.  20,  1792.  Laban  Smith 

(\V12)  Mehi table  b.  Oct.  29,  1774  d.  Jan.  or  June  2,  1792 

(Y/13)  Hannah  b.  Oct.  30,  1776  rn.  Sent.  11,  1799  Oliver  Hunt. 

I  JL.l- 

(W14)  Abiather  d.  1853  b.  Feb.  2,  1779,  m.  1-  Hannah  Woodward  o.  1773 
1859.  ro.2-  Haney  Potter  7  ch.  See 

(V/15)  Sphriam  b.  Hay  6,  1781 

( Y/16 )  Peddy  o.  June  2,  1783  n.  Dec.  1,  1808  , Hoses  Hunt,  son  of  Josep 

( W17 )  Charles  b.  Feb.  3,  1786,  m.  Hch.  20,  1807  Hannah  Brown, -Grower 
6  children. 


d. 

W  18 


h  3  c> 
Wisew 


As  there  is  (or  seems  to  be)  only  1  Jonathan  outside  the  Uichol 
there  are  more  than  25  in  the  Nicholas  line,  I  wonder  where  ye 
this  Jonathan  in  the  Aaron  line. 


as  line  and 
can  insert 


( W14 )  A3  IATHRR  KNAPP,  son  (W5)  Daniel  &  Mary  (Field)  Knapp 

( V71 )  Jonathan  A  Ilehitable  (Tucker)  Knapp 


B.  Feb.  2,  1779 

D. 

M.  1-  Hannah  7/oodward  -  1803  b.  1779  d.  1859  1  child  b.  1805 
2-  Haney  Potter 

(W18)  Sumner  b.  1-27-1304  m.  Phebe  Patton  10  children  See  W  31 

( y/i9 )  Charles  Frederick  b.  7-3-1806  ra.  1828,  Rachel  Pond  dau.  llathan  & 
Rachel  (Clark).  She  b®  7-2-1800. 

( W20 )  Mary  Field  b»  5-31-1805 

(W21)  Daniel  b.  3-51-1808  d.  5-27-1876  Lowell,  Mass.  m.  Mary  Hunt  or  Hoyt 
or  Mrs.  Jane  II  out,  b.  11-24-1816,  d.  7G3S1885,  widow  Jeremiah 

<3  See  W  '' 


‘ 


■  0  0  V  a»  •  w*  r  ♦o<«G  *n  sevx  exufi  «<j  xJWtoi  (df*) 


•  -  Mr  ■'■■'*■,  -f-?  *  *•  fa-/:  •.  Xt,..o,K:.: 


( W 22 ) 


Wm.  Henry  b.  9-19-1811 
£  (\V23)  Harriet  P.  b.  6-29*4-1817  in.  11-29-1858  Hiram  Dral:e  son  Warren  Drake, 

m  b .1818  a.  1888  -  3  oh. 

( V/24 )  George  Gardner,  b.  8-50-1819 

( Y/17 )  CHAH1BS  KNAPP,  son  ( W5 )  Daniel  &  Mary  (Field)  Knapp 

(V/l)  Jonathan  &  Hehitable  (Tucker)  " 

B.  Feb.  3,  1796 
D. 

M.  Hannah  Brower  Wisewell  ITch.  20,  1807. 

(W25)  Caroline  Wisewell  b.  8-7-1807  d.  9-22-1811 
(W26)  Mary  Jane  b.  6Q21-1809. 

(V/27)  Charles  William  b.  10-9-1811 
(W28)  Daniel  Field  b.  907-1813 

(W29)  Amassa  Mason  baptised  9-17-1316  d.  8-16-1818 
( W30 )  Catherine  Wisewell  baptised  12-25-1818 


(V/18)  SUHHBR  KNAPP  son  (W14)  Abi&ther  &  Hannah  (Woodward)  Knapp 

( W5 )  Daniel  &  Mary  (Field) 

(Wl)  Jonathan  &  Hehitable  (Tucker)  " 

B.  1-27-1804 

M.  phebe  Patton  b.  9-19-1808  m3-15-1825  dau.  Daniel  &  Phebe  (Perry) 

(V731)  Daniel  Sumner  b.  8-24-1826  n.  Betsey  Merrill-  intentions  8-27-1848, 
Lynn,  Mass.  V/.42 


(V.32)  Abi&ther  Hayden  b.  5-20-30-1828 
( Y/33 )  Alvan  Perry  b.  3-7-1850 
( W34 )  Phebe  Adeline  b.  7-29-1832  m. 

( W35 )  Nancy  Angelina  b.  9-7-3-1834  m. 
(W36)  Gyrus  W.  b.  9-23-1836 
©  (W37)  Charles  (P?) 

( W3Q )  Gardner  b.  8-24-1846. 


r 


Horse  of  Needham,  Mass. 
Albert  Pitts  of  Taunton,  Mass. 


, 

■ 


' 


Y-S 


(W21)  DANIEL  KKAPP, 


son 


( v/1 4 )  Abiathor  &  Hannah  ( Woodward )  Knapp 

(W5)  Daniel  A  Hary  (Field 

(V/1)  Jonathan  &  Mehitablo  (Tucker)  " 


B.  3-51-1308 

D.  £-27-1876,  Lowell,  Hass. 

M.  Hary  Hunt  or  Hrs .  Jane  Hoyt  -Hary  Hunt  dau.  Charles  (of  ITilton)  & 
Ann  Snell,  widow  of  Jeremiah. 

(V/40)  Geo.  Henry  b.  1835  d.  1885  m.  1859  Hary  Brev;er  Cooley  b.  1840  d. 
1897  dau.  Sarah  Florence  &  F.  3,  Tuttle.  D.  A.  R. 

( V/41 )  Meletiah  Rachel  b.  8-5-1854,  Lowell,  Hass. 


( V/Sl)  D  AIT  ILL  SUHH3R  KtJAPP  son  (Y/13)  Sumner  W  Phebe  (Patton)  Knapp 

(W14-)  Abaither  &  Hannah  (Woodward )  " 

( W5  )  Daniel  &  Hary  (Field)  " 

(Y/l)  Jonathan  &  Hehitable  (Tucker)  " 

t 

•  B.  8-24-1826 
D. 

M.  Betsey  Herrill  8-27-1848  Lynn,  Has'.'.. 

(V/42)  Daniel  Forest  b.  7-26-1849,  Lynn,  Hass. 


(W40)  &F0RG3  HLFRY  K1TAPP  son  (W21)  Daniel  &  Hary  Hunt 

( W14 ) 

(W5) 

( W1 ) 

B.  1835 
D.  1883 

M.  1859  Hary  Brewer  Cooley 


( W43 )  Sarah  Florence  m.  Tuttle  (D.  A.  R.  Record) 


. 


. 
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ti.  tiolprd 


(V/45)  FOPPYCN  MSI YIN  KNAPP  son  (V/44)  Jonathan  &  Persis  Melvin 

f 

M.  Elizabeth  Smith 

(W46)  Samuel  Sheppard  \/.48 

( V/4  7 )  Sophia  b.  184  0  d.  1891  n.  Chas .  Pickinson  Reynolds.  He.  b.  1847. 


( W46 )  SAMUEL  SHEPPARD  KNAPP  son  (V/45)  Fordyce  M.  &  Elizabeth  Smith 

( V/44 ) 


M.  Agnes  Parson 
{V/48)  Helen 


Y/ia .  1  ine 

( V/4 9  )  JOHNSON  KNAPP,  son  of 


.-I 

'  I 


See  W.E6 


Wm.  line 

(WEE)  JONAH  KNAPP  son  (V/49)  Johnson  &  Peborah  Knapp 
$  .  Sold  ~tS  3  o  ^  S  oJL' «-*»  3  <?  9  9  4^,  Lt  5  o  o 

of  Orange,  Mass.  &  Dummerton,  Yt. 

•  •'  iZl  j 

i  3.  1770 

P.  Sept.  17,  1821 
|  M .  Ann 

& 

j.  .  i:; 

V  *  ;  '  '  jfj 


j.t.  Peborah  Knapp  dau.  of  Comfort  Knapp 
( Y/SO )  William 
(Y/51)  John 

(V/52)  John  m.  Sarah  Park 
( WES )  James  m.  Mary  Fisk 
(WE4)  Elisha  m.  Persis 

(V/SS)  Jonah  m.  Ann  He  was  bom  in  1770.  P.  Sept.  17,  1821. 


- 


(earn 


C W.r6 )  John  b.  4ng.  1,  1793  at  Orange,  Hass.  ra.  Jan.  31,  1822  Hannah 
( ViT 7 )  Lucretia  d.  Jan.  31,  1795  m.  June  3,  1814  Justin  Sargent 
(Y/58)  Orrin  b.  Hoh.  18,  1798 

( W59 )  Caleb  L.  b.  Jan.  15,  1801  ra.  Sept.  12,  1831  Linda  Sargent 
(W60)  Sally  b.  1804  d.  in  1806 


Ad  am 


(Y/61)  Horace  b.  Hch .  12,  1808. 


FIRST  FOUR  GENERATIONS  OF  TAUNTON  KNAPPS 


Xn  July,  1903,  vr.  Franklin  Pratt  of  347  Tr-mont  Street,  Taunton, 
’’ass.,  q?nt  to  me,  Shepherd  napp,  a  report  on  the  earliest  Knopps  in  Taunton, 
which  s^ld  h’d  been  oreo  red  by  a  "r.  Wilcox.  He  add^d  that  he  thought 
It  contained  "'on’e  errors. "  I,  however,  working  fro"'  the  records  in  Aaun- 
ton,  jnave  produced  almost  t^cal  results,  1  he  jcKxxxKotxx  one  and  only  real 

difference  being  In  the  nare^oi  tros^nh  and  Jn'ehltable,  he  reporting  Abijah, 

I,  Abigail.  To  be  sure  we  in  som e  cases  give  the  order  of  the  chlluren  dif¬ 
ferently,  but  that  means  nothing,  for  neither  he  (presumably)  nor  I  had  any 
way  of  knowing  what  the  correct  ordrr  was  except  In  a  f c'n  cases,  and  there 
we  are  in  agreement.  In  my  opinion  r.  Wilcox's  material  Is  very  accurate, 
and  was  derived,  largely  if  not  entirely,  from  a  study  of  the  land  and  pro¬ 
bate  records  of  Taunton,  som®  of  which  he  actually  quotes.  These  are  in¬ 
cluded,  in  quotation  marks,  in  the  footing  draft  of  his  material.  I  have  in¬ 
serted  references  to  oth°r  records  taken  from  try  own  notes,  which  are  -iven 
in  an  appendix  below.  For  convenience  of  comparison  I  have  changed  the 
for-”  of  x,r.  Wilcox1  3  material  — a-^ch*rrb j  and  re-r- 

nrgeo  it  in  the  form  which  I  have  used  in  ~y  own  notes  on  Knapp  Genealogy. 

Aaron  (1)  married  Elizabeth.  "Letters  of  administration  granted  <£o  widow  ET- 
izabth,  October  22,  1674."  She  marrl- d  (gnd)  January  17,  1702,  John 
Hoskins.  A®ron  and  Elizabeth  had  eimht  children: 


1.  Elizabeth;  married  February  17,  1673/4  Nicholas  Stoughton,  a  cooper. 

2.  v’ary;  baptized  at  Roxbury,  November  20,  1659. 


3.  Aarep  (2);  ’'arried  December  8,  1686  Rachel  Burt  (daughter  of  James)  "His 
will  dated  April  11,  1724,  and  probated  June  16,  1724 .  (See  Bote  A 
in  Appendix.)  The  children  of  Aaron  and  *-achel  were:  i. 


1.  Benjamin;  married  (l^t)  -'ehitable  Eddy,  February  17,  1731/2,  and 

(2nd)  Sarah  Baker,  January  15,  1735.  , 

2.  Aaron  (3)  •  -  r  '  L' 

3.  Fbenezer.  '  '-W-  ■’-!  '  •  V'1 ,  ^  ' 


A.  Nathaniel;T'arrled  (1st)  Rebecca  Cobb,  ’’arch  19,  1729/30,  and 

(2nd)  Bethlah  Briggs,  Kls  children  we re:  „  /,  * 

1.  Joshua. 

2.  Bethiah. 


3.  Flijah. 

4.  Ephraim. 

5.  Varcy. 


4.  John  (1);  married  October  7,  1685  Sarah,  daughter  of  Jonah  Austin,  Jr. 

(She  was  born  November  4,  1665*)  They  had  the  son  listed  below  (but 

see  Note  D  for  two  more  children,  for  wh'-m  places  have  been  left  be¬ 
low  ) .  See  also  Notes  3  and  C. 

1.  John;  married  1fary - — -,  (who  on  February  18,  1728  was 

appointed  administratrix  of  his  estate.  She  married 
(2nd)  - - -Cobb).  They  had:  See  Notes  E,  F  &  D 

1.  Vosee.  See  Note  E. 


. 
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2.  Jonathan;  married  Nehltable  Tucker.  See  notes 
Ef  G,  and  H. 

I  3.  Ruth;  married  Philip  Fa son.  See  Note  E. 

j  2. 

3. 

5.  Noses;  married  Phebe - - - 

6 .  Joseph.  C- ^  :  ~ 

7.  Samuel;  shoemaker;  Married  ?,ay  26,  k68?  “llzabeth  Cobb$.  probably  daugh- 

t^r  of  Edward  (£his  Is  marked  with  several  interrogation  points,  but 
whether  due  to  ilcox  of  Pratt  or  Shepherd  ynapo  cannot  now  be  de¬ 
termined).  His  win  dated  "’ay  11,  1715, and  proved  April  6,  1719. 

He  had  eight  children: 

1.  Joseph;  married  December  30,  1736,  (this  date  Is  preceded  by  an 

interrogation  point,  inserted  by  whom  is  doubtful,  33  abmre) 
Fehltable  Stacey.  She  was  appointed  administratrix  of  his 
estate  April  8,  1747,  and  guardian  of  the  following  two 
children  under  14  years  of  age.  See  Note  I. 

1.  Jo  0eph.  see  Note  I. 

2,  Abijah.  gee  Note  E  I. 

2.  Samuel.  £■'<•  >5 

I 

3.  Nathaniel.  _  ,  , 

y  A/. 

.4,  Seth.  J) 

5*  Bethiah 
I  • 

6.  Elizabeth. 

7.  Abigail. 

8 .  Fa ry . 

NOTES 

A.  Births,  Varriages,  and  heaths  of  Taunton,  2:250.  Aaron  Knap  married 
Rachel  Burt  Cpcember  8,  1686. 

B.  Probate  Records  of  Taunton  (hereafter  designated  PET),  3:232.  jfskrc* 

fcteKXKXMxaf  xashnxiatjsxsSxxKKMtsRXHWEJsxBxtzixtkKxiKVKpitaryxHixkkKxiattxrix 
KXiXt»XXXSh»X5StXtBXH£xJah?!¥XtlCkRXSj?XXSSHk®KXHbVEX8XEKKnbXBXbKXnbXSXV 
The  inventory  of  the  estate  of  John,  late  of  J- aunt  on,  is  sworn  to  by 
his  son  John,  /  t  *•)  f%- 

G.  Land  Records  of  i'aunton  (hereafter  designated  LRT ) ,  18:77.  Sarah  Knaps, 
who  had  married  John  Knap,  is  described  as  daughter  of  Jonah  Austin. 

(This  record  Is  completed  in  Note  D. ) 

D.  Same  reference.  «HxahxkT®apxixEKx)CEtBxSi  The  legal  representatives  of 
Sarah  Knap  (described  in  Note  C)  were, in  1718,  John,  Ephraim, and  vary 
Knap,  and  Sarah  Lexter  with  her  husband  James. 


3. 


H. 

I. 


In  April  end  June?,  1726,  guardians  appointed  for  Jonathan,  voses,  and 
Futh,  children  of  John  Knap  of  Taunton,  deceases,  minors  over  14  years 
of  age.  PRT  5:  251,  274. 

JLS3 

PFT  6:204,,.  '‘ary,  widow  of  John  of  Taunton,  granted  administration  of 
estate,  February,  1728/29/.  a/— 

LRT  44:90.  Jonathan  Knap  of  Aauntcn  sells  land  that  was  John  Knap's 
late  of  Taunton,  deceased,  January  18,  R-7-g4 .*73/  ? 

LFft  54:344.  ",fehl table,  wife  of  me,  Jonathan,  ,farch,  1734. 

PRT  11:245.  ”ehitable  of  Taunton,  widow  of  Joseph,  veaman,  appointed 
guardian  of  Joseoh  and  Abigail,  under  14  years  of  age.  Aorll  8,  1747. 

The  following  records  throw  some  further  light. 


J  Genealogical  Register,  1:119.  Testimony  as  to  will  of  Joseph  late  of 
'  s- f ore  going  out  on  expedition  to  Canada."  Refers  to  his 
brother  Samuel  and  to  XX  Elizabeth,  daughter  of  roses.  Sworn  to  'arch 
17,  1690/91/ 


K.  Ditto,  2:26.  Inventory  of  estate  of  Joseph,  late  resident  at  Plymouth, 
who  died  on  hi3  return  from  the  expedition  to  Canada.  Presented'  bv  voses 
eldest  brother  of  said  Joseph.  Parch  17,  1690/91 

L.  FPF  4:304,401.  frill  of  Aron  Knap  of  1’aunton,  husbandman,  "bring  vevy 
sick  and  wcave  in  body  but  perfect  mind  and  memory"  -  "my  wife  Rachel"  - 
to  his  son  ^en jam  in  interest  in  saw  mill  -  to  Aron  10  acres  of  homestead; 
forbidden  to  '’ell  "except  to  one  of  my  children"  -  son  Rbenzer  appointed 

|  executor  -  ^on  Nathaniel  -  daughter  Hannah .  He  made  his  mark.  ill 

dated  June  16,  1724,  proved  June  16,  1724.  Inventory  370  pounds,  8  sh. 

V.  Taunton  Town  Records  (very  ! ncomolete,  destroyed  by  fire;  hereafter  desig¬ 
nated  TTR)  2.250.  Ebenezer  Knap  married  Elizabeth  Cobb  of  Norton,  July 


tf.  LF-.T  41:531*  Nathaniel  and  Seth,  both  of  * aunt on,  husbandmen,  “eference 
to  father  Samuel  and  eldest  brother  Joseph.  June  15,  1735/ 

O.  Copies  by  F.  Pratt,  from  PRT?  frill  of  Aaron  Knap  of  Rehobo th,  husbands  an, 
^being  now  enlisted  in  expedition  to  ye  Island  of  Cuba  in  ye  Spanish  Jest 
Indies,  and  not  know-lng  w  ether  I  shall*  ever  return"  leaves  land  in  ?e- 
hoboth"to  *“ehitable,  daughter  of  my  brother  benjamin,  which  land  my 
brother  Fbemezer  had  a  deed  of  but  hath  never  paid  any  money  for  it,  "and 
bound  himself  in  bond  of  300  pounds  to  pay  one  hundred  and  fiftyoounds 

or  deliver  a  good  deed  of  ye  same  to  my  Kfeixos  heirs."  Leaves  other  land 
in  Rehoboth  "to  ihx  child  which  my  wife  Is  now  pregnant  of  orovlded  it 
lives  to  ye  age  of  18  yrs."  3equest  to  wife.  Date  December  19,  1741. 

P.  LRT  38 :20ete .  Several  deeds  of  1743,  1759,  1761,  1771,  made  by  Ebenezer 
of  Taunton,  husbandman.  Reference  to  daughter  Hannah,  wife  of  Daniel 
Wood.  In  that  of  1759  "I  Elizabeth,  wife  of  ye  said  Ebenezer." 

Q.  LRT  44:344.  Deed  made  by  Jonathan  of  Norton  and  wife  i'ehitable,  1743/44. 

; 

R.  L^T  44:223.  D«ed  by  Ebenezer  and  Nathaniel,  bath  of  Taunton,  sons  of 

the  late  Aron  of  Taunton,  ''arch  27,  1760 

S.  LRT  45:377.  Deed  tby  Samuel  of  Taunton.  Ffifers  to  father  Samuel  of 
late  of  * aunt on,  and  wife  "ehltsble .  January  8,  1762.  Signed  his  name. 


■ 


. 


'• 
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T.  TTR  No  volume  and  cage.  Old  ^enjamin  died  February  15,  1765* 

f  U.  PRT  10:520.  Nathaniel,  eldest  son  of  Nathaniel,  late  deceased,  prays 
\  immediate  division.  October  16,  1764. 

V.  PEr  18:513*  Widow's  t1  iras  for  ^ethiah,  widow  of  Nathaniel  2nd.  Novem¬ 
ber  19,  1764. 

W.  PRT  18:523*  Chl’dren  of  Nathaniel:  Joshua,  Bethiah,  Flizabeth,  -lijah, 
Fphralm,  Ablathar,  *'arey  (duaghter).  1764  (but  I  have  marked  this  with 
a  question-mark). 

X.  TTR  Nathaniel  Knap  3r  died  S'-pt  31  (slo)  16  1766. 

Y.  LRT  54:283.  Jonathan  of  Norton  and  wife  v? -  sell  land,  1770. 

Z. LRT  55*1-0.  Jonathan  3r  of  Nortbn  sells  land  to  Jonathan  Jr.  1770. 

AA.  TTR  Wife  of  old  Ebenezer  died  July  14,  1770. 


■ 
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Descendants  of  Anron  Knap 

The  genealogical  references  riven  thru  tne  first  elrht 
generations  are  from  the  files  of  Dr.  A.  A.  Knapp, 
Genenloci st  of  the  Knapp  Family  Association  of  America. 


The  descendants  of  Albert  Perry  Knapp,  which  are  complete 
to  date,  were  riven  to  the  Editor  by  the  members  of  the 
family,  and  are  considered  to  be  correct  for  all  rene" lo¬ 
gical  purposes. 

There  were  four  early  families  of  Knap  or  Knapp  in  New 
England  and,  at  this  writing  tnere  are  more  than  2?, 000 
descendants  that  have  been  card  indexed  by  the  Association. 

Various  members  of  tne  Association  are  preparing  the  dif¬ 
ferent  lines,  as  follows; 

Nicholas  Knap  by  Dr.  A.  A.  Knapp,  1800  Columbia  Terrace 

Peoria  5,  Illinois  or  Winter  Park,  Florida 

William  Knap  by  Mr.  Arthur  Mason  Knapo  of  Boston 

Roger  Knap  by  Fr.  John  f cSweeny 

Aaron  Knap  by  Vr s.  Edith  L.  Carter,  4135  Sutherland  Ave. 

Indianapolis,  Indiana. 


Knapp  Eamily  Association  of  America 

President,  David  E.  Knapp 
203  Fain  Street 
Beacon,  New  York 

Secretary,  Rhoda  B.  Lawrence 

I.C.P'n,  10  Monroe  Street 
New  York  2,  New  York 

Treasurer,  Mrs.  Heath©  Gregory 
410  Park  Avenue 
East  Orange,  New  Jersey 

Genealogist,  Dr.  A.  A.  Knapp 


This  manuscript  was  prepared  and  edited  for  completion  of 
application s  for  admission  t,o  the  Sons  of  the  American 
Revolution,  Children  of  the  American  Revolution,  and 
Daughters  of  the  American  Revolution  for  some  of  the  des¬ 
cendants  of  AAron  Knap  by  Mr.  Raymond  F.  Bowley,  76  Warren 
Avenue,  Hyde  Park  36,  Fassacnueett  s. 


1  November,  1947 


' 
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The  .following  Information  on  the  descendants  of 
Aaron  Knap  Is  cooled  from  a  letter  from  Dr.  A.  A.  Knapp, 
Genealogist  of  the  Knaop  family  Association  of  America,  with 
additional  Information  from  various  sources  with  references 
given  to  authenticate  the  information. 

AARON  KNAP,  the  immigrant  ancestor  of  this  family  was  born  in 
England  and  came  to  Taunton,  Massachusetts,  about  I63B,  pro¬ 
bably  with  the  second  Mayflower  group.  Ho  died  at  Taunton  In 
l6?A,  His  will  was  dated  June  15,  1674  and  proved  November  2, 
1674,  administered  by  his  widow,  Elizabeth,  whom  he  married  in 
England.  She  married  (second),  January  17,  1702,  JOHN  HASKINS, 
as  his  second  wife.  Children: 

i,  Aaron  (2) 

11.  John 
111.  Samuel 
i v ,  Moses 
v.  Joseph 
vl.  Mary 
vii.  Elizabeth 

AARON  KNAP  (2).  son  of  above  Aaron  and  Elizabeth,  (the  name 
was  spelled  "KNAP"  before  the  Revolution),  was  born  at  Taunton 
before  1650  snd  lived  at  Taunton,  Swansey,  Rehoboth  and  Marble¬ 
head,  and  died  at  Rehoboth  in  1724;  nls  will  was  dated  April  11, 
1724,  proved  June  16,  1724  and  administered  by  his  son  Ebenezer. 
Marrlea  RACHEL  BURT,  born  1665,  the  daughter  of  JAMES  and  ANN 
BURT.  Children: 

i.  Nathaniel 
11.  Benjamin 
111.  Ebenezer 
iv.  Hannah 
v.  Gladden. 

III.  Generation. 


NATHANIEL  KNAP ,  son  of  above  AARON  (2)  and  RACHEL  BURT,  was  born 

1766 

at  Taunton  and  lived  there  In  1590;  died  there  September  30, 


. 

- 


. 


page 


(Ref:  Tnun  ton .  Vi  tal  Records),  married  (first)  March  19,  1709 
Rc-BLCCAH  CO  .0  (also  called  Rachel  Cobb  and  Rebeckah  Vi'ebb)  , 
he  married  (second)  March  4,  1735,  MEM  I  TABLE  BRIGGS  and  had 
seven  children: 


i. 

Daniel 

il. 

Nathaniel 

iii. 

Aaron  (3) 

iv. 

M  eh  i  t  ab  1  e 

V. 

Jacob  ( ?) 

vl , 

Moeseo(  ?) 

vii . 

J  onath  an 

IV,  Generation 

JONATHAN 

KNAP,  son  of 

above  NATHANIEL  and  REBECXAK  COBB,  was 

and  died  November  3,  1793  at  Norton,  Mass., 

born  at 

Taunton,  1709 

age  84  years;  married 

February  19,  1734/5  MEHI  TABLE  TUCKER,  she 

died  April  22,  1795,  aged  87  years,  bom  October  21,  1709, 

daughter 

of  ROBERT  and 

MEHITH03SL  TUCKER  of  Norton.  Children: 

i. 

Jonathan 

ii. 

Abial 

iii. 

Mehi table 

iv. 

Daniel 

V. 

Both!  ah 

Note:  There  is  some  discrepancy  in  the  dates  of  birth 
and  marriage  of  NATHANIEL  and  JONATHAN.  Dr.  Knepo 
believes  1709  is  correct  for  both,  but  ennot  prove 
anythin*.  See  BOSTON  TRANSCRIPT,  June  29,  1931. 

V.  Generation. 


DANIEL  KNAP,  son  of  above  JONATHAN 


and  MSHITARLE  TUCKER,  born 


September  7,  1743;  died,  November  16,  1832,  age  88  years  (Norton 
Vital  Records,  page  379);  married  November  27,  1765,  VhRY  FIELD 
0«e  of  17  children,  daughter  of  ZEBULON  and  ANNA  WILLIAMS 


(Horton  Vital  Records,  cage  265), 


ehe  died  January  15,  1826  in 


her  83d  year  (Norton  Vital  Records,  page  379).  Children: 


i,  Molly 

ii.  Daniel  (2) 

iii.  Anna 
Iv.  Mehitnble 
v.  Hannah 


vi. 

Abi  at  her 

Vii. 

Ephra  1m 

vlli. 

Peddy 

ix. 

Charles 

■ 


-* 
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Re  volute  on  ary  War  Record  of  DANIEL  KNAP. 

Ref:  Massachusetts  Soldiers  and  Sailors  In  the  War  of  the 
Revolution,  vol.  IX,  pages  328  and  379. 

History  of  Bristol  County  (Hurd)  pages  606-8. 

KM  AP ,  D  AN  I  EL ,  Norton,  Sergeant,  Cant.  Benjamin  Morey’s  co., 

Col.  John  Daggett’s  regt.,  which  marched  on  the  alarm  of 
April  19,  1775;  service  10  days;  also,  Capt.  George  Hake- 
peace’s  co. ,  Col.  John  Daggett's  regt. ,  service  5  days;  com¬ 
pany  marched  December  8,  1776  on  an  alarm  at  Rhode  Island; 
also,  detachment  from  Cant.  George  Makepeace's  co..  Col. 

George  Williams  regt.,  which  marched  to  Tiverton,  R.I.,  Oct. 

13,  1777  by  order  of  Brig.  Gen.  Godfrey,  service  7  days;  also 
in  Capt.  Seth  Smith's  co.,  Col.  Isaac  Dean's  regt.,  4th  Bristol 
county  regt.,  entered  service  August  1,  1780.  Discharged 
August  7,  1780,  service  9  days  on  the  alarm  of  Rhode  Island; 
Sgt.  in  Capt.  B.  Morey's  co. ,  April  19,  1775. 

VI,  Generation. 


ABI  AT  H  ER,KGAPP ,  son  of  above  DANIEL  and  MARY  FIELD,  bom 

February  2,  1779,  lived  at  Taunton;  married  (first)  June  6,  1803, 

HANNAH  WOODWARD,  who  was  born,  November  23,  1783  and  died  November 

1,  1817;  he  married  (second)  NANCY  POTTER,  who  was  bom  in  1779, 

Children:  i.  Sumner 

li.  Charles  Frederick 
ill.  Mary  Field 
iv.  Daniel 
v.  William  Henry 
vl .  Harriet  P. 
vii.  George  Gardner 
viii.  Rebeck ah 


VII.  Generation 

SUKNSR  KNAPP,  son  of  above  Abiatner  and  HANNAH  WOODWARD ,  born 
January  27,  1804,  baptized  October  4,  1818  (Norton  Vital  Records)- 
died  November  15,  1884,  married  March  15,  1825,  FHEBE  PATEN 
(^orton  Vital  Records,  page  263),  who  was  born  September  19,  1808 
or  September  13,  1804,  died  June  6,  1879,  the  daughter  of  DANIEL 
PATTEN  and  PHEBE  PERRY  of  Norton,  Mass.  Sumner  Knapp  was  a 
farmer.  Children:  (Norton  Vital  Records,  page  88) 


.  * 
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i.  Daniel  Sumner 

born 

March  24,  1826 

ii.  Abinther  Hayden 

u 

May  26,  1828 

ill.  Alvan  Perry 

h 

May  7,  1830 

lv.  Phebe  Ad  aline 

n 

July  29,  1832 

v.  Nancy  Angel ine 

»l 

September  3,  1834- 

vi.  Cyrus  W. 

w 

September  23,  I836 

vli.  Charles  ?. 

11 

September  13,  1834 

viil.  Gardner 
ix.  Eliza 
x.  Elinor 

11 

August  24,  1846 

VIII.  Generation 

DANIEL  SUMMER  KNAPP,  eon  of  above  SUMNER  and  PHEBE  PATTEN, 

was  born  March  24,  1825;  marriage  intentions  published  August 27, 

1848  at  Lynn,  Mass,  for  ELIZABETH  (BETSEY)  CLARK  MERRILL,  but 

were  married  at  Farmington,  Maine,  September  14,  1848  (Ref: 

Farmington,  Maine,  Town  Records).  She  was  born  at  New  Sharon, 

Maine.  Daniel  Sumner  Knapp  was  a  blacksmith.  They  had: 

i.  Daniel  Forest  bora  July  26,  1849,  Lynn,  Mass. 

Other  children  not  listed  at  this  writing. 

ALVA'?  PERRY  KNAPP,  son  of  the  above  SUMNER  and  PHEBE  PATTEN, 

bom  May  7,  1830  at'Norton;  married  'September  7,  1851  at  Woburn, 

PHEBE  S.  DRESSER  of  Stoneham. 

IX.  Generation . 

Ref:  Mass.  State  House  Records,  vol.  309,  page  216  and  Fitchburg 
Records,  vol.  vili,  page  3. 

ALBERT  PERRY  KNAPP  of  Fitchburg,  age  22,  clerk,  bom  in  Stoughton, 
parents:  DANIEL  S.  and  ELIZABETH  -  and 

ELLS  BAILEY  of  Fitchburg,  age  21,  no  occupation,  parents 
GEORGE  and  ELLEN ,  first  marriage  of  each,  married  by  S.  J.  Stewart, 
Clergyman,  Fitchburg,  Mass.,  January  1,  1879. 

AL£33iT-JPgRRY.  KN AP? .  bora  in  Stoughton,  July  29,  I856,  died  in 
Hyde  Park  (Boston)  March,  1919  and  CARRIE  ISABELLE  BAILEY  was  bom 
in  Fitchburg,  December  23,  I857  and  died  in  Hyde  Park  in  1945. 


" 
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Children : 
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1.  George  Forrest  Knapp 
il  .  Cora  Belle  Knapp 
111.  Harry  Albert  Knapp 

iv.  Bessie  Louise  Knapp 


born  October  11,  1879 
"  September  20,  1882 
"  May  9,  1890 

December  8,  1898 


X.  Generation. 


GEORGE  FORREST  KNAPP,  born  October  11,  1879,  Fitchburg,  Hass, 
unmarried. 


CORA  BELLE  KNAPP,  born  September  20,  1882  in  West  Fitchburg, 
Hass.,  married  SEWARD  WIL50R  RAY,  November  24,  1904  in  Hyde 
Park,  Mass.,  and  had  twelve  children: 


i.  Wilbor  Seward  Ray 

ii.  Gladys  Wilma  Ray 

iii.  John  Albert  Ray 

iv.  Thelma  Estelle  Ray 

v.  Walter  Knapp  Ray 

vi.  Dorothy  Adlai  Ray 

vii.  Clifford  Walton  Ray 
viil.  Frederick  Alrnar  Ray 

ix.  Ernest  Studley  Ray 

x.  Emerson  Forrest  Ray 

xi .  Renee  Elizabeth  Ray 

xii.  Richard  Allan  Ray 


born  September  4,  1935 
"  March  8,  1907 
'  October  14,  1908 
September  28,  1910 
"  August  12,  1912 
"  February  22,  1914 

:!  November  16,  1915 

’’  September  11,  1918 
”  November  14 ,  1920 
"  May  26,  1922 

November  7,  1925 
September  21,  1929 


HARRY  ALBERT  KNAPP,  bom  Hay  9,  1890  in  Hyde  Park,  Hass  and 
married  ETTA  LOUISE  MORLEY  of  East  Boston  on  January  7,  1913. 
She  was  born  on  January  29,  1889,  the  daughter  of  JOHN  CHARLES 


MORLEY,  who  was  born  In  June,  X859  in  East  Boston  and  LUCRETIA 

CATHERINE  LEWIS,  who  was  born  In  Nova  Scotia,  August  17,  1869 

and  married  April  5,  1888,  Children : 

I.  Ruth  Louise  Knapp  bom  April  9,  1913 
II.  Emma  Lorraine  Knapp  "  July  4,>19l6 

iii.  Harriette  Alberta  Knapp  November  19  1921 

iv.  Robert  Lindsay  Knapp  "  January  10,  1924 

v.  Albert  Forrest  Knapp  "  June  3  1925 

vi.  Richard  Perry  Knapp'  "  September"?,  1931 

S1S§IEJ;0UISE_KNA?P>  bom  December  8,  1898,  Hyd77^7Kass. 

Children TUY  ?ARLEY  AVERY’  September  19,  1919,  Hyde  Park. 

i.  Alvin  Kenyon  Avery  bom  February  5,  1921 

li.  Roger  Hilton  Avery  "  June  18  1926 

Hi.  Elton  Ronald  Avery  "  July  24 ’  1934 
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XI.  Generation 

WJL30R  SET-YARD  RAY,  born,  September  4,  1905,  Boston,  Face, 
married  HELEN  AN  G  ELL  In  New  York,  August  18,  1935.  Children: 

i.  v,’ilbor  Lloyd  Ray  bom  February  18,  1936 
After  a  divorce,  married  LOU] SE  HOPKINS  GRAY,  January  15,  1946 
In  Klddleboro,  Maes,  Children: 

11,  Walter  Theodore  Ray,  born  July  30,  1945  In  Tilddleboro, 
Hass.,  and  died,  November,  1946,  Middleboro,  Mass. 

GLADYS  WILMA  RAY,  born.  March  8,  190?,  Hyde  Park,  Bass.,  married 
FREDERICK  NORRIS,  June  30,  1928  in  Middleboro,  Maes.  Children: 


i.  Allen  Howard  Morris  born  September  3,  1939,  Falmouth 

*}•  H?rn?Ce  KRy  Norris  "  January  26,  1932,  Mlddleboro 
111.  /irglnia  Belle  Morris  "  June  14,  1935,  ”5ddleboro 
iv.  Raymond  Edward  Norris  "  October  20,  I936,  ''iddleboro 
v.  Albert  Jamas  Morris  "  October  is,  1941,  Middleboro 


JOHN  ALBERT  RAY,  born  October  14,  1908  in  Hyde  Park,  Mass., 
married  f  children; 

1.  Bonnie  Jean  Ray,  bom  1943. 

Divorced  and  married  (second)  A DALI ME  OUJALA  in  Quincy,  vase. 
children : 

li.  Alice  Dorothy  Ray  bom  dune  5,  1947,  Middleboro 


THELMA  ESTELLE  RAY,  born  September  28,  1910,  West  Windham,  N.H., 
married  PETER  GRAVELIN ,  August  27,  1929  in  Bryantvllle,  Mass. 
Children : 


1, 

li, 

111, 

lv, 


.^llm?KDelia  :rP'velin’  b°rn  July  9,  1930,  Hyannis,  wass. 
i,  f7  T^rre8e  Gravel in ,  August  6,  1931,  Hyannis 

4  "  February  26,  1934 , ’iddleboro 
Gravel  in  September  6,  1937,  ’’iddleboro 


vi  James  Joseph  Grsvelln 


February  8,  1943, Mlddleboro 
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WALTER  KM AP?  RAY,  bom  August  12,  1912  In  West  Windham,  N.H. 
married,  VERNA  KEN  EH SON ,  April  6,  1940  in  Marblehead,  Mass. 
Children : 

i.  Linda  Mildred  Ray  bom  June  2,  1943,  Salem 
11.  David  Frederick  Ray  "  May  22,  1945,  Salem 
lii.  Gregory  Kenerson  Ray  "  January  26,  1947,  Salem 

DOROTHY  ADLAI  RAY .  born  February  22,  1914  in  West  Windham, 

N.H.,  married  ARCHI3\LD  MacNAYR,  August  27,  1934  In  Middleboro, 

Maes.,  children: 

1.  David  Richard  MacNyr  bom  March  23,  1935,  Middleboro 
ii.  Bruce  Sterling  MacNayr  ”  July  21,  1935,  Middleboro 

ill.  Carol  Louise  MacNayr  "  November  29,  1942,  Middleboro 

lv.  Ronald  MacNayr  "  September  5,  1942, Middleboro 

v.  Bessie  Anne  MacNayr  "  March  28,  1947 .Middleboro 

CLIFFORD  WALTON  R4Y,  bom,  November  16,  1915  in  West  Windham, 

N.H.,  married  CATHERINE  COSTA,  August  6,  1934  in  Middleboro, 

Mass.,  children: 

i.  Muriel  Louise  Ray  bom  February  25,  1935,  Middleboro 
ii.  Shirley  Ann  Ray  M  May  5,  1936,  Middleboro 

FREDERICK  ALMAR  RAY,  born  September  11,  1918,  Nashua,  N.H.  and 

died  April  22,  1934  in  Middleboro,  Mass. 

ERNEST  STUDLEY  RAY,  born  November  14,  1920,  Boston,  Maes,  and 
died  September  11,  1946  in  Middleboro,  Mass. 

EMERSON  FORREST  RAY,  born  May  26,  1922,  Boston 


RENEE  ELIZABETH  RAY,  bom  November  7,  1925,  Middleboro,  Mass. 


RICHARD  ALLAN  RAY,  bora  September  21,  1929,  Middleboro,  Mass. 
RUTH  LOUISE.. KNAPP,  bom  April  9,  1913,  Readville  (Hyde  Park) 
Mass. ,  married  ELDRED  B.  BATES,  Mansfield,  Mass.,  September 
23,  1933.  Children: 

i.  Eleanor  Lorraine  Bates,  bom  March  25,  1937,  Plymouth 
ii.  Melvyn  Eldred  Bates  "  December  7,  1940 .Plymouth 

Ey.M4_LCRRM.ER.-.^:iAPP ,  bom  July  4,  1916,  Roxbury,  Mass.,  died 

February  18,  1931,  Mansfield,  Mass. 


. 


r 
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HARHILTTE  ALBERTA  KNAPP.  bom  November  19,  1921,  Mansfield,  Mass, 
married  JA’ES  I.  HALLEY  at  Hyde  Park  (Boaton),  Maos.,  January 


30,  1943.  Children j 


i.  James  Malcolm  Halley  bom 

ii.  Robert  Bruce  Halley  " 

iii.  Catherine  J'unro  Halley  " 


September  14,  1943,  Boston 
February  26,  1945 , Brookline 
March  20,  1947,  Cambridge 


ROBERT  LINDSAY  KNAPP. 

married  JEAN  E.  WHITE 
Mass. 


bom  January  10,  1924,  Mansfield,  Mass., 
,  June  14,  19^7  at  Rosllndale,  (3oston) 


ALBERT_gg_ FORREST  KN APP .  born  June  3,  1925,  Mansfield,  Mass., 
married,  BERTHA  MAE  THOMPSON,  Hyde  Park  (Boston),  Maes.,  July- 
13,  1945.  Children: 

1.  Laura  Lee  Knapp  bom  June  10,  1945,  Boston,  Mass. 
RICHARD  PERRYJ21APP,  bom  September  7,  1931,  Mansfield,  Mass. 

b°rn  February  5,  1921,  the  Weirs,  N.H.  , 
married  DOROTHY  ELEANOR  FORREST,  December  28,  1946,  in  Hyd^  Park. 
ROOM.HILIOJLAVERY,  born  June  18,  1926,  Dorchester,  Mass. 
^^^-^NALD.AVERY,  bom  July  24,  1934,  Hyde  Park,  Mass. 
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APPENDIX  -  AARON  LINES. 

The  following  Knapps  are  not  fully  traced  to  their  immigrant  ancestor, but 
it  seems  more  probable  that  they  descend  from  the  Aaron  Knapp  families. 

2101.  AARON  JAMES  KNAPP, of  Che sterTp  .Warren  Co  .N.Y.  QJL^o  ? 

,1.-30- 1 9/* 

B.Vt^Age  34»census  of  1850.A  farmer , living  with  or  on  the  farm  of  John 
King, age  62,  and  his  wife, Lois, age  39*  Aged  in  census  of  i860, a  farmer  and  : 
laborer ,real  estate  $200 ., personal ,$100. 

M. Polly  King,dau.of  John  &  Lois  King. She  b.Vt.,age  31  in  1830.  Had. 

21 02.  Mary  J.or  S’.  ,b  .Vt  .Age  12  in  l850.d.Aug.2,l890.m.lst , _ Harpt.2nd,D.R. 

Gould, 

2103. Olive  J. ,b.Vt.age  6  in  l85>0«m. Russell  McCauley. 

21 0I4.. Cynthia  M.,b.N.Y.age  5  in  1850.  m. Alonzo  Mead. 

2105. George  Henry ,b .N.Y. age  3  in  l850.Died  soon  after  releasejffrom  Libby  prison. 

.  I  I  ^  ^  ‘  <*3 

2106.  Harriet  M.b.N.Y.age  1  in  1850.  (1  month)  m. Myron  L .Prosser 

2107. Lauray  m. Alonzo  Mead, husband  of  her  sister , Cynthia. 

*  >/*S7- 

2108 .  Charles  LeRoy ,b .Jan. 25, 1856. m. Sept .13,18 75 , Jane  Wendell . 

2109. Sidney  Byron,  m.Adeiia  Calkins. 

2110. William  Conklin,  m.2nd  Mrs. John  Kipp. 

2111.  ABIAL  KNAPP,  N.H. census  of  1790.  Buried  in  Center  Cemetery , Lyman, N.H. 

A  Revolutionary  soldier .Grave  marked  by  D.A.R.  Jonathan, Ephraim, La- 
throp  and  Peter  Knapp, all  found  in  Lyman  Tp. Grafton  Co. N.H. 

2112.  ABIER  KNAPP, of  Raynham,m. Alexander  Kingman. Intentions  published  Apr. 10, 

1790, Bridgewater . 

2113.  ABIAH  KNAPP, of  Raynham,m. Robert  Forbes, Intentions  published  Sept. q, 

1779, Bridgewater . 

2111). •  ABIATHA  KNAPP,  m. _ _ Andres. 

2115.  ABIGAIL  KNAPP, of  Taunton, m. William  Churchill  at  Taunton, Sept .3,1826. 

Intentions  published  July  22,1826. 

2116.  ABRAHAM  KNAPP ,  d.Sept • ,1770, Taunt on. 

2117.  ADAM  KNAPP.  Name  omitted  from  a  Taunton  quitclaim  deed, July  9,1689. 

(See  New  England  Hist, Gen. Register, Oct. ,19^3 »P&ge  327») 

.  ALBERT  KNAPP,  of  New  Market, N.H. or  Salem, Mass. 


2118 


' 

; 
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APPENDIX  -  Aaron  lines. 

!il. Sarah  E. Ilollister .  Had 

2119. Elmer,  b. Sept  .1862, N.Y.m.Mary  Colcord(?  )  ,b  .l86£,dau.of  Thomas  S:  Eleanor 
T.  (Davis)  Colcord(  ?  )  ,of  Hew  Market  and  Salem, Mass. 

2120.  AI.DEN  P  .or  N. KNAPP,  m.l387.0rpha  W. _ ,a  vxidow.  (Or  a  widow  in  1887.) 

of  St . Johnsbury,Vt . 


2121.  ALFRED  KNAPP,  b .Oct .13 , 1798 , Benson, Vt ., son  of  Ebenezer  Knapp . 

2122.  JOHN  KNAPP  and  wife  Abigail, had 

2123. Almira, b. June  29, 1820, Coventry ,Vt.  d. Oct .17, 1897. Buried  in  Elkins  Cemetery 
Cov entry ,Vt .m.C .N. Thrasher . 

2124.  Anna  KNAPP,  b .Nov. 7,1783 , Addison, Vt . 

2125.  ASEL  or  AROL  Knapp, of  Dartmouth, Mass. (Barnstable, Mass .Vital . ) 

M.June  24,1784? Miss  Sarah  Freelove,of  Freetown. 

Census  of  1790. Dartmouth, Bristol  Co. , Mass .gives  Asel  Knapp  with  1  free  male  / 


over  16.  No  males  under  16.  2  females.  Also, Ebenezer ,Knap  ,^^Arith  1  male. 
2126.  APiTKUR  E. KNAPP,  son  of  2127. George  &  Hannah  (Maloon)  Knapp. 

B.  Jan. 24,1845’, East  Concord, Vt  .or  Piermont  ,N.K. 

D. Aug. 13, 191 7? Danville,  Vt. 

M.  Melissa  Clough, b. Bath, N.H.d. Oct. 5, 1910, dau. of  George  &  Betsey  (Gray 
2128 .Hei^bert  A.  ,b .Lisbon, N.H.Res. , Danville, Vt.m.  June  15,3.  909,  Jennie  C, Minor, 
Danville, at  Hyde  Park, Vt. She  b ,Eden,Vt . , dau. of  Lyman  &  Hannah  (Mosher) 
Minor.  He  age  30,she  age  33, at  marriage. 


Clough. 


2129..  WarrerW^jb  .Jan.  3, 1883.  d.  Dec  .25, 1945,  Vt. State  Hospital ,  Danville  .m.  July  22; 

n  ~~  ■  3m^Z3(>6 

1908, Bertha  M. Gorman, at  St. Johnsbury,Vt . 


2130.  ARTHUR  M. KNAPP, m. Fannie  F. 


, and  had 


2131 .Arthur  T . ,b .Apr .4,1870 .  (Providence ,R .1 .Vital • ) 

2132.  ARTHUR  KNAPP,  m.Effie  G. Adams, of  Lowell, Mass. , dau. of  Theodore  &  Anna 
Betsey  (Chamberlain)  Adams. (Adams  Genealogy.) 

0  2133.  ARTHUR  L. KNAPP,  m. Lillian  F._ _ ,and  had  a  child  b.June  13,1878. 

( Providence, R .1 .Vital. ) 


2134*  ARTHUR  P. KNAPP, a  blacksmith, Concord, Vt.  Had 
2135-Charles  E.,a  blacksmith, E . Concord, Vt. 


«.  «.  . 


.  .  ’ 
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Jl36.  ASA  KNAPP, m. Elizabeth  A.  Hodge,  b.  1827.  GR  .  (E.  Bridgewater  Vital.) 

2137.  BENJAMIN  R. KNAPP,  b .1829. d. Apr .17,1851 • (Providence ,R .1 .Vital . ) 

^  3138.  BETSEY  KNAPP , probably  of  Raynham, b. Jan.  12, 1772. d. Dec.  14,1867, Walpole, 

Mass, Buried  at  Wrentham.m. Rufus  White. (See  Descendants  of  Nicholas  White.) 
Intentions  published  Jan.  16, 1796, Raynham.  Had  Rufus  --  James  -  Lysander.- 
Phi lander  -  Stillman  -  George  Franklin  -  William  Bradford  -  Betsey  L. 

2139.  CAROLINE  KNAPP, dau, of  Job.?  d. Oct .2,1830, age  l8,of  "Bilious  Fever." 
(Taunton  Vital.) 

212|0.  CHARLES  KNAPP, of  Plymouth, Mass . ,m .04MXM0#  1813, Sibil  Dike  or  Dyke, 
Plymouth. She  b. Oct .1,1796,  dau, of  Anthony  Dyke, a  Revolutionary  sol¬ 
dier, from  Bridgewater ,Mass ., who  d.Mcb .13,1810, Plymouth, and  his  wife 
Mary  Pool. (See  Mayflower  Descendants, Vol  32, p. 131*  History  of  North 
Bridgewater , by  Kingman.) 

2l4l  JOHN  SOLON  KNAPP  and  wife, Ellen  Hutchens, had 


& 


■/A—*'  HUl  ^ 


2142. Charles, b. 1850.? 

2143.  AMOS  HALL  KNAPP  had  ^ 

2l44-»0harles  A., of  Raynham,  Mass .  ,a  farmer, m. May  18,1727,  Fanny  Newhall,of  Taun¬ 
ton.  A  Milliner . (Taunton  or  Norton  Vital.) 

2145.  EDWrARD  W. KNAPP  and  wife, Mary  Ryan,  had  ^ 

2146. Charles. 


2147.  CHRISTOPHER  C .KNAPP  and  wife, Mary  C _ ,had 

2148. Charles  C . ,b . July  1,1848 /Worcester , Mass . (Worcester  Vital.) 

2149.  CHARLES  M. KNAPP, of  New  Haven, Conn. m. Oct. 24, 1843, Minerva  B.Bensley  or 

Benchley,of  Pawtucket, R .1 . 

2150.  CHARLES  H. KNAPP, b . July  4,1840, Haverhill, N.H.d. Sept. 6,1904. Pawtucket 

Town  Record. 

2151.  DANIEL  KNAPP, from  'Worcester , Mass  .in  l863.In  Petersham  in  1 8  64  .m.  Hannah 

> 

_ _  and  had 

2152. Edward. 

2153.  DAVID  KNAPP, Spencertown,N.Y.  d.Oct .27, l8l£. (W.Stockbridge, Mass .Vital . ) 


. 

. 

*3  . 
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473  -  3*  continued.  Elizabeth  Wall, of  Havana, N. Y. ,b .Apr .19, 1839. d. Jan. 17, 

1923,dau.of  John  &  Jane  (Hall)  Wall,  and  her  husband , Dr .Enos  Canfield 

had  (l)Nellie  Jane,b .Aug.l,l865#d.at  Van  Ettan.m.June  30,1886, John  /a; 

Banfield,of  Van  Etten,N.Y.  (2 )Amos  Canfield,  b.July  3, 1878, m. 1905, Rose 

Murphy .He  was  a  physician. (3 )Esther ,m. ///////  Benjamin  Pelney  Snyder. 

(Nellie  Jane  m.2nd  James  H. Jennings , Candor ,N.Y. ) 

Vt. 

2154.  EBENEZER  KNAPP, of  Benson,#/)'./  had 

2155.  Alfred,b. Oct .13,1798.  (See  2121.) 

2156.  Rufus, b.July, 1797* 

21f?7. Horace ,b  .Dec  .6,1800. 

2158.  William, b.Feb. 17, 1806.  All  children  b.at  Benson, Vt. 

2159.  EDWARD  B , KNAPP, m.Nancy  Spencer, of  South  Bridge , Mass . Intentions  published 

Oct. 16, 1827.  Had 

2160.  John  Hardy ,b .Oct .27,1828, Sturbridge,Mass .record. 

2161.  EDWARD  KNAPP  ..Dartmouth, Mass  .Intentions  to  marry  Lydia  Haskins, of  Dp„rt- 

mouth,  Jan. 1,1825.  (or-  Harkness  .  )  ? 

2162.  ELIAS  KNAPP,  ra.Mary  _ ,  Had  (See  Hills  Genealogy.) 

2l63»Edward  R  .Knapp  ,b  .June  25, 1819,  Mason,  Hillsboro  Co.,N.H.  m.at  Leominster, 

Mass.  Oct .21 ,l85l , Ellen  Frances  Hills,  b.Oct.21,l829,dau.of  Charles  Kills 
They  celebrated  their  golden  wedding  at  Leominster  Oct. 21, 1901.  Had 

2164.  Charles  Edward, b . June  10, 1865, Leominster . 

2165.  Howard  Ervin^,b .Apr .22,1872, Leominster .m.June  2, 1897, Blanche  Moody, Sara¬ 
nac  Lake,N.Y.  (or  Irving.) 

2166.  George  Albert,  b . June  10,1865.  d. Aug. 21,1866 . 

2167.  ELIJAH  KNAPP  and  Lois  Campbell. Had 

2168.  Eli jah,b. ca. 1796 ,Raynham,Mass . 

2169. Neheniah  Campbell ,b .July  20, 1794, Raynham, Mass • 

2170.  Eliab. 

2173..  George. 

2172.  Hezekiah  White. 

2173.  Mary  Webbor.  et.al. 


•*—  -  —  — — •- 
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2174.  ELIJAH  KNAPP,  of  Taunton, Mass .  (Taunton  Vital.) 

b.1790.  d. Nov. 13, 1823, Taunton,  in. 1st  Phoebe _ ,d.June  I5,l308  in 

£ 

her  64  th  year.?  m.2ndNov.6,l808 ,Bethia  Cobb  or  Codding, of  launton, 

She  d.May  9,l827,a  widov;,aged  63  yrs.  (Sec  Providence  Gazette , Nov.  18, 
1823.)  Elijah  and  Phoebe  , above, had  (Taunton  Vital.) 

2175.  George  Field, b. 1796. d.Mch  31,1801.  "Buried  beside  Phoebe." 

2176.  Betsey, of  Newport, R. I.  m.  1794-, Philip  Justin, of  Providence , at  Newport. 

(U.S. Chronicle, of  Nov. 13,1 794. )  '  j 

2177.  ELIJAH  KNAPP, of  Mason, H.E.Ke  d. there  Nov.23,l8l5.m.Rhoda  Swallow,  Sept, 

3, 1809. She  b . June  17,1783,13th  child  of  John  Swallow  and  wife, Sarah  . 

(Lawrence  )  ,m. Nov. 19, 175>5>.She  d. Dec. 28,1783.  Had 

or  Merriam, 

21 78. Irene, b. Jan. 4, l8l2.m. Nov .4,1832, Benjamin  Merriman/b .May  13,1801, Mason, N.H. 

d. Aug. 4, 1872, Ashburnham, Mass .  (See  Merriam  Genealogy , by  Pope.)  j 

2179. Elizabeth, b.Mch. 31, 1822. m. Oct. 3, 181^3, Abel  Leander  Thurston, of  Leominster 

or  Fitchburg, Mass  .Intentions  published  Sept  »4,l843  .Leominster  Vital.  He  \ 

* 

b .Fitchburg, June  21,1821 .Had  Henry  Melville  -  Rufus  Leander  -  George 
Abel  -  Allen  Lewis. 

2180.  ELIZA  ANN  KNAPP, b. June  24, 1 820 , perhaps?  dau.cf  Abijah  &  Lydia  (Austin)?; 

2181.  ELIZABETH  KNAPP, b .Northbridge .m. Apr .30, 1777, Asa  Dodge .Intentions, Sutter ' 

2182.  ELKANAH  KNAPP, d. Nov. 1 760, "I  think". Found  in  Taunton  Hr cord  book  of 

George  Godfrey, Esq.  Taunton  Vital. 

2183.  EMILY  KNAPP, of  Sutton,Mass .m.May  29,1836 , Charles  Wheelock,of  Sutton. 
2181*..  EPHRAIM  KNAFP ,of  Raynham,Mass .  m. Apr .6,1844, Sophronia  Frazier, cf  Tauntc 

2185.  EPHRAIM  KNAPP, an  early  settler  in  B a inbridge, Chenango  Co.,N.Y."A  Ver¬ 

mont  sufferer." 

2186.  ETHELEA  KNAPP, d.May  8,1903.  m.  Newkirk.  Had 

2187. Eli jah,m.Diadema  Cummings ,dau. of  Joel  &  Chloe  (Chase)  Cummings, of  Freetown 
or  Taunton, Mass  .She  m. 2nd, War den  Davis, son  of  Joseph  Davis.  (No  dates.) 

(See  New  England  Hist .Gen. Register ,Vol .20 .page  504») 

2188.  ETHELBERT  KNAPP.  Res ., Tor onto ,  from  Barre,Vt. 


\  i  '  V 

" 

*  t  ')  ' 

n  XI  -  I  >«)  .*. 

.  -  >  .  V 


. :  , 

- 


.  - 


>  -• 


311 

APPENDIX  -  Aaron  Lines. 

2189.  EZRA  B .KNAPP, of  Haverhill ,N.H .  Moved  to  Calif. in  1882. 

B, Feb. 11, 1827, Haverhill, N.H. 

D. Oct ,6,1930 , Marysville, Calif . 

M.Apr .18, 1854 ,Kary  H. Corliss ,b .Feb. 3,1831  • 

2190.  John  Corliss, b.Mch. 31, 1855, Haverhill .Moved  to  Calif. in  I876.A  R.R. Engine  a 

Lived  in  Blue  Canyon, Calif .  Married  twice. 

2191.  James, b. Feb. 6, 1858.  d. Nov. 3,1 858, Haverhill,  b .Newburyport ,N .H . 

21 92.  James  B.  ,b. Sept. 29,1859, Haverhill .m. Jan. 21,1888, Rose  M. Brown. Moved  toCal- 

if.in  1880  where  he  was  station  agent  and  telegraph  operator  at  Bltie 
Canyon, Calif • 

21 93.  E. Elmer, b.Mch. 31, 1861, Haverhill. d. Dec. 4, 1881, Blue  Canyon, Calif .Single . 
2194*Fannv ,b.  Jan, 27 , 1863, Haverhill  .m.Mch.24>l883 , Frank  C  «Hood,M.D .  ,Sacrimento  , 

Calif., a  native  of  Top slain, Vt.  She  was  a  teacher* 

2195.  FANNA  KNAPP,  b .Oct .30 ,1762. 

2196.  FRED  KNAPP,  of  Haverhill , N.H .or  Mass., near  Piermont. 

D, Apr. ,1906, Haverhill, Mass . 

K.Ella  S. Harris, b. Nov. 7#l860.d. Get. 2, 1929.  Had 


2197.  Ethel. 

21 98.  William. 

2199.  Leon. 

2200.  Jennie. 

2201 . Doris . 

2202.  Harold. 

2203*  FRANK  L .KNAPP ,m. Jan .26, l877jEillian  F .Wood.  (Providence ,R .1 .Vital . ) 
2204*  GERALDUS  A. KNAPP, b  .Nov. ,l886,Barre, Vt. Res. St. Johnsbury,Vt . Enlisted  in 
World  War  I,Dec.l4jl9l7*Disc .  Jan.3>1919« 

2205.  GEORGE  L. KNAPP, Wat erf or d,Vt.  Vermont  Volunteer  in  Civil  War. 

2206.  GEORGE  S. KNAPP,  N .Attleboro , Mass . 

M. June  30 Carrie  M. Gilbert, b .Oct. 22, l837»Flint, Mich. ,dau. of  Benjamin 

F. Gilbert.  Had 
220?*Marion  F.,b.May  1,1888. 


o  v 
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2208.  Dora  M.  ,b .Mch. 11 ,1890. 

2209. Grace  W.  ,b  .Mch.  8 ,1892. 

2210.  HANNAH  KNAPP , bap t .Mch. 13 ,1803 , day .cf  Frederick  &  Hannah  Knapp. Salem 

2211.  HANNAH  W. KNAPP, of  Taunton, m. Rufus  Lincoln, of  Raynham. Intentions  publisn- 

ft 

ed  Nov. 16, 1833.  (Taunton  Vital. ) 

2212.  HANNAH  KNAPP, of  Taunton, m. Daniel  Lirikon  (Lincoln), of  Taunton, Jan  27»X?j 

1?67, at  Taunton.  (Taunton  Vital . ) 

2213.  HARRIET  KNAPP,  dau.of  Job  Knapp.?  Of  Taunton, a  braider . (Taunt on  Vitaly 

£ 

m. George  W. Davis, May  2,l8!<.7*at  Taunton,  a  blacksmith .  .On  their  head¬ 
stone  is  recorded  ^Charlotte*!-!?  ,b  .Aug*  9,181/4-. 

f 

22l)-(  .  HARRY  L. KNAPP,  m. Lillian  E. _ .  Had 

2215. Gertrude  L. ,b .Nov. 23 ,1887.  d. Dec .5,1887.  (Providence ,R d .Vital . ) 

2216.  HENRY  C, KNAPP,  m. Ellen  A.__ _ .Had  \ 

.  $ 

221?. William  H.  .b. Oct. 7, 1869.  (Providence,  R.  I.' Vital.)  1 3  j 

f 

2218.  HENRY  M. KNAPP, son  of  Geo. -Geo. -David. -Peter .-Aaron. -Aaron. -Aaron. 

B.  1851, Guilford, N.Y.  j 

M.  Mary  Denslow.  ^ad 

2219. Lizzie,  b .Milwaukee,Wis . 

j 

2220.  ISAAC  KNAPP,  of  Westf ield, Mass .m .Sept .13 , l81j.8,Sobelia  S.Hall.  (Stand- 

isf ield, Hass. Vital. ) 

2221.  DR. J.V. KNAPP,  Florida  State  Veterinarian  for  30  years, 

B. Sept., 1889, Wilmington, Illinois, soon  moved  to  Loveland, Colo . 

i 

D.June  6, 1952, Tallahassee, Fla. 

2222.  JACOB  KNAPP,  m. Mch. 31, 1796, Hannah  Randall, Springfi eld, Vt. by  Jotham 

White, J.P . 

2223.  JAMES  KNAPP, New  Bedf ord ,Mass .m.Almy  Tripp, of  Dartmouth, Mass .Intentions 

published  Feb .27 ,1813 •  (Dartmouth  Vital.) 

2224.  Jacob  KNAPP,  had 

i 

222$ , James ,  d.at  age  65. M. Esther  Tibbetts, Sandwich, N.H.  She  d.at  age  8I4. •  Had 

2226.  Arthur, b. Haverhill, N.H. Mch. 26, l82i)..m.l81+7,Hary  J. Caswell. 

2227.  Albert,  killed  in  Mexican  War. 
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2228.  George. 

2229.  Henry . 

k  2230. Ezra  B.  (See  2189.) 

2231. James. 

2232. Susan  A.,  m. _  Woodbury. 

2233 *Fannie  M. 

2234 .Martha . 

2235.  JAMES  KNAPP,  (Sturbridge, Mass., Vital. ) 

B. Oct. 27, 1723  or  Nov. 24, 1723. 

D. Sep t. 19, 1 784/83 »  Sturbridge, Mass. 

M.Dec .25, 1750, Rebecca  Clark, b .Jan. 21 ,1720, Medway, Mass .d.Mch.23 ,1786, dau.of 
Edward  &  Hannah  (Adams)  Clark.  (See  Adams  Genealogy.)  Had 
2236. Oliver,  b. Dec. 9, 1751. 

2237»Mary,b .Dec .27,1753 >Medway, near  Sturbridge.  (Medway  Vital.) 

2238.  JAMES  KNAPP,  m. Dec, 27, 1789, Haney  Bavley.  (Rhode  Island  Vital.) 

ft 

2239.  JAMES  KNAPP,  Lebanon, Conn.  (Taunton  Vital.) 

M. Nov. 28,1 754 , Sarah  Cobb, of  Norton, Mass.  Intentions  published  July  19,1754* 
Norton  Vital. 

2240 .  JEREMIAH  KNAPP,  b .1829. d. July  21,1854.  (Providence ,R . I .Vital . ) 

2241.  JAMES  E. KNAPP, m. Dec. 11, 1888, Sarah  Robinson.  (Providence, R. I .Vital. ) 

2242.  JOB  KNAPP, bro. of  William  F. Knapp, d. at  East  Bennington, Vt .age  101-11-4. 

2243.  JOB  KNAPP,  1st  Lieut. of  Read's  Mass.  Regt. ,  May  to  Dec.,  1775*  Ce.pt. of 

Mass. Militia,  1778  to  1781. 

B. Oct, 23, 178 7 , Taunton, Mass . 

D. July  30,1840,  GR. 

K. Oct. 20, l8ll, Polly  Leonard, both  of  Taunton.  (Taunton  Vital.)  Had 

2244 . George  L. ,b .1826, Taunton. (Did  he  d.Mch.25*l847*Bolton,Conn. ?  m. Harriet  J. 

^  Grossman, b.l826/27.Intentions  published  Nov. 12, 12,1846.  Had 

2245.  Charlotte  J. ,b .Sept. 12,1848, Taunton. m. Theodore  M. Baldwin, 

(Perhaps  he  was  George  L. Carpenter  Knapp.) 

2246.  Job  NELSON  KNAPP, b. Aug. 25, 1832. m.Mary  L.  ,b.May  1, 1828. Taunton  Vital 
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2247-  J0HN  KNAPP, of  Mansfield, Hass .  (Mansfield  Vital.) 

Bates 

M .Eunice/  ,who  d.June  7,l834,sged  59  yrs.  Had 
^  2248. Abigail  Billings, b .1799/1800 .d. May  19, 1862, Mansfield, aged  22?  yrs.m.^ay 

28,l82lj.,Eli jah  Hodges  or  Hedges.  No  children. 

2249.Betsey,b ,0ct,12,l803. 

2250.  JOHN  KNAPP,  m. Abigail  _ .  Had 

2251.  Eliza,  b. Oct. 14, 1815. 

2252. Almira,b . June  29,1820 , Coventry, Vt.d.Oct. 17,1897, buried  in  Elkins  Cemetery 

Coventry.  wi<C  .N  .Thrasher . 

2253 ♦  JOHN  KNAPP, perhaps  grandson  of  Asa  &  Betsey  (Chandler)  Knapp, of  Calif, 
b.ca.1836  -  a  minor  in  1852* 

2254* JOHN  KNAPP, m. 1727, Elizabeth  Prentice ,dau6of  Dr. John  &  Bethiah  (  ) 

Prentice, of  Newton, Mass.  (See  Prentice  Genealogy.) 

55*  John  KNAPP, perhaps  son  of  Peter ?,d. Sept .6,l3l9,aged  17  yrs. 

3. 

2256.  JETSON  KNAPP,  son  of  Jonah  &  Anna  (Patch)  Knapp  .Newton, Mass -b  »Hch  ,2,X8C 

I 

(Worcester , Mass .Vital . ) 

2257 •  Capt.JQHN  (or  JOSEPH)  KNAPP, in  family  of  Elmer  &  Frances  (Page)  Knapp. 

-rL, 

Of  Taunton, Mass .He  commanded  a  company  in  Col .Titcomb * s  Regt,  in 
Revolution. 

2258.  JOHN  R .KNAPP , b . c a . 1 7 90 .m. /////Rachel  ,who  d. Nov. 6, 1 868, aged  76  yrs. 

(From  River  Bank  Cemetery, Stowe, Vt . ) 

2259.  Capt. JOHN  or  JOB  KNAPP, perhaps  son  of  Joseph?  Knapp, of  Taunton, Mass . 
who  commanded  a  Company  in  Col .Titcomb 1 s  Regt. in  Revolution.  Had 

2260. Cyrus  who  m. Thankful  Stearns. 

2261.  JONATHAN  KNAPP, S to ckbridge, Mass.  Had 

2262. Lemuel ,bapt .Mch.4,1744® 

2263. JONAS  KNAPP, one  of  the  first  settlers  of  New  Marblehead, Me .Was  given 
|  Lot  41,7  acres. Report  dated  App.2o,175f)*SettXed  there  in  1748. He  d« 

1748*  m  .Sarah  Beal,dau.of  Arthur  Beal, of  York, Me. She  in. 2nd  Joseph 
Busher. (Another  record  says  Sarah  Beale  m.Xst  Ebenezer  Knapp . 2md  Jacob 
Busher.  Mrs. Mildred  C. Carp enter  reports  "At  the  coming  of  Indian  troub/ 
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Portland 

les  in  1746  he  removed  from  Gorham.  Was  at  in  1747*  Listed  as 


Corporal, muster  roll  of  Cap t. Geo. Berry * s  Co. , Falmouth, from  Kay. 19,1 746 
to  Jan. 19, 1747. Also  listed  from  Raynham, Mass . (See  Maine  Hist .Geneal .Rec¬ 
ords  ,Vol .3,4,5  and  6.) 

2264.  JOSEPH  F. KNAPP, son  of  Joseph  &  Mary  E. _ _  Knapp,  b.Aug.2,1866. 

2265.  JUDITH  KNAPP, a  widow, d. Oct .24, 1837, aged  92  yrs . , Ackworth,N.H . "much  re¬ 

spected  and  beloved. "Had  13  children,  64  grandchildren,  55  great 
grandchildren  and  7  great  great  grandchildren. 

2266.  JUDSON  W ?  KNAPP,  m.  Lcvisa  _  .  Had  (Worcester , Mass. Vital, 

2267.  Mary  Jane, b. Feb. 22, 1845. 

2268 . Ann  Maria,  d. Aug. 6,1839. 


i 


2269.  LANGS  KNAPP ,  subscriber  to  "Ministry", Taunton, Mass. Congregational 

Church. Supporting  worship  July  31,1755. (See  Taunton  Ministry, by  Sam¬ 
uel  Hopkins,  Emory  or  Hon. Francis  Bayliss.l853?) 

2270.  LATHROP  KNAPP, in  Lyman, IT .H . ca .1787.  (Perhaps  bro.of  Ephraim? ) 

22 71.  LOIS  A. KNAPP, Kingfield, Me. , a  teacher  at  Elliot , Me .m. Porter  G. Thurston. 

2272.  LOUISA  KNAPP,  b . Franklin, Mass.  d. Jan. 26, 1859, aged  63, of  Typhoid  Fever. 

m.Abijah  Clark. 

73*  LUCINDA  KNAPP, d. June  28,l8l8,sged  15  yrs.  (Sturbridge, Mass .record. ) 
2274.  LUCY  M. KNAPP, Walpole, Mass.m. Feb. 24, 1839, Caleb  B . Wheeler, Northbridge, 
Mass.  (Hopkinton, Mass. Vital.)  Intentions  published  Mch. 10,1838. 

2275*  LUCY  KNAPP  ,m.Jan.l, 1823, Nathaniel  M. Smith.  (Sturbridge, Mass  .Record. ) 

2276.  LUCY  KNAPP, Norton, Mass.m. June  3, 1804, Thomas  Allen, Canton,Mass . Intention 

published  May  X4,X804.  (Norton  Vital.) 

2277.  LYDIA  A. KNAPP, (Called  Ann  in  Intentions)  of  Dighton, Mass .m. Charles 

James  Field, in  Taunton, Oct .8, 1840 .  (Taunton  Vital.) 

2278.  LYDIA  KNAPP, of  Spencer, Mass. Intentions  to  m. Elijah  Gibbs, June  16,1808. 

(Sturbridge, Mass. Records. ) 

2279*  Lydia  KNAPP, Dartmouth, Mass .m.Ebenezer  Cowan, Aug. 25, 1778, Dartmouth  Vital 
2280.  MARTHA  KNAPP ,of  Uxbridge, Mass.m. Nathan  Stearns, Intentions, Oct. 14,1797. 
Did  he  publish  intentions  Nov. 28, 1797  for  Patty  Morse, Uxbridge.? 


V: 
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2281.  MARY  KNAPP, dau. of  Nathaniel  &  Mary  Knapp.  Bap t. May  11 ,1 ?66 , Taunton, Mas: 

2282.  MARY  KNAPP, Taunton, m. John  Phillips . Intentions  Mch. 11 ,1763 .Norton  Vital. 

2283.  MARY  KNAPP, b. ’Worcester  .m. Feb. 13, 1760, Uxbridge,  James  Hamilton, Rutland. 

d . 

2281).  MARY  KNAPP, m. Dec. 25, 1776, Nathan  Richardson, Brookfield. Sturbridge  Recor: 

B. 

2285 .  MARY/KNAPP ,m . Sep t . 28 ,1830 , Solomon  S every , Sutton, Mas s . 

2286.  MARY  S. KNAPP, Taunt on, m. June  24,1843 , William  Perry, Taunton. Taunton  Vita. 

2287.  MASA  (MOSES)  KNAPP , Norton, Mass ,m. Lucy  Briggs , Jan. 30 ,1791 , Taunton.  In¬ 

tentions,  Mch. 8,1788.  Norton  Vital. Taunton  Vital. 

2208.  MASON  KNAPP, b. Conn, ,1783.m. Clarissa  .b. Conn, 1788. Census ,1850, Rich- 

: 

land, Kalamazoo  Co., Mich. 

i 

2289.  HERITABLE  KNAPP , Taunton, m.  John  Pratt , Rehoboth, Intentions  Mch. 21 ,1?46/'7  • 

j 

(Rehoboth  Vital.) 

2290.  HERITABLE  KNAPP,b .Feb . 7, 1792. d.Feb .4,1822. m. Apr .28, l8l4, Martin  Hen- 

STockbridge , 

drick  or  Hendrichs  ,W.^^^//^£^>Mass .  (W.Stockbridge  Vital.)  Had 

r, 

2291 .Samuel  M. , d.Feb .19, 1819, aged  3  months. 

2292.  MELVILLE  KNAPP, Cumberland, R. I  .xn. Oct. 19, 1828, Prudence  Thayer , Bellingham  i 

x  i 

Mass. at  Milf ord, Mass . ,b .1804* Uxbridge, Mass »d. May  24,1853, of  cancer*. 
(Bellingham, Norfolk  Co. , Mass .Vital . ) 


al. 


2293*-  MERABAH  KNAPP , Taunton, m.  Josiah  Jones, Rehoboth,  June  30,1783  .Taunton  Vi.-;.  ' 

^  ti  ' 


2294.  MOSES  KNAPP, Taunton, m.Mch .13, 1777, or  Mch. 4, 1735, Joanna  Cobb, Taunton 

2295.  MOSES  KNAPP, d.Feb .27,1803  in  his  90th  year . (Mansfield, Mass .Vital . ) 

2296.  MOSES  KNAPP, Plymouth, Mass .Adm. the  estate  of  his  bro. Joseph. 


Ti 
S  C 


J.P. 


2297.  NANCY  KNAPP, ra. June  22, 1794, Ephraim  Hall,Dummerston,Vt.by  iloah  Sabin, /X 


i 


2298.  NATHAN  F. KNAPP, St.  Johnsbttry ,Vt  .xn.Jlane  B.  e  or  m.June  10, 1849, Betsey  , 
J. Magoon, Danville, Yt. (Jane  B .was  a  widow  in  1887, owning  45  acres)  Had  n 


2299.  Sarah  Jane, b .Jan. 9,1853 * 
2300.  NATHANIEL  KNAPP ,m.Mary 


.Had 


(Taunton  Vital.) 


i; 


2301.  Elizabeth,bapt. Mch. 10, 1765. 

2302 .  Mary, bap t .May  11,1766. 

2303.  Nathaniel  Knapp ,m,  Jan. 19, 1763 , Elizabeth  Morgridge.  (Newbury, Mass. Vital) 

2304. 


S’! 


KNAPP ,b .1 73 7 . d .Feb . 2 , l8l5 , Pawtucket .  (Pawtucket ,R . I .records ) 

- - - - - _ _ _  -r 


4 
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2305.  P  .]•!  .KNAFP,Gasport ,  Niagara  Co.,N.Y.one  of  three  to  go  bond  for  settle¬ 

ment  of  estate  of  James  Paul  Knapp  who  d.at  Royalton  Kay  11,1893. 

2306.  PAUL  KNAPP, had 

2307. Eli zabeth,b .Oct .3 ,1831 .m.Dec.l 7 ,1850, Andrew  Jackson  Hollister ,b .Aug . 31 , 
1827, Mansf ield, Vt. , son  of  Horace  Hollister, of  Vt. 

2308.  PAUL.  KNAPP, census  of  1790,Waterbury,Vt .  For  180  pounds  he  sells  Mch.15, 

1^83, to  Ebenezer  Heilman, land  in  Atkins, Vt .including  the  millhouse 
and  all  appurtenances  thereto  belonging, 

2309.  PERLEY  KNAPP, Cortland, N.Y.m. Lillian  Flanders, b. Aug.  10,1873, Stewartstowr. ' 

N.K.  (Flanders  Genealogy.) 

2310.  PETER  KNAPP, of  St Johnsbury ,Vt .m.Zerjjsha  or  Zeriah 


.,who  d. Feb. 20,/// 


I 


1851  » age  62  yrs.or  Mch.8,l85l.See  St. Johnsbury  Caledonian.)  Had 

2311 . Mary  Ann,b .Dec .27,l8lL. 

\ 

2312.  Charles  C.H. (or  P . ) ,b .Oct .I5,l8l5»  j 

2313.  Nancy  Mari  ah,  b  .Dec  .13, 1820,  Norwich,' Vt.  d.  Feb.  16,1884,  Lyme,  N.E.m.Cvrus  Camp  ; 

b. Sept. 15, 1816, Hanover, N.H.d.Mch. 14, 1877, Lyme, N.H.  Had  (1  )Geo .Washington .  ! 

°  | 

b. Oct. lij.,  181|0, St. Johnsbury .m. Sept.,  1859, Mary  Ann  Reynolds .  (2 ^Harriet  K.,'o  ! 
Sept. 29, l8i|4.d. Sept. 21, 1847, Hanover, N.H.  (3)Hattie  I.  ,b.Mch. 3,1849, Hanover,. ' 
(4) Lewis  P.b.Mch.28,l856. (5)Asa. 

2314.  PLINY  H. KNAPP, a  carpenter  in  St .Johnsbury, Vt. in  I887. 

2315»  RACHEL  KNAPP ,b • Sept .10,1 785 , Addi son, Vt • 

2316.  REBECKAH  KNAPP,  or  Rebec  kali  Welle  Knapp.  ^^2 

m » 1  s  l.  Sanford  R  .Bolton.  Intentions ,  Oct  •  8 , 1829,  Taunt  on. 

2nd  Knapp, of  Newburyport ,and  had 

2317,  Harriet  Jean, b. Sept. 14,1835. 

2318.  Timothy  Wells, b. May  17,1833. 

2319.  REUBEN  KNAPP, b .1804. d. Jan. 28, 1827, aged  33  yrs. , Taunton, Mass , 

^  2320.  REUBEN  KNAPP, b.l734*Taunton,Mass.  d.Dec. 22, 1817, Montgomery, Mass .  m.Mary 

ivunnon,, of  Stoughton,Mass  .who  d.Apr. 16,1842, aged  95  yrs  .Intentions  pub¬ 
lished  Aug .25, 1770, Canton.  Had 

^321 .Russelljb .Sept ,11,1789.  See  below. 


See  below. 


* 
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2322.  John, b. Apr. 18, 1785. 

2323.  Reuben, b. Nov. 25, 1793. 

232lj..  William,  b.  Dec  .20,1778 ,  Westfield. 

2325.  Phoebe ,b .1778. d. Oct .1 ,l84l » sged  65  yrs. 

2321.  RUSSELL  KNAPP, (Brought  forward) 

B.Sept .11 ,1789, Montgomery ,Mass . 

H.  Lucy  Howard.  Intentions  published  Apr.l4,l8ll.  Had 

2326. Leonard,b .Mch.21 ,1819. 

2327.  Avery  William, b , Jan. 27, 1821 . 

2328.  Benjamin,b.Hch. 13, 1814.  d. Apr .19,1815. 

2329*Benjamin,  b . June  5,18X5* 

2330*Betsey,  b. Dec. 6,1824. 

2331 . Henry  Dexter,  b. Apr. 15, 1826. 

2332.  Lyman,  b .Mch.l3,l8l7. 

2333 .1-ary  Mar  ill  a,  b  .Jan.  29,1823 .  d  .Oct  .20,1848,  of  consumption. 

2334. William, b. Sept. 12, 1812. d.Mch. 8, 1813. 

Another  son  d.Jan.,1834. 

2335.  SABARY  KNAPP,  b .Jan. 12,1783,  Addison, Vt. 

2336.  SAMUEL  N. KNAPP,  m.June  25, l8?0, Maud  P. Holly.  (Providence, R. I. Vital. ) 

2337.  SAMUEL  KNAPP, 

M. Lorraine  Bostwick,b . Jerieo,Vt .May  4,1729.d.Montpelier ,Vt . June  lo,X774.m 
1st  Samuel  Knapp  and  had  children  named  below. 

2nd  James  Hoodley.  (4  children) 

3rd  Phlneas  Atwater.  (2  children.) 

2338. Sarah, b .Jan. 11, 1814. m.Parkhurst  Markham,  1  child. 

2339*  Jane ,b  .May  4»  1816 .  (Posthumus )  d.l834« 

2340.  SARAH  KNAPP, Weston, Mass. m. Richard  Orgels, of  Medford, Oct. 20, I?l5, at  Wa 
tertown,Mass .  (Weston  Vital) 

234l«  SHEPHERD  KNAPP,  b,l845»  d.X908»  m. Sarah  Thornton, b, 1853, dau. of  Rev, Ed' 
ward  Fairfax  Berkley ,Tb.X8l3,d.  1897, an  Episcopal  minister. 

2342.  SILAS  KNAPP,  of  Middletown, Vt . 


,  ‘ '  i.h 


N  ♦  9v  l,Bi.  tq_K,  d*itftollsSfcS 
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B.1822. 

D.l895*Gasport ,N.Y. 

M.May  10,l849,Kary  Perley.  He  age  26  -  she  age  23  yrs.  Had 
2343 • Edgar . 

234'-!-.  Dorothy . 

2345 ‘Nettie . 

2346.  Albert,  b.l850.  d.1863. 

2347.  Eugene,  b.l85l.  d.1863. 

2348.  Charles, b. 1857.  d.1863. 

2349. STEPHEN  KNAPP,  b .l807*Rehoboth,Mass . 

2350.  SUMNER  KNAPP, b. Gloucester, Mass. Dec. 19*1859. m. Sept. X,l885»MaribeX  Clark. 
b« Jan, 18, 1862, dau. of  George  Pickering  Clark.  Had 

2351.  Raymond  Adelbert ,b .Sept .16,1887. 

2352. Maybeth  C.  b .Dec. 6, 1893. 

2353*  SYLVANUS  KNAPP ,b .Vt .age  49* census  of  1850, Lowell, Vt .ra.Fhilenda  ,b  . 

N.H.age  50.  Had 

2354. Horace  M.,b.Vt.age  12. 

2355.  TIMOTHY  W. KNAPP, son  of  ___ 

bury, Mass. Vital. ) 

2356.  WALLACE  H.or  W .KNAPP , Island  Pond, Brighton, Vt.  Perris  St. 

2357*  HUBBARD  G .KNAPP , same  address  as  Wallace, above. 


I 


i 


r 


&  Rebecca  Wells  Knapp ,b .Feb .17*1833 . (New- 

g 3-3/6 


li! 


h 

i !■ 


2358.  WALTER  C  .KNAPP ,m. Dec *11, 1886, Sarah  J.LaBeXle ,both  of  Woburn, Mass.  Had 
2359«Dora  Adella,b .  Jan»l6,l888.  Woburn  Record.  (Perhaps  William,  Xin^ 

2360,  WARREN  J. KNAPP , son  of  Arthur  E.&  Melissa  (Clough)  Knapp, b. Jan. 3,1883, 


<  J 


•u 

Mi 


»d. Dec. 25*1 945 ,Vt. State  Hospital, Danv i  X 1  e  .m .  July  22,1908, 

8^2J2J] 

Bertha  M. Gorman, at  St . Johnsbury,Vt • 


i 


?  . f 


236I.  WILLIAM  KNAPP, b.ca.l 797 «m. Isabelle  01ney,b .1798, dau. of  Telotus  Qlney, 

R.I.  d. 

b.l771»Nova  Scotia, d. 1844* and  wife  Dorcas  Saunders .Moved  to  Smithf ielc 


■ij: 


2362.  WILLIAM  KNAPP, b. Vt.ca. 1797. d. after  Apr .11,1888, Lowell, Vt.m.Achsah 

Wakefield, b. 1803, N.H.d. 1883, Lowell, Mass. dau. of  Jonathan  &  Elizabeth 
(Goodwin)  Wakefield. He  b. Sutton, Mass.d. Get. X4*l857»&ged  96  yrs.  Had 


I*.  '  "  ■  *  I  P  ’ii'SSiSlS'tf 


APPENDIX  -  Aaron  Line. 


320 


2363 . Lode/mia,m._ _ _  Carpenter.  Res., Hyde  Park,Vt . 

2364.  Catherine,  m.  Hinds. 

F  2365. Nary ,age  12, census  of  1850. 

2362. William  was  a  schoolteacher  In  Vt.and  N.H.  They  parted  In  later  years. 

2366.  WILLIAM  N. KNAPP, m. July  3, 1875* Martha  J .Howard. (Providence, R. I .Vital. ) 

2367.  WILLIAM  STEVENS  KNAPP, b. Sept.  19, 18X2 .^.Raynham, Mass. d. Aug. li|_,  1855, Ca¬ 

naan,  N ."Y  .Graduated  from  Waterville?  College , 181+0  .Attended  Newton  Theo¬ 
logical  Institute ,  I8I1O  to  1 824-2 «  (Drew  Manuscript.) 

2368.  WILLIAM  P  .KNAPP  ,m. May  28,1 861}.,  Lucinda  Tyler.  (Providence,?. .  I  .Vital .  ) 

2369.  WILLIAM  H. KNAPP,  son  of  Henry  C.&  Ellen  A  .Knapp, b. Oct.  7,1.869.  "  » 


2370.  WILLIAM  KNAPP, Duxbury, Mass. b.ca.lSOO.m. Eunice  Phelps.  Had 

2371 .  J  ennie  Prances  ,b  .Oct  .3 , 1 832 ,  Duxbury .  d  .July  2ij.,l892  ,Ro  Chester ,  N.Y  .m,  Nov .  29 . 
1855, Roches ter, Otis  Cole, son  of  Amos  R.Cole.  (Cole  Genealogy.) 

2372.  ZACHARIAH  R .KNAPP, of  Johnston, R .  I  .m.  Apr  .4,1819,  Mrs  .Elizabeth  R  .Young. 
2373»  HOLLAND  KNAPP ,b .1797, Richmond, N.H .  Res. Moorehouse,Vt. in. Margaret 
23 74- •  Nehemlah,b . l8l 7»d.  July  16, 1 859, Moor ehouse  •  Single  at  age  Ij,  1. 

2375. Chris_topherjb  .l8l9,Mooretovm,Vt  .Lived  at  Moore  town  and  Wooster , Mass  .d.  Jan. 

28,1857 jMooretown.m.Mary  C.  Had  (Worcester ,Kass.Vital 

2376.  Charles  Christopher ,b » July  1,181+8. 

2377 •William  Render son,b . July  13,1853 .d. Aug. 21,1 854. 

2378. Probably  had  Rowland, b. Sept. 29, l81j.2.d. Jan.lj.,  1900. 

2j>79*  HENRY  KNAPP,  (See  History  of  Northf ield,Vt » ) 

B. Claremont, N.H. or  Athens ,Vt. ,1787. 

D, Sept. 7, 1859. His  mother-in-law, Betsey  Keyes, d. the  same  day ^ 

M. 1818, Lucy  Keyes, dau. of  William  &  Betsey  Keyes, b .Vt .1798 . 

2380.AXionah  Keyes,b .1819, Northf ield,Vt .m.Mary  ,b.l8l8.Vt.He  was  a  farmer, 


age  31, Northf ield, in  i860. 

I  2381. Sophia, b. 1820. 

2382.  George  Henry ,b .1827. d.l86lj., Libby  Prison. 

2383 . Abel  H . , son  of  Henry  &  Lucy  (Keyes)  Knapp. 

B.Mch. 9, 1831, Vt. A  farmer  and  stock  importer, Rochester, Minn. 


. 


'■ 
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M  M.Aug,29,l8£7,Auguata  B .Goodrich, b .May  26,l839,dau.of  Alvin  lc  Bridget 

(Spaulding)  Goodrich.He  b. 1809, Bingham, Me. ?  d. 1888, Rochester , Minn. .Mov 
ed^  Maine  to  Wis.and  to  Minn. in  l8?8.  Had 
2381|.. Spencer  H.  ,b.Feb  .24, 1859. d.Feb. 27,1888. 

2385. Orlando  C.,b.Feb.28 , lS64.d.F eb .8,1888 . 

2386. Mabel, b. July  27,1875. 

2387.  ELIAB  KNAPP,  m. Rachel  Knight.  Had 
2388. Stillman  S.b.Mch.6,l825>  m.Abby  S. Maynard. 

B.Mch. 6, 1825, Mason, N.H.  Lived  at  Gardner , Mass . 

M . July  2,1 81}.8, at  Ashburnham,Abby  S •  Maynard, b. Aug.  11, l830,Ashburriham, Mass » 

m 

dau.of  Antipas, Jr.  &  Almira  (Samson)  Maynard. Intentions, June, l84.8,Walth 
2389. Caroline  A., b. June  27,1850, Waltham, Mass • 

2390. Ossian  M. ,b .July  5,1853 Winchester , ?  Mass. 

2391. Albert  M. ,b. Dec .27, 1858, Ashburnham, Mass • 
f.  2392.  JOHN  KNAPP,  b. Lynn, Mass.  m. Elvira  ,  Had 

9 

2393  .Otis  M.  ,b  .1851  »d.  192l|,. m. Margaret  Meehan. 

B.  1851,  Canda?  or  Canada. 

D.June  3, 1924., Antrim, N.H. 

M,  Margaret.  Meehan, who  d. Sept .7, 1903, Antrim, N.H.  Had 
239k. Allen  W.  ,b .  Jan«2lt,l8?5«m. Mabel  F. Dowling# 

2 3 9,5 * H e r-b e r t , b . M ay  23, 1878, Washington, N.H. d.Feb. 23,194-9  in  Va.m.a  Virginia 
woman.  No  children. 

r  7  (LvmjJUj. 

2396 .Edward  M.  ,b. Nov.  12,1898. m. Mary  Kiblin, Antrim, Vt .Had  2  sons, 2  dau. 

I 

2397®Etta,b .Aug. 21, X88l, Francis towm,l.H.d. May  21, 194-2, Hill sboro,N,H,  ,m. Oscar 
Hills, Hillsboro,  had  David, b. May  23, 1905, Antrim, N.H. 

2398. Walter  F. ,b. Jan. 4,  1888, Antrim, N.H. m. Apr. 29, 1917, Mabel  Petty , Antrim.  Res, 
Medford, N.H,  No  children* 

^  2399. Lillian,  b.Sept.l,  ?  ,Antrim,N.H.m.lst  Oct .23, 1912, Harry  Tenney  who  d. 

Mcii.  ,19i|.2 J4,  ehildBen.m.2nd  Frank  Huston,Lakeport,N.H. 

| .  24,00. Mabel,b. Antrim, N.H.  m.lst  Thomas  Gilligan  -  two  children.  2nd  _____  Harri 
man.  Res. , Laconia, N.H. 


- 

* 

- 
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239l|..  ALLEN  W. KNAPP, ,  son  of  2393.  Otis  M.&  Margaret  (Meehan)  Knapp. 

B. Jan. 24, 1875 » As cot te, Canada. 

M. Nov. 1,1908,  Mabel  Dowlin,  b.May  7,l889.  Had 
2lj.01.Fred  Leon, b. June  2,1909.  m.Ruth  Smith. 

2lj-02 .Scott  Alf red ?b. Dec. l5<  1910.  m.Hertha  Farnham.  . 

2J4.O3 .1-lorris  Ralph, b . Jan. 1 ,1913 .  m.Stells  Waters . 

2404. Carl  Martin,  b. Sept. 2  or  21,1919.  m. Doris  Fortunati . 

2jj.05»Harold  Herbert ,bMch.3»1921 «  m.Creola  Dexter. 

2lj.06.Don  Abner, b  .May  8,1 92lj. .  m, Louise  Senical. 

2401.  FRED  LEON  KNAPP,  son  of  239)4-.  Allen  W.&  Mabel  (Dowlin)  Knapp. 

B. June  2, 1909, Hillsboro, Vt. 

M. Nov. 22,  (23  or  24) ,  1 9lp  7  ,Ruth  Smith, of  Top  sham  and  Corinth, Vt.  Had 
2lj.O 7 . W yne s s  F-.  ,b  . Sept. 21, 194-0, Hanover  ,N.H. 

2l|08 .Viola  M.  ,b  .Aug. 12, 1947 j  "  ” 

2)±09.Rebecca  R.  ,b  .Aug.12,1930,  "  " 

2lj.02»  SCOTT  ALFRED  KNAPP,  son  of  2394.  Allen  W.&  Mabel  (Dowlin)  Knapp, 
B. Dee . 15^1910, Antrim, N.H. 

M.Mch. 23,l835»  Hertha  Farnham, of  Topsham,Vt0 ,at  Corinth, Vt, 

2l|10 .Dennis  S.  ,b  .Nov. 3  #1936, Top  sham, Vt . 

2411 .Ronald  A. ,b . Aug, 31, 1938, Cor inth,Vt • 

2l[12. Kenneth,  b.May  6,1942, Barre,Vt» 

2ijJ.3 .Mark  E.  ,b.Feb*8,1950,Woodville,N.E. 

2403®  MORRIS  RALPH  KNAPP,  son  of  2394®  Allen  W.  &  Mabel  (Dowlin)  Knapp. 
B. Jan. 1,1 913, Antrim, N.H. 

M. Nov, 121937, Stella  Waters, of  Top sham, Vt. , at  Corinth, Vt. 

2ijl4. Daniel  M.  (or  David?)  b. Dec. 3,1938, Woodville, N.H. 

24l5« Jane  M. ,b. Jan,13f  1950, V/oodville, N.H. 

2404.  CARL  MARTIN  KNAPP,  son  of  2394.  Allen  W.&  Mabel  (Dowlin)  Knapp. 

B » Sept * 2, 1919, Corinth, Vt#  (or  Sept. 21?) 

K.Jime  6, 1948, Doris  Fortunati, Charlestown, Mass . 

24l'6 .Paul  M«,b. Oct.  1,1^49® 


• 

' 

- 

. 
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2i|.05.  HAROLD  HERBERT  KNAPP,  son  of  2394*  Allen  W.&  Mabel  (Dowlin)  Knapp. 

B .Mch. 5 »1 921, Corinth, Vt. 

^  M. Sept. 26, 1942, Creola  Dext er, Top sham, Vt. 

241 7 .Barbara, b  .Mch.  23 , 1 945  ,Woodville  ,N  .H . 

2l|.l8.  Dexter  ,b  ,Peb  .10 ,1947  ,Woodville  ,N.H . 

24l 9 »Dale , b. No y.1 0,1^50 ,WoodvilXe ,N .H. 

2406.  DON  ABNER  KNAPP,  son  of  2394*  Allen  W.&  Mabel  (Dowlin)  Knapp. 

B .May  8,X924»Corinth,Vt . 

Mc May  9, 1948, Louise  Sene cal, (or  Sencial) ,Barre,Vt. 

2420. Leo  Don,b.Apr . 7>1949,Woodfrille,N.H. 

2421.  EPHRAIM  KNAPP,  of  Nor ton, Mass.  Had 

2422.  EPHRAIM  KNAPP,  who  m._ _ _  Eoustin.  Had 

2423. Asa  ,b .1803, Brampton, Quebec . 

2)i  ?)|  .John,  b  .1807,  Brampton,  Quebec . 

|  242 E>« Thomas  Knapp,  son  of  2422.  Ephraim  &  (Houstin  ) Knapp. 

B.July  19,1801 , Brampton, Quebec . 

D.  i860, Brampton. 

K.  1824, Caroline  Holmes, b. Apr .6, 1805, Guildhall, Vt,d. 1889.  Had 

2426 . Mary  Ann,b.Dee.6,l826.d.Nov.ll,l859. 

2427.  Hiram, b , Dec .19, 1828, Brampton, Quebec .ra. Melinda  Poult er . 

2428.  Thomas  Edwar d, b. Feb. 22, 1830. d.l 901. m. Hannah  Ames. 

2429. Clarinda,b .Jan. 22, 1832. d, Aug « 15,1835. 

2430»Horace,b .Feb.22,l834»Snlisted,  in  Union  Army  -never  heard  from. 

2431 . David, b .May  23,1838. Enlisted  in  Union  Army  -  never  heard  from. 

2432 . Katherine ,b. Nov .25,1 84© » 

2433»Famny  Selina, b. June  1 ,1843 ®d. Aug. 5, 1908, m. William  Wright. 

24 Ik. Alfred  Holmes ,b. Nov . 25, 1846. d. Mch. 8, 1932. m. Sarah  Watkins. 

)  2427.  HIRAM  KNAPP,  son  of  2425. Thomas  &  Caroline  (Holmes)  Knapp. 

B. Dec .19, 1828, Brampton, Quebec. 

D.Feb.9,1903. 

M. Melinda  Poulter,dau.of  William  &  Mary  Ann  ( _ )  Poulter. 

MrewmiTTr  .  11  ■■  nim-n 


■ 
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2435  .Mary ,b  .Apr. 27,1861 , Danville  ,Quebec^.m. Nov. 9,1892,  John  Bowrey ,Seekonlc,Mass . 

at  Providence ,R  .1 .  (Perhaps  b.at  Brampton, Quebec  •Cr'"'*"  <*- 

2I4.36  .Kate  ,b .  June  17*  1864  ,Mouters ,  Quebec . 

2l|37»Pobert  H.  ,b  .Mch. 12,1869, Brampton, Quebec,  d  .1933,Galif . 

2438 .Hiram  Richard,! .Nov. 3,1 866, Brampton. m.Mch. 25,1896, Maud  Jamison. 

21^39.  Charlotte  ,b .  Dec.  lip,  1875,  Brampton. 

2ip'-!-0»  Jessie  M.  ,b.  July  8,1878, Windsor  Mills, Quebec. 

.Elizabeth  Annie, b •  Jan.l5,l88l , Windsor  Mills, Quebec .d. Nov. 22,1900 .m.W .K • 
Williams. 

22jl|2# Chari es,E.  ,b. Mch. lip,  1873, Windsor  Mills  .m.Mary  O'Reily. 

2i|li-3 .Henrietta,! .Mch. 6,1883, Windsor  Mill s.m.  1901}., John  H .Swain. 

2444* Clara,!. May  21,1 886, Windsor  Mills, Quebec. 

2l|.28.  THOMAS  EDWARD  KNAPP,  son  of  2lj.2£. Thomas  &  Caroline  (Holmes)  Knapp. 

B .Feb. 22, I83O, Brampton, Quebec . 


D.1901. 

M. Hannah  Ames.  Children  b.at  Bramp ton, Quebec. 

2445. Ida. 

244.6.  Norman.  ! 

2447.  Edward. 

( 

2448 . Caroline. 

1 

2449.  David. 

2450 . Rhoda. 

2451 . Alice,  m.P.C.C . Barnard, Danville, Quebec . 

2452«Cora,  m. Charles  Brooks, of  St. Gather ins, Ontario, 

s 

2434®  ALFRED  HOLMES  KNAPP,  son  of  2425*  Thomas  &  Caroline  (Holmes)  Knapp. 

1 

B. Nov. 25,l8k6, Brampton, Quebec. 

D.Mch.8,1932. 

M. Feb .17,1072, Sarah  Watkins, Leeds, Quebec, dau. of  James  &  Etama  (Hooper)  Wat-  j 
kins.  All  children  b.at  Brompton, Quebec »  j 

2453 .Arthur  Henry, b .Apr .20, l8?3 .d.Mch. 20, 1912.m. Oct .20, 1909, Edith  Estella  Fra¬ 
ser, of  Charleston, Mass.  ;■ 


■ 
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2) ;54» Alfred  James ,b . Jan. 11 .1875. m. Ella  Jean  Varney. 

2455*Bora  Ethel ,b .Aug. I'l ,l877»^ »Dec. 27^1906, George  Eason  Jamieson, of  Cole- 

brook, N.H. Had  Lloyd  Raymond, b .Aug. llj.,  1908. -Evelyn  Sarah, b. Oct. 6, 1910. m. 

Aug. 4, 193!]-, Harold  Bassett  and  had  Ethel  Mary ,b .Dec .17,1933 . 

June 

2l4.56.Emma  Eleanor, b.Mch. 21, i860. ra./^^27>  1909, Benjamin  Philip  Kemp , Melrose , 

July 

Mass. Had  Murial  Louise,b .Aug. 11, 1910. -William  Henry ,b  9,1913. 

214-57* Gordon  Lome  ,b  . A,u^r28~.Aun. 28 .1882. m. Annie  Florence  Cordy. 

2458 .Fannie  Alberta, b .Mch. 17,1886. 

2459*Nillian  Harold  Wright ,b. Jan.l2.l894«d. Apr .26 , 1 922. m. Shir ly  Gov/en. 

2454 •  ALFRED  JAMES  KNAPP,  son  of  2434*  Alfred  Holmes  &  Sarah  (Watkins)  Knapp, 
B. Jan. 11 ,l875,Bromptonville,Quebec . 

M. June  17, 1903, Ella  Jean  Varney ,Bromptonville , dau. of  s5aI&  K*?M?^arney. 

21x60 .  J ame s  Varney , b  .Feb  .29,1908 ,m, Carol  Bull. 

13 ,1913 s Everett ,Mass .and  Bramptonville , Quebec „ 

,  son  of  214,314..  ALFRED  Holmes  &  Sarah  (’Watkins)  Knapp. 
B « Aug, 23, 1882, Bromp ton, Quebec . 

M. Sept .29, 1908, Annie  Florence  Cordy, Capelton, Quebec . 

2I462. Dorothy  Florence, b. May  28, 1910, Everett, Mass, m. July  6,X935,Dangil  Taylor. 
2J163 .Harold  Gordon, b . June  30, 191l4.m. Wilma  McCallum. 

2459.W111IAM  HAROLD  WRIGHT  KNAPP,  son  of  2l43l4»AXfred  H.&  Sarah  (Watkins)  Knaj^ 
B.  Jan.  12,18914,  Brampton,  Quebec. 

D. Apr. 26, 1922. 

M. Jan, 15, 1919, Shirley  Go wen, City  of  Quebec. 

2146)4. Shirley  H0pe,b .Oct ,26,1919.d. Oct. 30, 1936, Quebec, 

21465* William  Arthur  Granville, b. June  11, 1921, Quebec. 

2I466.  Mill  cent  June  ,b.  June  11, 1921. d. 1921. 


2fj.6l^Ar  thur^  S  fcevens  ,  tuMay  t 
245 7.  GORDON  LORUfc  KNAPI 

/w 


2i|.60,  JAMES  VARNEY  KNAPP, son  of  2454- .Alfred  James  &  Ella  Jean  (Varney ) Knapp . 
B .Feb .29*1908, Everett, Mass .An  Episcopal  Rector  at  Harrison, N.Y. Gave  this 

ancestral  record  to  E.F.K. 

M . July  3,X933i0arol  Bull, of  Syracuse, at  Ghittinango,N.Y.dau.of  C.W.Bull.cf 
Nelson. 


-  W  a.. 

■ 

'  '  ' 


,  . 

' 


■ 

' 


APPENDIX  ~  Aaron  Line. 


3  26 

2lj.67.Pe ter  James, b.  June  5jl93lj.,New  York  City. 

2468. Edith  Windholz,  b .Nov. 21, 1936, New  York  City. 

2l|-63 .  HAROLD  GORDON  KNAPP, son  of  2ijJ?7»  Gordon  Lome  &  Annie  Florence  (Cordy) 

Knapp . 

B.June  20, 191ij-,  Sherbrooke, Quebec, 

M.  1935#1Jilroa  Me  C  till  urn,  Sherbrooke ,  Quebec , 

2[(,69.  Hi  chard  Gordon, b , Apr  .5,1936. 

2I4.7O .Barbara  Joan, b .Sept .27,1937. 

6  ^  5  1|.  3  21 

291.  PAUL  KNAPP,  (ll8, Paul.  3t-.*  Jonathan.  10, Nathaniel .  2, Aaron.  1, Aaron.) 


B.ca. 1775, Richmond, N.H. and  lived  there. 


M. 


Had 


2I4.71  .Paul  ,b  .  Co  .1795 .in. Priscilla 
7 

2)4.72. Relance. b  .ca.  1798, 

7  ,65 


,  ^  I4.  3  2  1 

2*1-71.  PAUL  KNAPP •  (Paul.  Paul.  Jonathan.  Nathaniel.  Aaron.  Aaron.) 


B . ca .1 7 95 j R i chtno nd , N .H .  Lived  at  Morehouse ,Vt » ,also •  (or  Mooretown?) 

M. Priscilla  . 

8  ~~ 

2473 •Nehemiah,b .1828 .m.Aug.20,1853, at  Koorehouse , Margaret  Hero,b .I8I4.O .No  chil¬ 
dren.  She  m.2nd  her  brother-in-law, Richard. 

8 

24-74- .Richard, b . I83O ,m. Margaret  (Hero)  Knapp. 

214.714.,  RICHARD  KNAPP,  (Paul.  Paul.  Paul . Jonathan.  Nathaniel.  Aaron.  Aaron.) 

B. 1830, Richmond, N.H.  and  lived  there. 

M.185!!, Margaret  (Hero)  Knapp, of  Boston,his  sister-in  law. 

2I4.75 •Mary  Jane ,b .Nov .20 , 1855 , Richmond. 

§ 

2)4.76 .William  H.,b.Mch. 1,1858 .Ridgefield. Conn. 

24-7  ?*Mitchsll_^»  ,b  .Oct  .31 ,1859, Richmond. m. Margaret  Ann  Lockwood. 

2I476.MILLIAM  H.K1TAPP .  (Richard l  Paul.  Paul.  Paul.  Jonathan.  Nathaniel.  Aaron. 


'  0  Aaron.) 

B.Mch. 1,1858, Ridgefield, Conn*  (or  Richmond, N. H. ) ? 

D.Dec ,16, 1925, Danbury , Conn. 

Nancy  M.Brower, b.N.Y.Apr.l8,l863.d.Sept. 21,1941, dau.of  George/Brower . 

(or  "a  native  of  Holland") 


. 

.  „ 

. 


* 
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10 

2478  .George  S.  ,b  .Peb  .5,l885»Ridgef ield,Conn. 

10 

2479'. ’William  H.Jr.,b.Dec.ll,l887#Ridgefield,Conn. 

10 

21-1-80.  Margaret  A.  ,b  .Jan.  19,1889, Ridgefield.d.  Feb  .  7, 1950, Danbury,  Buried  in  Cen¬ 
ter  Cemetery, Bethel, Conn,  m.lst  _ _ _  Gann, and  hadCarle ton, -Donald  W.- 

William  C .-Mrs .Francis  Januzzi .  m.2nd  Raymond  P. Hoffman. 

10 

24.81.  Charles  M.  ,b  .Jan.  5 ,1892,  Ridgefield.  ~~ 

10 

2i|,82. Harold  J.  ,b  .  Jan.  7,l894»RIdg©f  ield. 

2483. Howard  H.  ,b. Peb.  19, 1896, Ridgefield*— *• v-x-tin.fa*”***  ^  ' 

24  84.  Florence  ,b  .Aug.  9, 1899,  Ridgefield,  m.  Ernest"  Telford.  3~ 

10 

2485 •’Jalter,b. June  27,1901 , Ridgefield  or  Bethel, Conn. 

9  8  7  6  5  4  3 

24 11 •  MITCHELL  R. KNAPP,  (Richard.  Paul*  Paul.  Paul.  Jonathan.  Nathaniel. 

2  1 
Aaron.  Aaron. ) 

B. Oct. 31, 1859, Richmond, N.H. 

D. 

M. Margaret  Ann  Lockwood. 

10 

2486.  Elbert  D. ,b .Ridgefield, Conn.m. Carrie  Hurd. 

,  n,  9  8  7  6  5  4  3 

2486.  ELBERT  B.KNAPP,  (Richard.  Paul.  Paul.  Paul.  Jonathan.  Nathaniel. 

2  1 

B, Ridgefield, Conn.  Aaron.  Aaron.) 

D. 

M. 

10 

2487.  Reuben, 

10 

2488.  Bertha. 

10 

2489®  Oliver. 

10 

2490®  Elbert. 

2l|.73. ®  It  may  be  that  the  Priscilla  who  m*  24 71, Paul, irresponsible  I* 035  the 
the  mix-up  in  the  name  of  the  wife  of  l8l,Paul.  Probably  her  nane  was  Martha  Si 
Edwards  and  not?  Priscilla  Edwards.  The  two  Pauls  were  also  confused* 

2491*  HEZEKIAH  WHITE  KNAPP , son  of  Elijah  &  Lois  (Campbell)  Knapp.  b.ea»1903 


Raynham,Mass. 


' 


. 

' 
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Additional  information  concerning 

90l|_.  FRANKLIN  (or  FORDYCE?)  MELVIN  KNAPP,  son  of  IjJLO*  Fordyce  Melvin  Hnapp . 

P  B. Nov. 12, 1833, 

D. 

M , Aug *23,1861, Laura  Celia  Smith,  b .Oct . 9,l844> dau.of  Charles  Smith, and  he 
son.  of  Orrin  Smith.  Had 

2492.  Melvin  Smith,b.May  19, l864.m. 1894  ..Olive  Rosebrough,  (See  907.) 

2493 »Js sale  Loui 3  e , b  .Oct . 2?, 186? .m.May  10,1898, James  W .White. 

2494- Edmund  Ray ,b . Jan. 19,1871 . 

2493.  Lora  Elizabeth, b. Feb. 13, 1881.  (See  1559.) 

2496. Rupert  Lent,b . Jan. 17,188?. 

^  1; 00. DAVID  KNAfP.son  of  l6l. Elijah  &  Hester  (Flint)  Knapp. 

B. Dec. 21, 1794. 

D. 

M.  Ellen  Boice,  of  N.Y. 

24?7»Harriet  Muir, m.Msh. 6, 1859, John  Menzies  Burritt,a  grocer  in  New  York  City. 

v'l'i-  460,  AARON  BEALE  KNAPP,  son  of  179. Peter  &  Sarah  (Girdler )  Knapp. 

B  .  of  Marblehead, Mass . 

D.Meh.4, 1843 » aged  34  yrs.Lost  on  Schooner  "Sarah  Ellen"from  Grand  Banks . 
11.1st  Intentions  to  m. Sally  Chase, of  Lowell, Mass  .Dec. 14,1823  . 

2nd  m. 12-11-1825, Rebecca  Morse , Marblehead, Mass .He  became  a  famous  singer 

and  moved  to  Boston. 

2498 .Benjamin. 

2499»Rena. 

)  681. DAVID  MANNING  KNAPP, son  pf  284«Daniel  L.&  Julia  (Manning)  Knapp. 

B. Feb. 10, 1811, Billerica, Mass,  a  farmer.  $1000. 

B. Aug . 8,1866 , Granville ,N.Y. 


. 

' 
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M. Margaret  Chester, b. 1821)., Canada. d. Sept. 26, l891»aged  78  yrs. 


2^00. Mary, b.l8i|.6.d. Oct. 31, 1865’, aged  19  yrs. 
2^01.  Julia, b. 1814-3.  d.  Jan.  23, 1863. 


Res. Oil  Creek, Pa. 


2006CLYDE  S. KNAPP, son  of  1293 .Shepard  Pordyce  &  Nancy  Ann  (Baugher )  Knapp. 
B . July  17,l8?3»0il  Creek, Pa.  Teacher. 

B. 

M.  1900, Hattie  A. Smith,  b .3-3-1873 » Columbus , Pa . 

2>03. Harold  S.,b. July  26, 1902, Grand  Valley, Pa. 

2504,.  Grace, b  .Grand  Valley  .m.  Harry  J. Miller. 

.,,7  6  5  4  3  2  1 

863.  EDWARD  LOUIS  KNAPP,  (Lewis •  Enos.  Jabez.  Gladden.  Aaron,  Aaron.) 


B .May  25,1856. 


D. 


M. Harriet  Jeannette  Harbour, 


t 


2505.  Edward  Louis, m. 11-30-1916, Margaret  Mary  Dovmer , dau . of  Geo .&  Anna (Kef f er- 

man) Dormer . 

2506,  John  Edward, m. 5-5-1917, Florence  Louise  La  Flamme. 

! 

j  2507. Louis  Nicholas,™. Dec. 28, 1929, Fannie  Herrington  Morehouse » 

2508.  Emma  May ,m.Mch, 6, 1909, Robert  Drake  Stratton, son  of  Smith  &  Elizabeth 

(Chase)  Stratton* 

2509 . Nettie  M , b . July  16,1883 *m.  June  28, 190 7, Edward  Le  Flaxrnre , son  of  Edward  & 


Priscilla  (Hy  )  Le  Flarnme. 


2510.  Ella  Frances, b. Aug. 2, 1898. m. July  25, 1919, Martin  Roy  McDonald, son  of  James 

&  Mary  E. (Weaver ) McDonald. 

2511 . Emily  ,b. Jan. 3, 1891. 

2512.  Nellie  Eliza, b. Sept. 20,1901. 


^  2513. Grade, b. Feb, 22, 1881. 


.  1 


■ 


. 
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GENERAL  ACCOUNTING  OFFICE 


WASHINGTON 


RECORDS  DIVISION 


8N  REPLY  PLEASE  QUOTE 


R-858o9-hll 


May  31,  1938, 


Mr.  Dickson  Q.  Brown, 

jl+2  Madison  Avenue,  _  w  2- 

New  York,  N.  Y.  'T 

Sirs 

In  reply  to  your  letter  of  April  89,  1938,  wherein  you 
request  information  concerning  Ephraim  Knapp,  a  pensioner  of 
the  Revolutionary  War,  certificate  No.  27722,  New  York  Agency, 
you  are  advised  the  records  of  this  office  show  that  pensioner- 
died  October  19,  181+1  • 

The  arrears  of  pension,  covering  the  period  from  March. 

181+1  to  October  19,  181+1 ,  were  paid  at  the  Mechanics 1  & 
Farmers'  Bank,  Albany,  on  February  10,  181+2,  to  Calvin  I. 
Hubbard,  as  attorney  for  Moses  Knapp,  administrator  of  Ephraim 
Knapp  # 

No  further  information  has  bean  found  of  record  in  this 
office# 


Respectfully, 


Chief,  Records  Division 


w  *  •  • 


•  -  . 


'  i  *>  ■  ■  ■.  »•  '•  W. 


VETERANS  ADMINISTRATION 


WASHINGTON 


November  14,  1938 


X3Buiec«aD!8CHaieeRKsgGCXX 


IN  REPLY  REFER  TO: 


Mr.  Dickson  Q,.  Brown 
342  Madison  Avenue 
New  York  City 


BA-j/ady 
William  Knapp 


S  .5657 


Boar  Sir: 

Reference  is  made  to  your  letters  relative 
to  soldiers  of  the  Revolutionary  War,  Samuel 
Knapp,  a  resident  of  Dry den.  New  York,  and  aged 
eighty-two  years  in  1840,  and  William  Knapp,  a 
resident  of  Springfield,  New  York,  in  1818". 

Because  of  the  great  demand  for  Revolutionary 
War  data  and  the  limited  trailed  clerical  force 
available  for  furnishing  such  information  it  is 
impossible  to  comply  in  full  with  each  request 
partaining  to  soldiers  of  the  Revolutionary  War, 

The  record  of  William  Knapp  is  furnished  you 
herein  as  found  in  the  papers  on  file  in  Revolution¬ 
ary  Fax  pension  claim, S. 5657,  based  upon  hie  military 
service  in  that  war. 

William  Knapp  was  born  November  29,1762,  in 
Raynbam,  Massachusetts.  The  names  of  his  parents  are 
not  shown. 

While  residing  in  Putney,  Windham  County .Vermont , 
William  Knapp  enlisted  about  the  middle  of  December, 
1780,  or  in  February,  1781,  served  as  a  private  in 
Captain  Fish's  Vermont  Company,  length  of  service, one 
years  a  part  of  his  service  was  under  Colonel  Warner. 
He  was  in  several  skirmishes  with  the  Indians  ana 
Tories. 

After  the  Revolution,  William  Knapp  lived  in 
Winchester,  Massachusetts;  in  Putney, Vermont ; and  in 
Pitt st own,  New  York. 

He  was  allowed  pension  on  his  Replication  executed 
May  35,  1818, while  residing  in  Springfield,  Otsego 
County,  New  York. 


♦ 


- 


_ 


There  are  no  data  as  to  soldier* s  family. 

In  order  to  obtain  the  date  of  last  payment 
of  pension,  the  name  of  person  paid  and  moss  ibly 
the  data  of  soldier’s  death,  you  should  address  The 
Comptroller  General,  General  Accounting  Office, Record 
Division,  Washington,  P.  C.,and  cite  the  following 
data:  "  William  Knap, Certificate  Wo.  145-48, issued 
May  30,  1833, rate  $40,00  por  annum, commenced  March  4, 
1831,  New  York  Agency,  Act  of  June  7,  1832.”  His 
pension  was  continued  under  this  act. 


Very  truly  yours 


A.  D.  HILLER 
Executive  Assistant 
to  the  Administrator 


■ 


veterans  Administration 


WASHINGTON  April  8,  1938. 


Mr.  Dickson  Q.  Brown 
342  Madison  Avenue 
New  York,  New  York. 


YOUR  FILE  REFERENCE: 


m  REPLY  REFER  TO: 

BA-J/ILL 
Ephraim  Knap 
S'.  3  3672 


vM2- 

Dear  Sir: 


Reference  is  made  to  your  letter  in  which  you  request  the 
Revolutionary  War  record  of  Ephraim  Knapp,  who  was  a  pensioner  of 
St.  Lawrence  County ,  New  York,  in  1840. 

The  data  which  follow  are  found  in  pension  claim,  S.  13672, 
hased  upon  the  service  of  Ephraim  Knap  in  that  war. 

Ephraim  Knap  (as  he  signed  his  name)  was  born  September  27, 
1762,  in  Norton,  Bristol  County,  Massachusetts;  the  names  of  his 
parents  are  not  shown. 

While  a  resident  of  Norton,  Massachusetts,  he  enlisted  and 
served  as  a  private  in  the  Massachusetts  troops,  shown  as  follows  from 
August  29,  1777,  four  months  and  four  days  in  Captain  Silas  Cobb's 
company.  Colonel  Banforth  Keyes'  regiment;  from  January  21,  1778  until 
March  31,  1778,  in  Captain  Israel  Trow's  company,  Colonel  John 
Baggett'  regiment;  and  from  June  17,  1778,  nine  months,  5"  Company, 
Colonel  John  Daggett's  regiment. 

The  soldier  moved  "about  or  before"  the  close  of  the  war  to 
Lyme,  Grafton  County,  New  Hampshire,  from  which  place  he  moved  to 
Stockholm,  St.  Lawrence  County,  New  York. 

Ke  was  allowed  pension  on  his  application  executed  September 
17,  1833,  at  which  time  he  resided  in  Stockholm,  New  York.  His  name 
was  borne  on  the  pension  roll  as  Ephraim  Knapp.  The  soldier  died 
October  19,  1841;  reference  was  made  to  sons  who  survived  him,  but 
their  names,  and  the  name  of  Ms  wife  and  date  of  their  marriage  are 


' 


* 


. 


not  shown . 


In  order  to  obtain  the  name  of  the  person  to  whom  the  last 
payment  of  pension  was  made,  you  should  anply  to  the  Conotroller 
General,  General  Accounting  Office,  Records  Division,  this  city 
and  furnish  the  following; 


Ephraim  Xnapp 
Certificate  #27722 
Issued  October  8,  1834 
Hate  $51.66  per  annum 
Commenced  iiarch  4,  1831 
Act  of  June  7,  1832 
New  York  Agency. 


Very  tfuly  yours 


A.  D.  BILLER , 
Executive  Assistant 
to  the  Administrator. 


c'i  -  •' 
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Appendix  -  Aaron  -,ines. 

‘ 

X. Elijah  Knapp  &  Lois  Campbell,  (probably  of  Aaron  ^ine)  ha(f} 

2.  Eli jah,b ,ca .1 782 .A  letter  received  from  him  in  1851  states  that  he  is 

almost  70  yrs.of  age, living  in  Acton, Mass.  His  children  were 
10. Irene, had  6  children  in  X85l» 

11.  Elizabeth, had  1  child  in  1851  • 

12.  Galon, had  1  child  in  1851. 

13.  George  , married  before  l65l. 

1)4.. Prances, age  16  in  l85l» 

3. Nehemiah  Campbell ,b . 7-17-1794*RayKam  or  Taunton, Mass .m .Clarissa  Thatcher 

Frazier, a  widow, 10-17-1828, Dearborn  Go.^nd.  He  d. 2-7-1850,  Tradition 
says  that  he  left  Mass. at  the  death  of  his  father, Elijah,  when  a  will 
was  broken.  He  lived  in  Cincinnati,  Dearborn  C6.  &  Payette  Co.Ind.  Had 
l5»Emiiy,b.ll-l-l828.  m.  Russell. 

16.  William, b. 4-30-1832.  dTH^-iSl+O , 

17.  Eli jali, b. 9-30-1834.  d.  11-21-1922.  .  { 

18 . Lois ,b .k-29-l837 •  d .k-21-1917 •  m. William  T.Lamberson. 

19*Clarissa,b.  8-14-1840  .m.  Finney. 

20. Caroline, b .1-I5»l8k3 -Single . 

21  .Harriet ,b . 9-20-1.847 .  m.  Finney . 

This  family  lived  most  of  their  lives  in  Fayette  Co .Ind.Nehemiah  Is 
buried  there. 

4*Mary,m.  White  .Lived  in  Crawf  ordsville,  Ind,  Had 

22.  Hannah. 

23 . Mary. 

24.  John. 

25.  Lois . 

Probably  Elijah  had  other  children  as  shown  below.  They  were  mentioned 
in  the  1851  letter  as  though  they  were  brothers  and  sisters  of  (2)  %% 
Elijah.  j 

j  5. Orris,  had  6  children. 

6. Eliab,had  a  son,  (26) Edward, who  was  m.and  had  4  children  in  1851. 

7 . Hannah.  : 

8.  Mrs  .'Woods » 

9. Hasadiah  Barrett,  ( 


and  fhMp  ^®re  is  much  confusion  concerning  68, Paul  and  70. William, 

cnildpen.  All  are  uncertain.  One  version  is 
(Q»  William  Knapp, b. 1740, Taunton.  ad 

1.  William,  b. 11-29-1 7o4. d.  Athens,  Pa.m.  Fanny  Temple  .A  Revolutionary  soldier 

2.  Paul.  from  Poultney,Vt. 

3 . Robert. 

4.  Franc is . 

5»Liscom . 

6. Seth. 

7 .Martha (Patty ) . 

8  ®Sabra . 

9*  ? 

68. (2 )Pau!  Knapp, b.ca. 1770 .Settied  In  Moretown,Vt .A  shoemaker .Killed  by  a  fell 

1  ?*  m*MarJh^  Edwards, a  descendant  of  Jonathan  Edi^ards.  K&d’* 

1.  Roland, a  farmer  at  More town. 

2.  Priscilla. 

3.  Augusta. 

4.  Polly . 

5. Samuel  Edwards. 

6.  Orlando . 


-  I 


William  and  Paul  may;  be  father  and  son  or  brothers  or  otherwise 


•  r< 

' 
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This  is  a  sketch  of  the  Hazelton  families. 


(l)Robert  Hazelton, came  from  England  with  Rev. Ezekiel  Rogers, from  York  &  Devon 
Shire. Landed  at  Salem. Mass .Moved  to  Rowley , Mass . (There  was  also  a  John 
Hazelton  there-perhaps  a  bro.)Robert  became  a  Freeman  5-13-161+0  .Moved  to 
Bradford, Mass.  Will  dated  10-25-1673 Proved  9-29-1671+.  d.8-27-l67i+.m. 10- 
23-1639. Ann _ who  d. 7-26-168)+,  Had 

1 .  Ann,  b .  M'f  1-2-1 6  1+1+ . 

2.  Mary, b.  10-16-161+2. 

3.  Davis . 

Z+.Mary ,b .12-11+-161+6.  d. young. 

5.  Abraham. 

6.  Deli verance,b .1-25-1651 .  d. young. 

7.  ^^/^X//^/^-Elizabeth,b. 1-15-1651/52.  d. young. 

8 . Deliverance . 

9.  Robert, b. 9-7-1657. 

IG.Gersham.b .1-31-1661/62 , 

5. Abraham  Hazel  ton,  b .  3-3-161+8 .  d.!+-28-l  711  .Estate  Adm. 8-6-1711  ,by  son  Richard. 
ra.lO-k-l671, Elizabeth  Langthorn, dau. of  Richard  Langthorn.  Had 
1  .Mary  ,b  .1+-30-1673 « 

2.  Robert,!. 5-16-1671+. 

3.  Elizabeth, b.l+-29-l677. 

1+.  Richard . 

5. Be thi ah, b. 5-16-1682. 

6  .Abraham,!  .11- 6-I68I1. 

7 . Mehi table ,b . 3-20-1687/88 . 

8.  Jonathan,!  .1+-2-1691+. 

]+. Richard  Hazel  ton, b  .  11-13-16  79. m.l-ll+-l?02/o3,  Abigail  Chadwick.  Had 

1.  Ephraim, b .9-22-1703. 

2 .  R i chard ,b « 8-18-1 705 . 

3.  Thomas ,b. 3-18-1 767. 

1+.  John,b .  11-22-1 708 . 

5.  Mary, b . 2-7-1710/11 . 

6.  Abigail  ,b.i+-l5-17X5. 

7.  William,!. 7620-1719.  A  twin. 

8.  James,!. 7-20-1 719.  A  twin. 

9.  Amos, 

9. Amos  Hazelton, m, 3-5-1 745/^6, Eunice  Gleason.  Had 

1. Ann,b. 6-22-1748. 

2.  Thomas,!. 12-1-1750. 

3.  Jonas,!. 2- 7-1 753. 

4..  William,!. 5- 8-1 755. 

5.  Richard, b  .I+-28-1757 . 

6 .  Joseph. 

7 .  John,! .  3-26-1762 . 

8. Ebenezer  ,b .  9-19-1761+. 

9.  David, b. 2-7-1767. 

10 .  Eunce ,b . 7-11-1769 . 

11 . Ephraim,! . 3-29-1772 . 

12.  Abraham, b .10-15-1 775®  m.Juda  Knapp. 

6- Joseph  Hazeltine,!. 7-1-1759.  m. Martha (Patty)  Knapp, dau. of  Paul  &  Martha (Lis- 
00m)  Knapp.  Had 

1, Martha,  m. Samuel  Edwards  Knapp. 


' 
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DR.  ALFRED  A.  KNAPP.  Geneas  OGIST 
103?  Osceola  Avenue 
Winter  Park,  Florcda 


i 


MiSS  LENA  KNAPP.  PRESJDENT 
5  35  vvest  16th  Street 
New  York  1  i,  New  York 


MRS.  PHILIP  S.  WATTERS. 
133  West  4i»i  Street 
New  York  12.  New  York 


Treasurlr 


The  Knapp  Family  Association  of  America 

Descendants  of  Nicholas,  William,  Roger,  Aaron  Knapp 


[CO  FY) 


Herbert  K.  Clinch,  Secretary 

114  WEST  16TH  STREET 
NEW  YORK  11,  N.  Y. 


Jam. 12, 19^0. 


Kr  s .  r « H .  Lav;  son , 

Hew  York. 

Do 03'  Krs  .Lav; non: 

There  is  still  ranch  confusion  concerning  ■  ho  ancestry  of  Paul 
Knapp  who  si.ilartha  Liscomb.  His  desce  nt  from  Soth  Knapp  is  c till  disput-// 
od.  Ho  is  oven  believed  by  cone  to  be  descended  from  Y/illiari,  of  Water- 
tovm •  And  some  believe  the  William  Knapp  of  the  Boston  Tea  Party  was  a 
descendant  from  William  and  not  flora  Aaron.  It  all  needs  a  lot  of  re¬ 
search,  still.  i  placed  Paul  as  son  of  Seth  because  my  predecessor  as 
Gonial  orpine  of  the  Knapp  Family  Assn »  5had  so  placed  him  and  v’o  could  not 
find  whore  else  to  place  jjom.  wo  may  bo  wrong.  Gone  think  Paul’s  name  '..us 
Prail  williaia  or  'william  Paul  which  night  account  for  some  of  the  confusion. 


The 


iArfcos  arc  certainly  confusing  and  if  correct , wound  move 
Providence  Gazette,  Feb.  2.9,  loll  say  a  Seth  d .  June  -°d  ~ 


:,1013  in  hi! 


- 

« 


ic 

Goth 

year .his  inventory  was  taken  in  1C13.' Paul's  date  of  birth' is  said  to  be 
proven  by  the  Bible  records  of  Francis  Liscoiab  Knapp  as  17^2, That  would  make 
Soth  only  11  yrs.old  when  Paul  was  born.  The  only  birth  dates  riven  for 
Seth's  brothers  or  sisters  are  1388  and  1689.  -hot  is  a  long  time  before 
the  birth of  Both  in  1733, and  only  S  children  in  the  family,  Bo  was  Sc th 
b, earlier?  Wo  do  not  know •  Or  is  ho  even  a  son  of  Samuel?  Simula  reasoning 
maecos  me  think  that  it  is  more  probable  that  william  Knapp  of  the  Boston 
'Xoa  Party  was  a  son  of  William, of  vJatert own, than  of  Aaron, of  Taunton. 

Ko  proof.  Was  any  Knapp,  a  member  of  that  Tea  Party?  Ho  proof  -only  tra¬ 
dition,  which  is  often  false, 

Hr s. Vesta  V.  (Knapp)  Kagoon,I!ar  dwick , V t .knows  more  about  the  Aaron 
lino  than  anyone  else  that  I  know  of.  Yon  might  write  her.  The  last  I  know, 
she  did  not  know  the  ancestry  of  Paul. 

Aaron  Knapp  was  not  born  in  IUngland  in  1638 Ale  v;as  a  resident  of 
Taunton  on  that  date, so  born  1  ong  before.  I  think  all  the  records  of  the 
oarly  Aaron  lines  need  rostudy  and  correction.  They  contain  many  errors. 

Glad  to  hear  of  your  double  Knapp  ancestry.  'Wo  would  bn  gladto 
have  you  join  our  Knapp  Family  Association* 

Sincerely, 


P  »S«A  typed  copy  of  my  Aaron  Knapp  records  may  be  found  in 
Hietoric  Genealogical  Library, Boston. 


the  You  England 
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INDEX  for  the  APPENDIX  -  Aaron  Lines. 

21 Of .  Aaron  James ,b .1816 .m. Polly  King. 

2383.  Abel  H.  b .1831 .m .Augusta  B. Goodrich. 

2113.  Abiah.  m, Robert  Forbes. 

2111 . Abial . 

2114 • Abiatha .  m.  Anders. 

211 2.  Abler,  m. Alexander  Kingman. 

2115.  Abigail .  m. William  Churchill. 

2248. Abigail  Billings, b.  1799. d.l862.m. Eli jah  Hodges. 

2116 . Abraham,  d.l?70. 

2117.  Adam. 

2118.  Albert,  m. Sarah  E. Hollister. 

PPP7  AlhATf 

2346 ^Albert ,b.l850 . d .1863 . 

23 91. Albert  I-l.  b.l858. 

2120 . Alden  P.or  N.  m.Orpha  W 

2121.  Alfred,  b.1798. 

2135.  Alfred,  b.1798. 

2L-34.  Alfred  James,  b ,l875*m.Ella  Jean  Varney. 

2li34» Alfred  Holmes,  b .1846. d.  1932. m. Sarah  Watkins. 
2451. Alice,  m.C .C .Barnard. 

2340«Alionah  Keyes,  b ,l8l9.m.Mary  . 

2394*Allen  W»  b .1873 »m. Mabel  F.Dowlin. 

2I23. Almira, b. 1820. d. 1897. m.C.N. Thrasher . 

2232. Almira, b. 1820. d. 1897. m.C.N. Thrasher . 

2143 *Amos  Hall,  m. Fanny  Newhall? 

2268. Ann  Maria,  b.1839. 

212li.  Anna, b.  1733. 

2132.  Arthur ,  m.Effie  G. Adams. 

2226. Arthur ,h . 1 824. m. Mary  J. Caswell » 

2126. Arthur  E. ,b . 1843. d,1917*m. Melissa  Clough. 

2433 .Arthur  Henry,  b.X873»d. 1912. m. Edith  Estella  Fra 

2133 . Arthur  L.,m. Lillian  F.  . 

2130 . Arthur  M. ,m. Fanny  F.  » 

2134.  Arthur  P. 

2461 .Arthur  Stevens, b. 1913. 

2131.  Arthur  T.,b.l870. 

2136.  Asa, . m.Eli zabeth  A .Hodge . 

2lj.23.Asa,  b.1803. 

2123* Asel  or  Arol ,  n. Sarah  Freelove . 

2327.  Avery  William,  b .1821 . 

2kl 7* Barbara, b .1 943 • 

2470 .Barbara  Joan,  b.1937* 

2328.  Benjamin,  b .I8lii.»d.l8l3« 

2329.  Benjamin, b. 1813. 

2136. Benjamin  R.,b.l829.d.l83l. 

2488. Bertha. 

2138.  Be tsey,b .1772 .d .1867. m.Ruf us  White . 

2178. Betsey,  m. Philip  Justin. 

2249»Betsey ,  b .1803 . 

2330 . Betsey ,b .1824. 

2ij.04.Carl  Martin, b .1919.  m. Doris  Fortunati. 

244-8*  Caroline  • 

2139.  Caroline,  d.1830. 

2389. Caroline  A., b. 1850. 

2364. Catherine,  m. _______  Hinds. 

2140 . Charles,  m. Sibil  Dyke. 

2142. Charles,  b.l850. 

2146. Charles . 

2348 . Charles ,b . 1837  *  d .1863 . 


■ 
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INDEX  for  the  APPENDIX  -  Aaron  Lines. 

211-1-14- . Charles  A., m. Fanny  Ncwhall? 

23-48 .Charles  C.,b.l848. 

2312. Charles  C.H.,b.l8l_5. 
p.  2376. Charles  Christopher,  b.l8k8. 

I y  2135 .Charles  E. 

?J[ij 2. Charles  E.  ,b  .1873. m. Mary  0‘Reily. 

21 0)4.. Charles  Edward,  b.l865» 

2150.  Charles  H. ,b.l840.d.l904. 

2108. Charles  LeRoy ,b .1853 .m. Jane  Wendell. 

21b.9.  Charles  K.  ,m. Minerva  B.Bensley  or  Benchley. 
2lj.8l. Charles  K.,b.l892. 

2439. Charlotte,  b.l875* 

22I4.5. Charlotte  J.  ,b  .I8J4.8. in. Theodore  M .Baldwin. 
2213. Charlotte  K.b.l8l!|. 

2375. Chr istopher,b. l8l 9. d. I857.ro .Hary  C .  . 

2147. Christopher  G.,Mary  C.  . 

2444 .Clara,  b.1883. 

2429. Clarinda,b. 1832. d. 1835. 

2452.  Cora,  m. Charles  Brooks. 

2104. Cynthia  M. ,b . l845.ro. Alonzo  Head. 

2260. Cyrus,  m. Thankful  Stearns. 

2419. Dale, b. 1950. 

2151 . Daniel ,  m. Hannah  . 

2414. Daniel  M.,b.l938. 

2153- David,  d.1815. 

2431 •David,  b.1838. 

21(49  .David. 

2410. Dermis  S. ,b .1933. 

P  24l8. Dexter,  b .1947* 

24o3cDon  Abner, b .1924.ro. Louisa  Senical . 

2359. Dora  Adella,  b.X888. 

2455. Dora  Ethel ,i> .l877.ro. George  Eason  Jamieson. 
2208. Dor a  M.,b.l890. 

2201 .Doris . 

2344* Dorothy. 

2462. Dorothy  Florence,b .1910 .m.Dangil  Taylor. 

21 93 .  E.  Elmer  ,b.  1861.  d.  l88l. 

2121 .Ebenezer . 

2l54»Ebenezer , 

2343 .Edgar. 

2438. Edith  WindholZfb .1933. 

2X52 .Edward. 

21 31. Edward,  m .Lydia  Haskins. 

2447 .Edward. 

2159.  Edward  B.  ,m. Nancy  Spencer, 

2396. Edward  M. ,b .1898, m. Hary  Kiblin. 

2163. Edward  L. ,b. 1819. to. Ellen  Frances  Hills. 

2145 .Edward  W » ,m.Mary  Ryan . 

24 90. Elbert. 

2170.Eliab. 

2387.Eliab,  m. Rachel  Knight. 

2l62.Elias,  ra.Mary  . 

|  2167. Elijah,  m.Lois  Campbell. 
f  2168, Elijah,  b .1793. 

2169. Elijah,  b .1796. 

2174»Elijah,  m. Phoebe  ________  and  Bethia  Cobb. 

2177. Elijah,  d.l8l5.ro.Rhoda  Swallow. 

.  2187.  Elijah,  n.DIadema  Curmings  • 

249i.SH jah,  m.Lois  Campbell * 


329 

Knapp  s 


r 

t 


■ 

V 

' 


' 

■ 


f 


INDEX  for  the  APPENDIX  -  Aaron  Linos. 


Knapps 


330 


22^1. Eliza,  b.l8l5. 

2180. Eliza  Ann,  b.1820. 

21?9«Elizabeth,  b .1822. m, Abel  Leander  Thurston, 
t  2181 .Elizabeth,  m.Asa  Dodge. 

™  2307. Elizabeth, b. 1831 .m.Andrew  Jackson  Hollister. 

2301. Elizabeth,  b.X765. 

244^-  .Elizabeth  Annie ,b .1881 . d 1 900 .m.W.H. Williams. 

2182. Elkanah,  d.1760. 

2119 .Elmer ,b .1862 .m.Mary  Colcord. 

2486. Elver t  D.  m. Carrie  Hurd. 

2183.  Emily,  m. Charles  Wheelock. 

2lj.56.Emma  Eleanor,  b  .1880  .m.  Benjamin  Philip  Kemp. 

2111  .Ephraim  e 

2l8Ip. Ephraim,  m.Sophr-onia  Frazier® 

21 05 • Ephr a im . 

2lj.21 .  Ephr  a  im . 

2422, Ephr aim,  m. _ _  Houston. 

2197. Ethel. 

2188, Ethelbert . 

2l86.Ethelea .  d .1903 »m.  Newkirk. 

2397. Etta, b. 1881. d. 1942 .m. Oscar  Hills. 

2347 . Eugene , b . 1851 . d . 1 863 . 

2230 .Ezra . 

2189.  Ezra  3 . ,b .l827« d. 1930 .m.Mary  H.Corless • 

21 95.  Parma,  b.1762. 

21 94 .Fanny ,b  .1863  .m. Frank  C  .Hood,M.D . 

2458. Fannie  Alberta,  b .1886 . 

2223. Fannie  K, 

|  2433 .Fanny  Selina,b .1843 .d.1908 .m. William  Wright, 

2484. Florence ,b . l899*m. Ernest  Telford. 

2203 .Frank  L. ,m.Lillian  F.Wood. 

2196.  Fred. , d. 1906. m» Ella  S. Harris. 

2k01  .Fred  Leon, b ,1909. rn. Ruth  Smith. 

2210 .Frederick,  m. Hannah  . 

2220iG-eorge  0 
23.71  .George . 

21 27. George,  m. Hannah  Maloon. 

2166. George  Albert ,b .1865. d„X866» 

2478 .George  E.,b.l885. 

21 75. George  Field, b .1796. d. 1001 . 

2105. George  Henry, b . 1847 *d. 1864. 

2382, George  Henry, b .1827. d. 1864. 

2209 .George  L . 

22[fL.,Ge/orge  L.  ,b  .l826.m. Harriet  J. Grossman, 

2206. George  S«,  m. Carrie  M. Gilbert. 

2204«Geraldus  A. ,b.l886. 

2215. Gertrude  L. ,b ,1887. d. 3 887. 

2457. Gordon  Lome ,b . 1882. m. Annie  Florence  Cordy. 

2209.  Grace  W.,b.l892. 

2210.  Hannah,  D.IS03. 

2211.  Hannah  W«,  m.Rufus  Lincoln* 

1  2212 .Hannah,  m. Daniel  Linkon. (Lincoln) 

2202. Harold. 

-  2463. Harold  Gordon,  b .  1 9l4.ro •  Wilma  Mc'CaXXum. 

2405. Harold  Herbert, b .1921 .m.Creola  Dexter. 

;  2482. Harold  J.b.l894. 

2213 .Harriet ,  m. George  W. Davis. 

I  2317 .Harriet  Jean, b .1835. 


' 

■ 


■ 
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2106. Harriet  M. ,b .1850 .m. Myron  L. Prosser. 

)  221i|  .Harry  L .  ,m. Lillian  E. _ _. 

?i;)| 3  . Henrietta, b  ,1883  .m. John  H  .Swain, 
fe  222 9. Henry. 

P  2379. Henry ,b. 1787. d. 1859. m. Lucy  Keyes. 

2216. Henry  C.,m. Ellen  A . 

2331 .Henry  Dexter ,b .1826. 

2218. Henry  M. ,b .1851 «m. Mary  Denslow. 

2395. Herbert, b. 1876. d. 19^9. 

2128 .Herbert  A . ,b .1879. m. Jennie  C. Minor. 

2172 .Hezekiah  White. 

2491  .Hezekiah,  White ,  b.ca.1903. 

2l|.27. Hiram, b  .1828  .  m. Melinda  Poulter. 

2438. Hiram  Richard, b .1866 ,m. Maud  Jamison. 

2157. Horace,  b.X800. 

2430. Horace, b .1834 • 

2351+. Horace  M.,b.l838. 

2165. Howard  Ervin, b . 1872. m, Blanche  Moody. 

2I4.83 .Howard  H.,b.l896. 

2357. Hubbard  C. 

2445 .Ida. 

2178. Irene,  b ,l8l2.m. Benjamin  Merriman. 

2220. Isaac,  m.Sobelia  S.Hall. 

2221.  J.V. ,D.V.S. ,b. 1889. d. 1952. 

2222.  Jacob,  m. Hannah  Randall. 

2224.  Jacob . 

.  2191. James, b. 1858. d. 1858. 

P  2223. James,  m.Almy  Tripp. 

2225.  James,  m. Esther  Tibbetts. 

2231 .James . 

2235* James, b. 1723. d.1783/81).,  m. Rebecca  Clark. 

223 8.  James,  m. Nancy  Bayley. 

2239.  James,  m. Sarah  Cobb. 

2192. James  B. ,b . 1859. m. Rose  M .Brown. 

224l» James  E.,m. Sarah  Robinson. 

2302. James  Paul,  d.l893» 

2480. James  Varney,  b .1908 .m. Carol  Bull. 

2339. Jane, b. l8l 6 . 

2lU5*Jane  M.,b.l950. 

2200 .Jennie . 

2371. Jennie  Prances, b.l832.d.l892.m. Otis  Cole. 

2240.  Jeremiah, b .1829. d. 1854* 

2440. Jessie  M. ,b .1878 . 

2256.Jelson,  m.Anna  Patch. 

2242.  Job. 

2243 . Job »b ,1787»d.l8kO .m .Polly  Leonard. 

2246,  Job  Nelson, b .1832. m. Mary  L .  . 

2122 .John,  m. Abigail  . 

2247.  John,  m. Eunice  Bates. 

2250. John,  m. Abigail 
2253. John,  b.1836. 

2254 • John ,  m.Elizabeth  Prentice, 
fe  2255. John,  d.1817. 

7  2257. John. 

2259. John. 

2322. John,b. 1785. 

.John,  m. Elvira 


.John,  b.1807.  ~ 

2190. John  Gorless ,b .1855 


- 


' 
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2160. John  Hardy ,b .1828 . 

2258.  John  R.  ,b  .ca.  1790. m. Rachel  _ _ 

2lIpL.John  Solon,  m. Ellen  Hutchins. 
afc,  2111 .Jonathan. 

^  2261 . Jonathan. 

2263. Jonas.  d.  184-8  .m. Sarah  Beal. 
226k. Joseph,  rn.Mary  E.  . 

2264-.  Joseph  F.,b.l866. 

2265.  Judith,  d.1837. 

2266. Judson  W.,  iu.Lovisa  . 

24,36. Kate,  b.l86k. 

2li 32. Katherine  ,b  .I84.O  . 

24-12 .Kenneth,  b. 194-2. 


2269. Lanos. 

2111 .Lathrop . 

2270 . Lathrop • 

2107. Laura,  ra. Alonzo  Mead. 

2262. Lemuel  ,b  ,174-4* 

24.20. Leo  Don, b.  194-9* 

2199. Leon. 

2326. Leonard, b .1819. 

2399. Lillian, m. Harry  Tenny  and  Frank  Huston. 
2219. Lizzie . 

2363.  Lodemla,  m.  Carpenter. 

2271.  Lois  A. -m. Porter  G. Thurston. 

2272.  Louisa.  d.l859.nx.Abi jah  Clark. 

2273.  Lucinda, b. 1803. d. 1818. 

[p  2275. Lucy,  in  .Nathaniel  M. Smith. 

2276.  Lucy,  m. Thomas  Allen. 

22 7k. Lucy  M. ,m. Caleb  B .Wheeler. 

2278,  Lydia,  m. Eli jah  Gibbs. 

2279.  Lydia,  m.Ebenezer  Cowan. 

2277.  Lydia  A, ,m. Charles  James  Field. 

2332. Lyman,  b.l8l7. 


2lf,00 

24.86 

2293 

24.80 

220? 


.Mabel,  in. Thomas  Gilligan  and 
.Mabel,  b .1875* 

.Merab all,  m.Josiah  Jones. 
.Margaret  A.  ,b.l888.d.l950.m._ 
• Mari on  F. ,b.l883. 


Harriman. 


Gann  and  Raymond  F. Hoffman. 
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2173 .Mary  Webber. 

2287. Masa  (Noses),  m.Lucy  Briggs. 

2280. Mason, b. 178 3. m. Clarissa  _ 

p*  235>2.Kaybeth  C .  ,b  .1893  • 

2289.  Mehi table,  m. John  Pratt. 

2290.  Mehi table, b. 1792. d. 1822. n. Martin  Hendrick. 
2292. Melville,  m. Prudence  Thayer. 

2l+66.Millicent  June ,b .1021 . d.  1921 . 

2477. Mitchell  R. ,b. 1859. m. Margaret  Ann  Lockwood. 
21+03 .Morris  Ralph, b .1913 .m. Stella  Waters. 

2294.  Moses,  m. Joanna  Cobb. 

2295 . Moses, d.1803. 

2296.  Moses . 


2297.  Nancy,  m. Ephraim  Hall. 

2313. Nancy  Mariah,b.  1820. d.l88i+.m. Cyrus  Camp. 

2298.  Nathan  F.,m.Jane  B,_ _  and  Betsey  J.Kagoon. 

2281 .Nathaniel ,  m.Mary  . 

23 00. Nathan! el,  m.Mary  _. 

2303.  Nathaniel,  m. Elizabeth  Morgridge. 

23 01+ .  Nehemi ah ,  b  .  1 73  7 .  d .  1 815 . 

237l+.Nehemiah,b  .1817  .d.  1859.  Single . 
2l+73.Nehemiah,b  .1828 .m. Margaret  Hero. 

21+1+6 .  Norman . 

2103. Olive  J.  ,b .181+4, m. Russell  McCauley. 

2236. Oliver, b. 1751. 

2^89. Oliver. 

2385. Orlando  C.  .b.l86i+.d.l888. 

fp  2390. Ossian  M.,b. 1853. 

2393. Otis  M.  ,b. l85l. d.l92l+.m. Margaret  Meehan. 


2305. P.M. 

291  .Paul . 

2106. Paul. 

2308  .Paul 

21+ 71  .Paul, b  .1795»m. Priscilla  . 

2416. Paul  M.,b. 191+9. 

2309»Penley,  m. Lillian  Flanders. 
2111. Peter. 

2310. Peter,  m.Zerusha  . 

2I+67.P eter^James ,  b .193^"*”" 

2325. Phoebe, b. 1776.  d. 181+1. 

23X1+.  Pliny. 


2315.  Rachel, b. 1785. 

235l*Haym£nd  Adelbert-,b  .1887* 

21+09. Rebecca  R.,b.l95>0« 

2316. Rebeckah  Wells,  m. Sanford  R. Bolton  and 
21+72. Relance, b  .1798 . 

2319.  Reuben, b. 1801+.  d. 1827. 

2320 . Reuben.b . 1 734. d.lGl 7 .m.Mary  Lumraon. 
2323. Reuben, b. 1793. 

21+8  7  .Reuben. 

2lj.50.Rho  da. 

21+ 74. Richard, b  .XS^O.m. Margaret  Hero  Knapp. 
21+69. Richard  Gordon, b  .1936 . 

21+37. Robert  H.  ,b  .1869. d.  1933. 

2373 . Roland, b .1797 »m. Margaret  . 

2411. Ronald  A.,b.l938. 

2378.  Rowland,  b. 181+2. d.  1900. 


Knapp • 


I 


' 


- 
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2156. Rufus,  b.1797. 

2321. Russell, b .1789.m. Lucy  Howard. 

233S»Sabary,  b.1783. 

^ •  2337.Samuel,  d.X8l5.  m. Lorraine  Bostwick. 

2291 .Samuel  M.,b.l919. 

233b. Samuel  N. ,m.M&ud  F. Holly. 

2340. Sarah,  m. Richard  Orgels. 

2338 .Sarah, b .iQlk.  m.Parkhurst  Markham. 

2299. Sarah  Jane,  b.1853. 

21^.02  .Scott  Alfred, b  .1910  .m.Hertha  Farnbam. 

2341 .Shepherd. b .1845. d.l 908.  m. Sarah  Thornton. 
2)4.64,  Shir  ley  Hope, b  .1919. d  .1936 . 

2109. Sidney  Byron,  m.Adelia  Calkins-. 

2342 . Silas ,b .1822 . d.l895.xr.Mary  Per ley . 

2381. Sophia,  b.l820. 

2384. Spencer  H. ,b .l859.d.l888. 

2349. Stephen, b .1807. 

2388. Stillman  S. ,b ,l825.m.Abby  S .Maynard. 

2350 .Sumner ,b .1859. n. Mar ibel  Clark. 

2232. Susan  A . ,m.  Woodbury. 

2353  •  Sylv  anus ,  b .  X  8b"l .  m .  Phi  1  enda  . 

2425. Thomas ,b .1801 ,d.l860 .m. Caroline  Holmes . 
2428. Thomas  Edward, b .l830.d. 1901 ,m. Hannah  Ames. 
2355  •  T  ixiio  thy  W , , 

2318. Timothy  Wells,  b.1833. 


2408 .Viola  M. ,b.l847. 

^  23.66. Wallace  H.  or  VJ. 

2l;.85 .  Walter,  b .  1 901 . 

2368. »/alter  C. ,m. Sarah  J.LaBelle. 

2398. Walter  F . ,b .1888 .m. Mabel  Petty  Antrim. 

2129. Warren  J»  ,b.X883.d»X945»m. Bertha  M . C-orman . 

2360.  Warren  J. ,b .1883 .d.X945  •m.. Bertha  M. Gorman. 

2158. Will  i  am, b. 1806 . 

21 98. William. 

2324. William, b. 1779. 

2334. William, b. 1812. d. 1813. 

2361 .  Will iam,b .1797 .m. Isabelle  Olney . 

2362.  william, b .1797 « d. after  l888.m.Aohsah  ’Wakefield. 

2370 . Willi am.b.ca,  1800. rc. Eunice  Phelps . 

2465. William  Arthur  Granville,  b.1921. 

2110. William  Conklin,  m.Mrs.John  Kipp. 

2368. V/il3.iam  F.  ,m„  Lucinda  Tyler. 

2217. William  H.9b.l869, 

2369.  William  H.,b.l869. 

2376. William  H, sb.l869/68»d*1926®meNancy  M. Brower. 

79. William  H.,b.l887. 

2459. William  Harold  Wright, b. 1894. d,1922.m. Shirley  Gowen. 

2377 . William  Hender son, b ,1853 » d .1854. 

2366,  William  N.,m. Martha  J. Howard. 

2367 . William  Stevens ,b .1812. d. 1855. 
fo|  24.O7. Wyness  F.,b.l940. 


' 
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21 22. Abigail 

2250. Abigail  _ _ 

2132 »Ef fie  G. Adams. 
k  2276. Thomas  Allen. 

P  2428 .Hannah  Ames. 

2114.  Andres. 

23 98. Mabel  Petty  Antrim. 


21-1-02. Her tha  Farnham. 

2277. Charles  James  Field. 
2309. Lillian  Flanders. 
2113. Robert  Forbes. 
2l|.0li-.Doris  Fortunati, 

2453  .Edith  Estella  Fraser. 
2l84.Sophronia  Frazier. 
2125. Sarah  Freelove. 


2245 • Thoma s  M. Baldwin. 

2451 »C  .C .Barnard. 

2247. Eunice  Bates. 

2238. Nancy  Bayley. 

2263. Sarah  Beal. 

2149. Minerva  B.Bensley  or  Benehley 
21 74 ‘Blanche 


2316. Sanford  R. Bolton. 
2337»Lorrai:ne  Bostwick 
2435 • J ohn  B  owr  ey . 

2287. Lucy  Briggs. 

2452. Charles  Brooks 
21 92. Rose  m. Brown. 
2476. Nancy  M. Brower 
2460, Carol  Bull. 


2278. Elijah  Gibbs. 

2206. Carrie  M. Gilbert. 
2400. Thomas  Gilligan. 
2383 .Augusta  B. Goodrich 
21 2 9. Bertha  M. Gorman. 
2360. Bertha  M. Gorman. 
2102 .D .R .Gould. 

•  Shirley  Gowen. 


2313 .Cyrus  Camp. 

2167. Lois  Campbell. 

24 91. Lois  Campbell. 

473  .Dr .Amos  Canfield. 
2480.  _____  Cann. 

&  2363.  Carpenter. 

2226 .Mary  J. Caswell. 
2109.Adeiia  Calkins. 

2115 .Willi am  Churchill. 
2288. Clarissa  . 
2272.Abijah  Clark. 

2350 .Mar-ibel  Clark. 
2235«RfiLecca  Clark. 

2126 .Melissa  Clough. 

21 74 .Bethia  Cobb. 

2294. Joanna  Cobb. 
2239®Sarah  Cobb. 

2119. Mary  Colccrd. 

2371. Otis  Cole. 

245 7 «  Annie  Florence  Cordy. 
21 8 9. Mary  H.Ccrless. 
2279.Ebeneser  Cowan. 

2244-. Harriet  J. Grossman. 
2Xo7.Diadema  Cuirmiings. 

2213 .George  W. Davis* 

2218 .Mary  Denslow. 
2405*Creola  Dexter. 

2l8l .Asa  Dodge. 

23 94 -Mabel  P.Dowlin* 

|  2140. Sibil  Dyke. 

mm/u  . 

2216. Ellen  A.  . 

2392. Elvira 

tm.  ~ 

2130 .Fanny  F. 


2297.  Ephraim  Hall. 

2220 .Sobelia  S.Hall. 

2336. Maud  F. Hally. 

2283. James  Hamilton. 

21.51  .Hannah  . 

2210  .Hannah  . 

2102.  Harpt. 

2400.  Harriman. 

21 96. Ella  S. Harris. 

21 6l. Lydia  Haskins. 

2290 .Martin  Hendrick. 

2473 . Margaret  Kero. 

2474 . Margaret  Hero  Knapp. 
2163. Ellen  Frances  Hills. 
2397. Oscar  Hills. 

2364.  Hinds. 

2228. Eli jali  Hodges. 

2136. Elizabeth  A. Hodge. 

2480. Raymond  F. Hoffman. 

2425» Caroline  Holmes. 

2307. Andrew  Jackson  Hollister 
2118. Sarah  E. Hollister. 
2194.Frank  C.Hood,M.D. 

2422.  Houston. 

2321. Lucy  Howard. 

2366. Mar tha  J  .Howard. 

2486. Carrie  Hurd. 

' 23 99 .Frank  Huston. 

2l4l. Ellen  Hutchins. 

2455®C-eorge  Eason  Jamieson. 
2438. Maud  Jamison. 

2298.  Jane  B. 

2293®Josiah  Jones. 

2176. Philip  Justin. 

2456 .Benjamin  Philip  Kenp . 
2379. Lucy  Keyes, 

2396 .Mary  Kiblin. 

2101. Polly  King. 

211 2. Alexander  Kingman. 

2110. Mrs. John  Kipp. 

2316.  Knapp. 

2387. Rachel  Knight. 
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2356. Sarah  J.LaBelle. 

22]|3. Polly  Leonard. 

2211}.. Lillian  E.  _ 

|  2133. Lillian  F.  I _ _. 

"  2211, Rufus  Lincoln. 

2212, Daniel  Linkon. (Lincoln) 
2477 .Margaret  Ann  Lockwood. 

2266.Lovisa  _ _ . 

2320. Mary  Lunnon. 

mm  ' 

2l|.63 .  '■! i Ima  Me C al lum . 

21 03.  Russell  McCauley. 

2296. Betsey  J.Nagoon. 

2127. Hannah  Maloon. 

2373 .Margaret* 
2339.Parkhurst  Markham. 

2162. Mary  , 

2281 .Mary  . 

23 00. Mary  . 

2380  .Mary  _ _ 

2375 .Mary  C.__ _ 

2261 [..Mary  E.  . 

224,6 .Mary  L.  . 

2388 . Abby  S .Maynard . 

2104 . Alonzo  Mead. 

21 07. Alonzo  Mead, 

23 93 .Margaret  Meehan. 

21 78. Benjamin  Merriman. 
w  2128, Jennie  C. Minor, 
r  2163. Blanche  Moody. 

2303. Elizabeth  Morgridge . 

2 345* Net tie  , 

2l4l .Fanny  Newhall, 

2144  *  F  army  N ewhal  1 . 

2186.  'Newkirk. 


2361 .Isabelle  Olney. 
2442. Mary  O'Reiley, 

2340.  Richard  Orgels. 
2120.Crpha  W._ _ 

2256,Arma  Patch. 

2342. Mary  Per ley. 

2286. William  Perry. 

2370. Eunice  Phelps. 

2353 • Phil enda  . 

2282. John  Phillips, 

2427. Melinda  Poulter. 
2289. John  Pratt. 

2254 • Elizabeth  Prentice, 
2472. Priscilla  . 

2106. Myron  L.Prosser. 

I  2258. Rachel  . 

2222 .Hannah  Randall, 
22S4.Nathan  Richardson. 
2241. Sarah  Robinson. 
2l45»Mary  Ryan* 


2406. Louisa  Senical. 

2285* Solomon  S every . 

•2275. Nathaniel  M. Smith. 
2401. Ruth  Smith. 

2159. Nancy  Spencer. 

2280. Nathan  Stearns. 

2260. Thankful  Stearns. 

2443  •  J o.hn  H . Swain . 
2177.Hh.oda  Swallow. 

2462 .Dangel  Taylor. 

2399. Harry  'Penny . 

2292 .Prudence  Tnayer • 

24 84. Ernest  Telford, 

2341. Sarah  Thornton. 

22p2. C ,N .Thrasher . 

2123 . C ,N .Thrasher . 

21 79. Abel  Leander  Thurston. 
22 71. Porter  G. Thurston. 
2225. Esther  Tibbetts. 

2223 .Almy  Tripp, 

2368 .Lucinda  Tyler . 

2454 «Ella  Jean  Varney. 

2362 .Achsah  Wakefield. 

2403 .Stella  Waters . 

2434 » Sarah  Watkins . 

2108, Jane  Wendell , 

2274. Caleb  B. Wheeler. 

2183. Charles  Wheelock. 

21 3  8  *  Rufus  Whi  t  e  . 

2441  .V/.H  .Williams. 

2232. ______  Woodbury. 

2433. William  Wright. 

23  72 « Mr  s . El i sab  e  th  R .Young , 

2310.Zerusha  __  . 
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Additional  ■  INDEX  for  ■  the  *  names  written  into  -the .manuscript  by  pen. 


Knapp 
15  7- A. 
317. 
795. 

86ip. 

1079. 

1313-A. 

317. 

251. 

381. 

1541-A. 

381. 

11 

251. 

498. 

864. 

93 8“ A . 

56l. 

928-A. 

1215. 

1.541-A, 

1077. 

1310-. 

251. 

11 

559. 
1310. 
1802-A. 
2396. 
864. 
1215. 
2502. 
263. 
301. 


Index-  given  name  only, 
Adah  Adams . 

Abraham. 

Annette . 

Adam  or  Adin. 

Almida . 

Ar thur . 

Betsey  E. 


Crawford  Emery. 
Charlotte . 

Carrie « 

Dolly, 

Diana. 

Elizabeth . 
Elizabeth. 

Eunice . 

Elliot  Eames. 

Em! ly  C . 

Fayette . 

Fanny  Elizabeth. 
Frances . 
Geo.Osmon. 
Gertrude . 

Horace  Edward. 
Henry  Robert. 
Harriet. 

Helen 
Howard  L . 

Harry  Edward . 
Jane . 

John. 

J  ame  s . 

Margaret  A. Knapp 
Moses 


55 9. Margaret. 
561. 

11 

313. 

1214. 

1721 -A. 

1310. 

2502. 

556. 

317. 

251. 

381. 

2037. 

381. 

559. 

1.3IO. 

1583. 

252-a. 


Maria. 

Malinda. 

Mary  Minerva. 
Mary  Walker. 
Martha  W. 

Nina  R. 

Nathan  H. 

Nancy « 

Oliva. 

Pyrle  Anna. 
Ruth, 

Ralph  C. 
Stephen  Henry. 
Sylvia. 
Winfield. 
Walter  S. 
William  P. 
Zach&rlah. 


1313 

2502. 

ti 

212. 

561. 

599. 

553. 

681. 

1445. 

820. 

1675. 

1122. 

320. 

1541. 

1275. 

1364. 

228. 

1275. 

820. 

897. 

1675. 

1775. 

360. 

483. 

360. 

1966. 

462. 

1219. 

817. 

2396. 

226. 

1038. 

56i. 

381. 

693. 

694. 

496. 

313. 

928-A. 


Related  Families. 

-A.  Effie  G. Adams. 

.  Abigail  R. _ _ 

Anna 

Cephas  Holbrook  Dillingham. 
Norman  Bennett. 

_ _ _  Bowen. 

Mary  Cooper. 

Margaret  Chester. 

Julia  A. Carver. 

Marcia  Catherine  Stewart  Davis 
Ned  Conoviss . ? 

Elizabe  tb.  . 

Lydia  Fredinger, 

Andrew  Fallon. 

Osman  Titus  Hiram  Grant. 

Esther  A .Greenleaf . 

_______  Holland  or  Howland. 

David  Hoskins. 

Marcia  Davis  Heath. 

Anna  Amelia  Hyde, 

Lewis  Hills. 

Katherine  Leiter  Hoffer. 
Johnson. 


2086, 

569. 

795® 

1851. 

252-A. 


Joseph  Jewett. 

______  Kn/ight , 

Pliny  Kiser, 

Ben j .M, Lindsay . 

Arthur  Maws on. 

Ella  C.Millett. 

Frances  Eleanor  Murphy, 
Betsey  (Place). 

Albert  Dana  Pond. 
William  Ruthauf f  e 
_______  Spaulding. 

Stella  Stanley. 

John  F. Stanley, 

Martha  Stanley. 
Furdenand  M.Starrott . 
Sylvia  . 

______  Stradley. 

Hattie  A. Smith. 
Temperance  . 
Marshall  D.P .Thompson. 
Clyde  Lucile  Taylor. 

Mr s .Elizabeth  Young-, 
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FOREWORD 


This  GEI’EALOGY  of  AAKOF  KITAPP  is  as  complete  and  as  accurate  as  I 
an  able  to  make  it  at  the  present  tine.  We  know  it  contains  mny  errors 
and  problems,  but  I  am  not  able  to  solve  them. 

When  these  records  are  made  public  and  the  errors  brought  into 
the  open,  i  trust  they  vjill  bo  corrected  by  some  of  the  readers.  Only 
when  brought  to  the  attention  of  the  public  will  they  be  recognised 
and  corrected.  The  probable  sons  of  Seth,  Paul  and  perhaps  a  grandson, 
William  liavo  presented  one  of  the  greatest  problems  in  the  book  and  these 
records  concerning  them  are  particularly  uncertain  . 

Each  namo  of  a  descendant  carries  a  number .  When  the  name  of  a  son 
is  underscored  it  means  that  his  name  is  carried  forward  as  the  head  of  a 
family.  There  his  name  is  followed  by  the  name  of  his  father  for  identi- 
cation  and  tracing.  Knapp  daughters  are  carried  forward  for  only  one 
generation  and  their  children  are  named, when  known.  Then  they  ceases?  to 
bo  Knapps  but  belong  in  their  husband* s  Genealogy.  An  index  follows. 

"GR1'  indicates  "grave  record".  "RS"  indicates  "Revolutionary 
soldier".  Other  abbreviations  are  customary. 

*  A.A.K. 
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when  the so  records  ore  mdo  public  and  the  errors  brought  into 
tlio  open,  I  trust  they  will  bo  corrected  by  sene  of  the  readers*  Only 
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and  corrected*  The  probable  sons  of  Colli,  Paul  and  perhaps  a  grandson, 
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is  underscored  it  means  that  his  name  is  carried  forward  as  the  head  of  a 
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bo  Knapps  but  belong  in  their  husband* n  Genealogy,  An  index  follows. 


"GHfl  indicates  "grave  record"  *  "R3"  indicates  "revolutionary 
soldier".  Other  abbreviations  aro  customary. 
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This  GEl'EALOGY  of  AAROK  KKAFP  is  as  complete  and  as  accurate  as  I 


an  able  to  make  it  at  the  present  tine.  We  know  it  contains  nany  errors 


When  these  records  are  made  public  and  the  errors  brought  into 
the  open,  i  trust  they  will  be  corrected  by  some  of  the  readers.  Only 
when  brought  to  the  attention  of  the  public  will  they  be  recognized 
and  corrected.  The  probable  sons  of  Seth,  Paul  and  perhaps  a  grandson, 
William  have  presented  one  of  the  greatest  problems  in  the  book  and  these 


Each  name  of  a  descendant  carries  a  number.  When  the  name  of  a  son 
is  underscored  it  means  that  his  name  is  carried  forward  as  the  head  of  a 
family.  There  his  name  is  followed  by  the  name  of  his  father  for  identi- 
cation  and  tracing.  Knapp  daughters  arc  carried  forward  for  only  one 


generation  and  their  children  are  named, when  known*  Then  they  cease^  to 


be  Knapps  but  belong  in  their  husband’s  Genealogy.  An  index  follows. 


11  OR”  indicates  "grave  record".  "RS"  indicates  "Revolutionary 
soldier".  Other  abbreviations  are  customary. 
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